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To all whom it may concern: 

Be it known that J, Nuxona TEs, of 
Smiljan Lika, border country of Austria-Han- 
gary, have invented an Improvement in Dy- 

5 namo-Electric Machines, of which the follow- 
ing is a specification. 

My invention relates to the commutators 
on dynamo-electric machines, especially in 
machines of great electromotive force, adapted 

ro to are lights; and it consists in a device by 
means of which the sparking on the commu- 
tator is prevented 

It is known that in machines of great elec- 
tromotive force—snch, for instance, as those 

15 used for arc lights—whenever one commutator 
bar or plate comes out of contact with the col- 
leeting-brush a spark appears on the commu. 
tator. This spark may be due to the break of 
the complete circuit, or of a shunt of low re- 

20 sistance formed by the brush between two or 
more commutator-bars. In the first ease the 
spark is more apparent, as there is at the mo- 
ment when the cirenit is broken a discharge 
of the magnets through the field-helices, pro- 

25 ducing a great spark or flash which causes an 
unsteady current, rapid wear of the commu- 
tator bars and brushes, and waste of power. 
The sparking may be reduced by various de- 
vices, such as providing a path for the cur- 

30 rent at the moment when the commutator 
segment or bar leaves the brush, by short-cir- 
cuiting the field- helices, by increasing the 
number of the commutator-bars, or by other 
similar means; but all these devices are ex- 

35 pensive or not fully available, and seldom at- 
tain the object desired. 

My invention enables me to prevent the 
sparking in a simple manner. For this pur- 
pose I employ with the commutator - bars 

4o and intervening insulating material mica, as- 
besius paper or other insulating and prefer- 
ably incombustible material, which I arrange 
to bear on the surface of the commutator, 
near to and behind the brush. 

My invention will be easily understood by 
reference to the accompanying drawings. 

In the drawings, Figure 1 is a section of a 
commutator with an asbestus insulating de- 
vice; and Fig. 2 is a similar view, represent- 
50 ing two plates of mica upon the back of the 

brash. 

In Fig. 1, C represents the commutator and 


45 


Serial No. 164,534. (No model.) 


intervening insulating material; B B, the 
brushes. d dare Sheets of asbestus paper or 
other suitable non-conducting material. f f 55 
are springs, the pressure of which may be ad- 
justed by means of the screws g g. 

Tn Fig. 2 a@ simple arrangement is shown 
with two plates of mica or other material. It 
will be seen that whenever one commutator- 60 
segment passes out of contact with the brush 
the formation of the are will be prevented by 
the intervening insulating material coming in 
contact with the insulating material on the 
brush. 

My invention may be carried out in many 
ways; and I do not limit myself to any particu- 
lar device, as my invention consists, broadly, 
in providing a solid non-conducting body to 
bear upon the surface of the commutator, by 70 
the intervention of which body the sparking 
is partly or completely prevented. 

I prefer to use asbestus paper or cloth im- 
pregnated with zinc-oxide, magnesia, zirconia, 
or other suitable material, as the paper and 75 
cloth are soft, and serve at the same time to 
wipe and polish the commutator; but mica or 
any other suitable material may be employed, 
said material being an insulator or a bad con- 
ductor of electricity. 

My invention may be applied to any elec- 
tric apparatus in whieh sliding contacts are 
employed. 

I claim as my invention— 

1. The combination, with the commutator- 85 
bars and intervening insulating material and 
brushes inadynamo electric machine, of asolid 
insulator or bad conductor of electricity ar- 
ranged to bear upon the surface of the com- 
mutator adjacent to the end of the brush, for 9c 
the purpose set forth. 

2. In an electric apparatus in which sliding 
contacts with intervening insulating material 
are employed, the combination, with the con- 
tact springs or brushes, of a solid insulator or 95 
bad conductor of electricity, as and for the 
purposes set forth. 

Signed by me this 2d day of May, A. D. 
1885. 
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NIKOLA TESLA. 
‘Witnesses: . 
Gro. T. PINCKNEY, 
WILLIAM G. Morr, 
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Lo atl whom té may concern: 

Be it known that I, Nixoia Tesi, of Smil- 
jan Lika, border country of Austria-Hungary, 
have invented certain new and useful Im- 

5 provements in Electric-Are Lamps, of which 
the following is a specification. — 
My invention relates more particularly to 
those arc lamps in which the separation and 
feed of the carbon electrodes or their equiva- 
10 lents is accomplished by means of electro- 
magnets or solenoids in connection with suit- 
able clutch-mechanism; and it is designed to 
remedy certain faulis common to the greater 
part of the lamps heretofore made. 
The objects of my invention are to prevent 
the frequent vibrations of the movable elec- 
trode and flickering of the light arising there- 
from, to prevent the falling into contact of the 
electrodes, to dispense with the dash-pot, 
20 clock-work, or gearing and similar devices 
heretofore used, and to render the lamp ex- 
tremely sensitive, and to feed the carbon al- 
most imperceptibly,and thereby obtain a very 
steady and uniform light. 
In that class of lamps where the regulation 
of the are is effected by forces acting in oppo- 
sition on a free movable rod or lever directly 
connected with the electrode, all or some of 
the forces being dependent on the strength 
30 of the current,any change in the electrical con- 
dition of the circuit causes a vibration and a 
corresponding flicker in the light. This dif- 
ficulty is most apparent when there are only 
a few lamps in circuit. To lessen this difa- 

35 culty, lamps have been constructed in which 
the lever or armature, after the establishing 
of the are, is kept in a fixed position and can- 
not vibrate during the feed operation, the feed 
mechanism acting independently; butin these 

4c lamps, whena clamp is employed, it frequently 
occurs that the carbons come into contact and 
the light is momentarily extinguished, and, 
frequently, parts of the circuit are injured. In 
both these classes of lamps it has been custom- 

45 ary to use dash-pot, clock-work, or eguiva- 
lent retarding devices; but these are gener- 
ally unreliable and objectionable, and increase 
the cost of construction. 

My invention is intended to effect the de- 
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sired objects and to remedy the before-men- so 
tioned defects. I combine two electro-mag- 
nets—one of low resistance in the main or 
lamp circuit, and the other of comparatively 
high resistance in a shunt around the are—a 
movable armature-lever, and a novel feed 
mechanism, the parts being arranged so that 
in the normal working position of the arma- 
ture-lever the same is kept almost rigidly in 
one position, and is not effected even by con- 
siderable changes in the electric circuit; but 
if the carbons fall into contact the armature 
will be actuated by the magnets so as to move 
the lever and start the arc, and hold the car- 
bons until the arc lengthens and the arma- 
ture-lever returns to the normal position. 
After this the carbon-rod holder is released by 
the action of the feed mechanism,so as to feed 
the carbon and restore the are to its normal 
length. 

My invention consists, mainly, in the par- 
ticular manner in which the armature is com- 
bined with the magnets and acted upon by 
them and in the feed-controlling mechanism. 

In the drawings, Figure 1 isan elevation ef 
the mechanism made use of in the electric 7 
lamp. Fig. 2is a plan view of the same be- 
low the linexw. Fig. 3 isan elevation of the 
balancing lever and spring, and Fig. 4 is a de- 
tached plan view of the pole-pieces and arma- 
tures upon the friction-clamp, and Fig. 5is a 
section of the clamping-tube. 

M is a helix of coarse wire in a circuit from 
the lower-carbon holder to the negative bind. 
ing-screw --. 

N is a helix of fine wire in a shunt between 
the positive binding screw -- and the negative 
binding-screw —. The upper-carbon holder 
S is a parallel rod sliding through the plates 
9’ 8 of the frame of the lamp, and hence the 
electric current passes from the positive bind- 
ing-post -+ through the plate 8, carbon- 
holder 8, and upper carbon to the lower car- 
bon, and thence by the holder anda metallic 
connection to the helix M. 

The carbon-holders are of any desired char- 
acter, and to insure electric connections the 
springs | are made use of to grasp the upper- 
carbou holding rod 8, bub to allow the rod te 
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slide freely through the same. These springs |.the core M’. If, now, the. are becomes too — 
1 may be adjusted in their pressure by the | long, the current through the helix M is less- 


screw m, and the spring? may be sustained 
upon any suitable support. I have shown 
them as connected with the upper end of the 
core of the magnet N. 

Around the carbon-holding rod 8, between 
the plates 8’ 8’, there isatube, R, which forms 
aclamp. This tube is counterbored, as seen 
in the section Fig. 5, so that it bears upon the 
rod § atitsupper end and near the middle, and 
at the lower end of this tubular clamp R there 
arearmature-segmentsrof softiron. A frame 
or arm, n, extending, preferably, from the core 
15 N’, supports the lever A by a fulerum-pin, o. 

This lever A has a hole, through which the 
_ upper end ofthe tubular clamp R passes freely, 
and from the lever A is a link, qg, to the lever 
t, which lever is pivoted at y to a ring upon 
one of the columns 8. This lever ¢ has an 
opening or bow surrounding the tubular clamp 
R, and there are pins or pivotal connections 
w between the lever ¢- and this clamp R, and 
a spring, 7’, serves to support or suspend the 
weight of the parts and balance the same, or 
nearly so. This spring is preferably adjust- 
able. 
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Atoneend of the lever A isa soft-iron arma- 


ture block, a, over the core M’ of the helix 
M, and there is preferably a limiting-screw, c, 
passing through this armature-block a, and at 
the other end of the lever A is a soft-iron arma- 
ture-block, 6, with the end tapering or wedge- 
shaped, and the same comes close to and in 
line with the lateral projection e on the core 
N*. The lower ends of the cores M’ N’ are 
made with lateral projecting pole-pieces M° 
N’, respectively, and these pole-pieces are con- 
cave at their outer ends, and are at opposite 
sides of the armature-segments r at the lower 
end of the tubular clamp R. 

The operation of these devices is as follows: 
In the condition of inaction the upper carbon 
rests.upon the lower one, and when the cur- 
rent is turned on the electricity passes freely, 
by the frame and spring /, through the rod § 
and carbons to the coarse wire and helix M, 
and to the negative binding-post V, and the 
core M’ thereby is energized. The pole-piece 
M? attracts the armature r, and by the lateral 
pressure causes the clamp R to grasp the rod 
8’, and the lever A is simultaneously moved 
from the position shown by dotted lines, Fig. 
1, to the normai position shown in full lines, 
and inso doing the link gand lever ¢ are raised, 
lifting the clamp R and rod S, separating the 
carbons and forming theare. The magnetism 
of the pole-piece e tends to hold the lever A 
level,or nearly so, the core N’ being energized 
60 by the current in the shunt which contains 
‘the helix N. In this position the lever A is 

not moved by ordinary variation in the elec- 
tric current because the armature b is strongly 
attracted by the magnetism of e,and these parts 
are close to each other, and the magnetism of 
e acts at right angles to the magnetism of 
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sened, and the magnetism of the core N’ is in- 
creased by the greater current passing through 70 
the shunt, and this core N’ attracting the seg- 
mental armature r lessens the hold of the 
clamp R upon the rod§, allowing the latter to 
slide and lessen the length of the are, which 
instantly restores the magnetic equilibrium 
and causes the clamp R to hold the rod §.. If 
it happens that the carbons fall into contact, 
then the magnetism of N? is lessened so much 
that the attraction of the magnet M will be 
sufficient to move the armature aand lever A 
so that the armature 6 passes above the nor- 
mal position, so as to separate the carbons in- 
stantly; but when the carbons burn away a 
greater amount of current will pass through 
the shunt until the attraction of the core N’ 
will overcome the attraction of thecore M’ and 
bring the armature-lever A again into the nor- 
mal horizontal position,and this occurs before 
the feed can take place. The segmental arma- 
ture pieces r are shown as nearly semicircular. 
They may be square or of any other desired 
shape, the ends of the pole-pieces M’ N® being 
made to correspond in shape. 

I claim as my invention— 

1. The combination, in an electric-arc lamp, 
of the electro-magnets in the main and shunt 
circuits, respectively, an armature-lever and 
connection to the movable carbon-holder, the 
core of the shunt-magnet passing across the 
end of the armature-lever, substantially as set 
forth, so that the two magnets act in conjunc- 
tion on the armature-lever in moving the car- 
bon to form the are and in opposition to each 
other beyond the normal position of the arma- 
ture-lever, substantially as specified. 

2. The combination, with the carbon-hold- 
ers, of two. magnets, one in the main circuit 
and the other in a shunt-cireuit, and an arma- 
ture-lever to draw the are, and a feeding 
mechanism and pole-pieces upon the electro- 1 
magnets to act upon the feeding mechanism, 
substantially as specified. 

8. The combination, with the carbon-hold- 
ers, of two magnets, one in the main circuit 
and the other in ashunt-circuit, and an arma- 
ture-lever between two poles of such electro- 
magnets to draw.the arc, and a feeding mech- 
anism and pole-pieces upon the other two 
poles of the electro-magnets to act upon the - 
feeding mechanism, substantially as specified. 120 

4. The combination, with the carbon-hold- 
ing rod in an electric-are lamp, of the clamp 
R, lever ¢, spring +*, armature-lever A, and 
electro-magnets M N in the main and shunt 
circuits, respectively, the pole-pieces M’ N°, 
and armature-segments 7, substantially as set 
forth. 

5. he combination, with the carbon-holder, 
of a tubular clamp surrounding the same, an 
armature -lever connected to said tubular 
clamp, and electro-magnets in. the main and 
shunt circuits, respectively, and armature-seg- 
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ments upon the tubular clamp adjacent to the | into action or releasing it, substantially asset 10 
lateral poles of the electro-magnets, substan- | forth. 
tially as set forth. - Signed by me this 25th day of March, A. 

6. In an electric-arc lamp,the combination, | D. 1885, 


with the carbon-holding rod, of a clamp, two = 

armatures upon the clamp, and electro-mag- NIKOLA TESLA. 
neis in the main and shunt circuits, re- Witnesses: 

spectively, the poles of which act upon the GEO. T. PINCKNEY, 

armatures of the clamp for bringing the same | — CHAS. Ht. SMITH. 
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Lo all whom it may concern: 

Be it known that I, NrkoLa Tesxa, of Smil- 
jan Lika, border country of Austria-Hungary, 
have invented certain Improvements in Hlec- 

5 tric-Are Lamps, of which the following is a 
specification. 

In another application, No. 160,574, filed 
by me March 30, 1885, I have shown and de- 
scribed a lamp having two magnets, in the 

10 main and shunt circuits, respectively, an ar- 
mature-lever, and feed-mechanism connected 
to the armature-lever. 

My present invention consists in some modi- 
fications of and improvements upon the de- 

15 Vices shown in the application referred to. 

In my present invention I further provide 
means for automatically withdrawing a lamp 
from the circuit, or eutting out the same, 
when, from a failure of the feed, the arc reaches 

20 an abnormal length, and also means for auto- 
matically reinserting such lamp in the circuit 
when the rod drops and the carbons come into 
contact. 

My invention will be understood with refer- 

23 ence to the accompanying drawings. 

In the drawings, Figure 1 is an elevation of 
the lamp with the case in section. Fig. 2 isa 
sectional plan at the line # w Fig. 3 isan 
elevation, partly in section, of the lamp at 

30 right angles to Fig. 1. Vig. 4 is a sectional 
plan at the line y y of Fig. 1. Fig. 5 is asec- 
tion of the clamp in about full size. Tig. 6 is 
a detached section illustrating the connection 
of the spring to the lever that carries the piv- 

35 ots of the clamp, and Fig. 7 is a diagram 
showing the circuit-connections of the lamp. 

In the drawings, Fig. 1, M represents the 
main and N the shunt magnet, both securely 
fastened to the base A, which, with its side 

40 columns,§ 8, is preferably cast in one piece of 
brass or other diamagnetic material. To the 
magnets aresoldered or otherwise fastened the 
brass washers or disks @aaa. Similar wash- 
ers, 5 6, of fiber or other insulating material, 

45 serve to insulate the wires from the brass 
washers. 

The magnets M and N are made very flat, 
so that their width exceeds three times their 
thickness, or even more. In this way a com- 
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sufficient to produce the required magnetism, 
besides a greater surface isoffered for ccoling 
off the wires. 

The upper pole-pieces, mn, of the magnets 
are curved, as indicated in the drawings, Fig. 55 
1, The lower pole-pieces, m’ n’, are brought near 
together, tapering toward the armature g, as 
shown in Figs. 2and 4. The object of this 
taper is to concentrate the greatest amount of 
the developed magnetism upon the armature, 60 
and also to allow the pull to be exerted always 
upon the middle of the armature g. This 
armature g is a piece of iron in the shape of a 
hollow cylinder, having on each side a seg- 
ment cut away, the width of which is equal to 65 
the width of the pole-pieces m’ n’. 

The armature is soldered or otherwise fast- 
ened to the clamp 7, whieh is formed of a 
brass tube, provided with gripping-jaws ¢ e, 
Fig. 5. These jaws are ares of a circle of the 70 
diameter of the rod R, and are made of some 
hard metal, preferably of hardened German 
Silver. Jalso make the guides f f, through 
which the carbon-holding rod R slides, of the 
same material. This has the advantage to re- 75 
duce greatly the wear and corrosion of the 
parts coming in frictional contact with the rod, 
which frequently causes trouble. The jawsee 
are fastened to the inside of the tube r, so 
that one is a little lower than the other. The 
object of this is to provide a greater opening 
for the passage of the rod when the same is 
released by the clamp. The clamp r is sup- 
ported on bearings w w, Figs. 1,3and 5, which 
are just in the middle between the jawsee. I 
find this disposition to be the best. The bear- 
ings ww are carried by a lever, t, one end of 
which rests upon an adjustable support, q, of 
the side columns, §, the other end being con- 
nected by means of the link ¢’ to the armature- 
lever L. The armature-lever L is a flat piece 
of iron in @ shape, having its ends curved so 
as to correspond to the form of the upper pole- 
pieces of the magnets M and N. It is hung 
upon the pivots v v, Fig. 2, which are in the 
jaw a of the top plate, B. This plate B, with 
the jaw, is preferably cast in one piece and 
screwed to the side columns, S §, that extend 
up from the base A. To partly balance the 
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Figs. 2 and 6, is fastened to the top plate, B 
and hooked to the lever ¢, The hook 0 is to- 
ward one side of the lever or bent ‘a little 
sidewise, as seen in Fig. 6. By this means a 
slight tendency is given to swing the armature 
toward the pole-piece m’ of the main magnet. 

The binding - posts K K’ are preferably 
screwed to the base A. A manual switch, for 
short-circuiting the lamp when the carbons 
are renewed, is also to be fastened to the base. 
This switch is of ordinary character, and is not 
shown in the drawings. 

The rod R is electrically connected to-the 
lamp-frame by means of a flexible conductor 
or otherwise. The lamp-case receives a re- 
movable ornamental cover, s’, around the same 
to inclose the parts. 

‘The electrical connections are as indicated 
diagrammatically in Fig. 7. 

The wire in the main magnet consists of two 
parts, # and p’. These tO parts may be in 


‘two separated coils or in one single helix, as 


shown in the drawings. The part z’ being 
normally in circuit, is, with the fine wire upon 
the shunt-magnet, wound and traversed by the 
current in the same direction, so as to tend to 
produce similar poles, x» or ss, on the cor- 
responding pole-pieces of the magnets M and 
N. The part p’ is only in cireuit when the 
lamp is cut out, and then the current being in 
the opposite direction produces in the main 
magnet magnetism of the opposite polarity. 
The operation is as follows: At the start the 
carbons are to be in contact, and the current 
passes from the positive binding-post K to the 
jlamp-frame, carbon-holder, upper and lower 
carbon, insulated return-wire in one of the 
side rods, and from there through the part 2’ 
of the wire on the main magnet to the nega- 
tive binding-post. Upon the passage of the 
eurrent the main magnet is energized and at- 
tracts the clamping-armature g, swinging the 
clamp and gripping the rod by means of the 
gripping-jaws ee. At the same time the ar- 
mature-lever Lis pulled down and the car- 
bons separated. In pulling down the arma- 
ture-lever L the main magnet is assisted by 
the shunt-magnet N, the latter being mag- 
netized by magnetic induction from the mag- 


net M. 


It will be seen that the armatures L and g 
are practically the keepers for the magnets M 
and N, and owing to this fact both magnets 
with either one of the armatures Land g may 
be considered as one horseshoe- magnet, which 
we might term a ‘‘compound magnet.”? The 
whole of the soft-iron parts m, m’, g, n’, n, and 
L form a compound magnet. 

The carbons being separated, the fine wire 
receives a portion of the current. Now, the 


- magneticinduction from the magnet M is such 


65 


as to produce opposite poles on the corre- 
sponding ends of the magnet N; but the cur- 
rent traversing the helices tends to produce 
similar poles on the corresponding ends of 
both magnets, and therefore as soon as the fine 
wire is traversed by sufficient current the 
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magnetism of the whole compound magnet is 
diminished, 

With regard to the ar mature g and the op- 
eration of the lamp, the pole m’ may be termed 
as the ‘‘clamping”’ and the pole n’ as the ‘‘re- 
leasing’”’ pole. 

As the carbons burn away, the fine wire re- 
ceives more current and the magnetism di- 
minishes in proportion. This causes the arma- 
ture-lever L to swing and the armature g to 
descend gradually under the weight of the 


-| moving parts until the end p, Fig. 1, strikes 


-a-stop on the top plate, B. ~ The adjustment is 
such that when this takes place the rod R is 
yet gripped securely by the jaws ee. The 
‘further downward movenent of the armature- 
lever being prevented, the are becomes longer 
as the carbons are consumed, and the com- 
pound magnet is weakened more and more 
until the clamping-armature g releases the 
hold of the gripping-jaws ee upon the rod R, 
and the rod is allowed to drop a little, short- 
ening thus the arc. The fine wire now re- 
ceiving less current, tle magnetism increases, 
and the rod is clamped again and slightly 
raised, if necessary. ‘This clamping and re- 
leasing of the rod continues until the carbons 
are consumed. In practice the feed is so sen- 
sitive that for the greatest part of the time the 
movement of the rod cannot be detected with- 
out some actual measurement. During the 
normal operation of the lamp the armature- 
lever L remains stationary, or nearly so, in 
the position shown in Fig. 1 

Should. ig arise that, owing to an imperfec- 
tion in the rod, the same and the carbons drop 
too far, so as to make the arc too short, or even 
bring the carbons in contact, then a very small 
amount of current passes thr ough the fine wire, 
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and the compound magnet becomes sufficient. ‘ 


ly strong to act as on the start in pulling the 
armature-lever L down and separating the 
carbons to a greater distance. 

It oceurs often in practice that the rod sticks 
in the guides. In this case the arc reaches a 
great length, until it finally breaks. Then the 
light goes out, and frequently the fine wire is 
injured. To prevent such an accident, I pro- 
vide my lamp with an automatic ent- out. 
This cut-out operates as follows: When, upon 
a failure of the feed, the are reaches a certain 
predetermined length, such an amount of cur- 
rent is diverted through the fine wire that the 
polarity of the compound magnet is reversed. 
The clamping-armature gis now moved against 
the shunt-magnet N until it strikes the releas- 
ing-pole n’. As soon as the contact is estab- 
lished, the current passes from the positive 
binding-post over the clamp r, armature g, 
insulated shunt-magnet, and the helix p’ upou 
the main magnet M to the negative binding- 
post. In this case the current passes in the 


opposite direction and changes the polarity of 
the magnet M, at the same time maintaining 
by magnetic induction in the core of shunt- 
magnet the required magnetism without re- 
versal of polarity, and the armature g remains 
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against the shunt-magnet pole »’. The lamp 
is thus cut out as long as the carbons are sepa- 
rated. The cut-out may be used in this form 
without any further improvement; but I pre- 
fer to arrange it so that if the rod drops and 
the carbons come in contact the arc is started 
again. For this purpose I proportion the re- 
sistance of the part p’ and the number of the 
convolutions of the wire upon the main mag- 
net so that when the carbons come in contact a 
sufficient amount of current is diverted through 
the carbons and the part 2’ to destroy or neu- 
tralize the magnetism of the compound mag- 
net. Then the armature g, having a slight 
tendency to approach to the clamping-pole m’, 
comes out of contact with the releasing-pole»’. 
As soon as this happens, the current through 
the part p’ is interrupted, and the whole cur- 
rent passes through the part x The magnet 
M is now strongly magnetized, the armature 
g is attracted, and the rod clamped. At the 
same time the armature-lever Lis pulled down 
out of its normal position and the are started. 
In this way the lamp cuts itself out automatic- 
ally when the are gets so long, and reinserts 
itself automatically in the circuit if the car. 
bons drop together. 

It will be seen that the cut-out may be modi- 
fied without departing from ‘the spirit of my 
invention, as long as the shunt-magnet closes 
a circuit including a wire upon the main mag- 
net and continues to keep the contact closed, 
being magnetized by magnetic induction from 
the main magnet. It is also obvious to say 
that the magnets and armatures may be of any 
desired shape. 

I claim as my invention— 

1. The combination, in an are-lamp, of a 
main and a shunt magnet, an armature-lever 
to draw the are, a clamp, and an armature to 
act upon the clamp, a clamping-pole and a 
releasing-pole upon the respective cores, the 
cores, poles, armature-lever, and clamping- 
armature forming a compound electro-magnet, 
substantially as set forth. 

2. The combination, in an electric-are lamp, 
of a earbon-holder and its rod, a clamp for 
such carbon-holder, a clamping-armature con- 
nected to the clamp, a compound electro-mag- 
net controlling the action of the clamping-ar- 
mature, and electric-circuit connections, sub- 
stantially as set forth, for lessening the mag 
netism of the compound magnet when the are 
between the carbons lengthens and augment- 
ing the magnetism of the same when the are 
is shortened, substantially as described. 

3. The combination, with the carbon-hold- 
ers in an electric lamp, of a clamp around 
the rod of the upper-carbon holder, the clamp- 
ing-armature connected with said clamp, the 
armature-lever and connection from the same 
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to the clamp, the main and shunt magnets, 
and the respective poles of thesame to act upon 
the clamping-armature and armature - lever, 
respectively, substantially as set forth. 

4, In an electric-arc lamp, a cut-out con- 
sisting of a main magnet, an armature, and a 
shunt-magnet having an insulated pole-picce, 
and the cut-out cireuit-connections through 
the pole-piece and armature, substantially as 
set forth. 

5. In an electric-arc lamp, the combination, 
with the carbon-holder and magnets, of the 
armatures Land g, link ¢’, clamp r, and lever 
i, and the spring s’, for the purpose set forth. 

6. In an electric-arc lamp, the combination, 
with two upright magnets in the main and 
shunt cirenits, respectively, having curved 
pole-pieces on one end and converging pole- 
pieces on the other end, of a flat Z-shaped 
armature - lever between the curved pole- 
pieces and a clamping-armature between the 
convergent pole-pieces, substantially ag de- 
scribed. 

7. The combination, in an electric-are lamp, 
of an electro-magnet in the main circuit and 
an electro-magnet in the shunt-cireuit, an 
armature under the influence of the poles of 
the respective magnets, and circuit-connec- 
tions controlled by such armature to cut out 
or shunt the lamp, substantially as specified, 
whereby the branch circuit is closed by the 
magnetism of the shunt-magnet, and then kept 
closed by induced magnetism from the main 
magnet, substantially as set forth. 

8. The combination, with the carbon-holder 
and rod and the main and shunt magnets, of 
a feeding-clamp, an armature for the same, 
elamping and releasing poles upon the cores 
of the respective magnets, and circuit-connec- 
tions through the clamping-armature, substan- 
tially as specified, for shunting the current 
when the electric are between the carbons be- 
comes abnormally long, substantially as set 
forth. 

9. The combination, with the carbon-hold- 
ing rod and a clamp for the same, of an ar- 
mature apon the clamp, a shunt-magnet the 
pole of which acts to release the clamp, and a 
main magnet with a two-part helix, one por- 
tion being in the main circuit and the other 
portion in ashunt or cut-out circuit, the clamp- 
ing- armature acting to close said cut-out cir- 
cuit when the are becomes too long and to 
break the shunt-cireuit when the carbons come 
together, substantially as set forth. 

Signed by me this 11th day of July, A. D. 


| 1885. 


NIKOLA TESLA. 
Witnesses: 
Gro. T, PINCKNEY, 
WILLIAM G. Morr, 
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To all whom it may concern: 

Be it known that I, Nrxova Tesxa, of Smil- 
jan Lika, border country of Austria-Hungary, 
have invented an Improvement in Dynamo- 

5 Electric Machines, of which the following isa 
specification. 

The object of my invention is to provide an 
improved method for regulating the current 
on dynamo-electric machines. 

In my improvement I make use of two main 
brushes, to which the ends of the helices of 
the field-magnets are connected, and an auxil- 
jary brush and a branch or shunt connection 
from an intermediate point of the field-wire 
15 to the auxiliary brush. 

‘The relative positions of the respective 
brushes are varied, either automatically or by 
hand, so that the shunt becomes inoperative 
when the auxiliary brush has a certain posi- 

20 tion upon the commutator; but when said aux- 
iliary brush is moved in its relation to the 
main brushes, or the latter are moved in their 
relation tc the auxiliary brush, the electric 


{Ze} 


condition is disturbed and more or less of the | 


25 current through the field-helices is diverted 
through the shunt or a current passed over 
said shunt to the field-helices. 

By varying the relative position upon the 
commutator of the respective brushes auto- 

30 matically in proportion to the varying elec- 
trical conditions of the working-cirenit the 
eurrent developed can be regulated in pro- 
portion to the demands in the working-cireuit. 

Devices for automatically moving the 

35 brushes in dynamo-electric machines are well 
known, and those made use of in my machine 
may be of any desired or known character. 

In the drawings, Figure 1 is a diagram illus- 
trating my invention, showing one core of the 

40 field-magnets with one helix wound in the 
same direction throughout. Figs. 2 and 3 are 
diagrams showing one core of the field-magnets 
with a portion of the helices wound in oppo- 
site directions. Figs. 4 and 5 are diagrams 

45 illustrating the electric devices that may be 
employed for automatically adjusting the 
brushes, and Fig. 6 isa diagram illustrating 
the positions of the brushes when the machine 
is being energized on the start. 


50 «6 aaand bare the positive and negative brushes 
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{ of the main or working circuit, and ¢ the aux- 
iliary brush. The working-circuit D extends 
from the brushes a and 8, as usual, and con- 
tains electric lamps or other devices, D‘,either 
in series or in multiple are. 55 

M M’ represent the field-helices, the ends of 
which are connected to the main brushes a 
and 6. The branch or shunt wire ¢’ extends 
from the auxiliary brush ¢ to the circuit of the 
field-helices, and is connected to the same at 60 
an intermediate point, X. 

H represents the commutator, with the 
plates of ordinary construction. Tt is now to 
be understood that when the auxiliary brush 
¢ occupies such a position upon the commu- 65 
tator that the electro-motive foree between the 
brushes a and c is to the electro-motive force 
between the brushes ¢ and 6 as the resistance 
of the circuit a Mec’ c A to the resistance of 
the circuit 6 M’ ¢’ cB, the potentials of the 70 
points X and Y will be equal, and no current 
will flow over the auxiliary brush; but when the 
brush ¢ occupies a different position the po- 
tentials of the points X and Y will be differ- 
ent, and a current will flow over the auxiliary 75 
brush to or from the commutator, according 
to the relative position of the brushes. If, 
for instance, the commutator-space between 
the brushes a and e, when the latter is at the 
neutral point, is diminished, a current will 80 
flow from the point Y over the shunt C to the 
brush 8, thus strengthening the current inthe 
part M’,and partly neutralizing the current 
in the part M; but if the space between the 
brushes a and ¢ is increased, the current will 85 
flow over the auxiliary brush in an opposite 
direction, and the current in M will be 
stregthened, and in M’ partly neutralized. 

By combining with the brushes a, 6, and ¢ 
any known automatic regulating mechanism 90 
the current developed can be regulated in 
proportion to the demands in the working- 
circuit. The parts M and MW’ of the field-wire 
may be wound in thesame direction. (In this 
case they are arranged as shown in Fig.1; or, 95 
the part M may be wound in the opposite di- 
rection, as shown in Figs. 2 and 3.) 

Tt will be apparent that the respective cores 
of the field-magnets are subjected to the neu- 
tralizing or intensifying effects of the current 100 
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in the shunt through ¢, and the magnetism of 
the cores will be partially neutralized or the 
point of greatest magnetism shifted, so that it 
will be more or less remote from or approach- 
ing to the armature, and hence the aggre- 
gate energizing actions of the field magnets 


on the armature will be correspondingly |. 


varied. 

In the form indicated in Fig. 1 the regula- 
tion is effected by shifting the point of great- 
est magnetism, and in Figs. 2 and 3 the same 
effect is produced by the action of the cur- 
rent in the shunt passing through the neu- 
tralizing-helix. . 

The relative positions of the respective 
brushes may be varied by moving the auxil- 
jary brush or the brush e may remain qui- 
escent and the corep be connected to the main- 
brush holder A’, so as to adjust the brushes 
ab in their relation to the brush ¢. If, how- 
ever, an adjustment is applied to all the 
brushes, as seen in Fig. 5, the solenoid should 
be connected to both A and C, so.as to move 
them toward or away from each other. 

There are several known devices for giving 
motion in proportion to an electric current. 


- I have shown the moving cores in Figs. 4 and 


oO 


5 as convetiient devices for obtaining the re- 
quired extent of motion with very slight 
changes in the current passing through the 
helices. It is understood that the adjustment 
of the main brushes causes variations in the 
strength of the current independently. of the 
relative position of said brushes to the anx- 
iliary brush. In all cases the adjustment may 
be such that no eurrent flows over the aux- 
iliary brush when the dynamo is running with 
its normal load. 


'. In Figs. 4 an@5, A A indicate the main- 


an 


brush holder, carrying the main-brushes, and 
C the auxiliary-brush holder, carrying the aux- 
iliary brush. These brush-holders are mova- 
ble in ares concentric with the center of ‘the 
commutator-shaft. An iron piston, P, of the 


solenoid 8, Fig. 4, is attached to the auxiliary- 
brush holder C. The adjustment is effected 
by means of a spring and screw or tightener. 

In Fig. 5, instead of a solenoid, an iron tube 
inclosing a coil is shown. . The piston of the 
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coil is attached to both brush-holders A A and 50 


G. When the brushes are moved directly by 
electrical devices, as shown in Figs. 4 and 5, 
these are so constructed that the force exerted 
for adjusting is practically uniform through 
the whole length of motion. 
Tam aware thatauxiliary brushes have been 
used in connection with the helices of the 
field-wire; but in these instances the helices 
received the entire current throngh the aux- 
iliary brush or brushes, and said brushes could 
not be taken off without breaking the circuit 
through the field. These brushes caused, 
however, a great sparking upon the commu- 
tator. In my improvement the auxiliary 
brush causes very little or no sparking, and 


can be taken off without breaking the circuit 
| through the field-helices. 


My improvement has, besides, theadvantage 
to facilitate the self-exciting of the machine 
in all cases where the resistance of the field- 
wire is very great comparatively to the resist- 


55 


ance of the main circuit at the start—for in- ~ 


stance, on are-light machines. In this case I 
place the auxiliary brush ¢ near to or in pref- 
erence in contact with the brush 6, as shown in 
Fig. 6. In this manner the part M’ is ¢om- 
pletely cut out, and as the part M has a con- 
siderably smaller resistance than the whole 


length of the field-wire the machine excites 


itself, whereupon the auxiliary brush isshifted 
automatically to its normal position. 
T claim as my invention— 


The combination, with the commutator hav- 


ing two or more main brushes and an_auxil- 
iary brush, of the field - helices having their 
ends connected to the main brushes, and a 
braneh or shunt connection from an. interme- 
diate point of the field-helices to the auxiliary 
brush, and means for varying the relative po- 
sition upon the commutator of the respective 
brushes, substantially as set forth. 7 

Signed by me this 18th day of May, A. D. 
1885. 


NIKOLA. TESLA. 
Wituiesses: _ 
Gero. T. PINCKNEY, 
WALLACE L. SERRELL. 
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fo all whom it may concern: 

Beit known that I, NrxoLa Txsia, of Smil- 
jan Lika, border country of Austria-Hungary, 

have invented an Improvement in Dynamo- 
5 Electric Machines, of which the following isa 
specification. 

My invention is designed to provide an im- 
proved method for regulating the current in 
dynamo-electric machines. 

In another application, No. 165,793, filed by 
me May 18, 1885, I have shown a method for 
regulating the current in a dynamo having 
the field-helices in a shunt. My present ap- 
plication relates to a dynamo having its field- 
15 helices connected in the main circuit. 

In my improvement I employ one or more 
auxiliary brushes, by means of which I shunt 

a portion or the whole of the field-helices. 
According to the relative position upon the 
20 commutator of the respective brushes more or 
less current is caused to pass through the 


Io 


helices of the field, and the current developed 


by the machine can be varied at will by vary- 
ing the relative positions of the brushes. 

In the drawings the present invention is 
illustrated by diagrams, which are hereinafter 
separately referred to. ; 

In Figure 1, a and} are the positive and 
negative brushes cf the main circuit, and ¢ 
30 an auxiliary brush. The main cireuit D ex- 

tends from the brushes @ and 3, as usual, and 
contains the helices M of the field-wire and 
the electric lamps or other working devices. 
The auxiliary brush ¢is connected to the point 

35 # of the main circuit by means of the wire ¢’. 
H is acommutator of ordinary construction. 
From that which has been said in the ap- 
plication above referred to it will be seen that 
when the electro-motive force between the 

40 brushes a and ¢ is to the electro-motive force 
between the brushes ¢ and b as the resistance 

of the circuit @ Mc’ ¢ A to the resistance of 
the circuit b C Bec D, the potentials of the 
points # and y will be equal, and no current 

45 will pass over the auxiliary brush ec; but if 
said brush oceupies a different position rela- 
tively to the main brushes the electric condi- 
tion is disturbed, and current will flow either 
from yto # or from « to y, according to the 

50 relative position of the brushes. In the first 


25 


| 


case the current through the field-helices will 

be partly neutralized and the magnetism of 
the field-magnets diminished. In the second 
case the current will be increased and the 
magnets will gain strength. By combining 55 
with the brushes a 6 ¢ any automatic regulat- 
ing mechanism the current developed can be 
regulated automatically in proportion to the 
demands in the working-circuit. 

In Figs. 6 and 7 I have represented some of 60 
the automatic means that may be used for 
moving the brushes, The core P, Fig. 6, of 
the solenoid-helix S, is connected with the 
brush ¢ to move the same, and in Fig, 7 the 
core P is shown as within the helix S, and 65 
connected with both brushes a and ¢, so as to 
move the same toward or from each other, 
according to the strength of the current in the 
helix, the helix. being within an iron tube, 8, 
that becomes magnetized and increases the 7c 
action of the solenoid. 

In practice it is sufficient to move only the 
auxiliary brush, as shown in Fig. 6, as the 
regulation is very sensitive to the slightest 
changes; but the relative position of the aux- 75 
iliary brush to the main brushes may be varied 
by moving the main brushes, or both main 
and auxiliary brushes may be moved, as illus- 
trated in Fig. 7. In the latter two eases, it 
will be understood, the motion of the main 80 
brushes relatively to the neutral line of the 
machine causes variations in the strength of 
the current independently of their relative 
position to the auxiliary brush. In all cases 
the adjustment may be such that when the 85 
machine is running with the ordinary load no 
current Hows over the auxiliary brush. 

The field-helices may be connected as shown 
in Fig. 1, or a part of the field-helices may be 


- in the outgoing and the other partin the return 90 


cireuit, and two auxiliary brushes may be 
employed as shown in Figs. 3and4. Instead 
of shunting the whole of the field-helices, a 
portion only of such helices may be shunted, 
as shown in Figs. 2and 4. 

The arrangement shown in Fig. 4 is advan- 
tageous, as it diminishes the sparking upon 
the commutator, the main circuit being closed 
through the auxiliary brushes at the moment 
of the break of the circuit at the main brushes, 103 


95 
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The field-hélices may be wound in thesame 
direction, ora part may be wound in opposite 
directions, 

The connection between the helices and the 

5 auxiliary brush or brushes may be made by a 
wire of small resistance, or a resistance may 
be interposed (R, Fig. 5) between the point x 
and the auxiliary brush or brushes to divide 
the sensitiveness when the brushes are ad- 

ro justed. 

Iam aware that it is not new to use auxiliary 
brushes on the commutator, and that auxiliary 
brushes have been connected to the field heli- 

; ces; but I am not aware that the helices of a 

1§ series dynamo have been shunted by means of 
auxiliary brushes, and that the relative posi- 
tion of the respective brushes has been varied 
for the purpose of regulating the current de- 
veloped by the machine. 

In instances where auxiliary brushes have 

been used in connection with the field-helices. 


20 


said auxiliary brushes received the current 
continuously and caused great sparking, 
whereas in my invention the auxiliary brush 
receives current only when the normal elec- 25 
trical conditions of the circuit are disturbed. 

I claim as my invention— 

The combination, with the commutator and 
main brushes and one or more auxiliary 
brushes, of the field-helices in the main cir- 30 
cuits and one or more shunt-connections from 
the field-helices to the auxiliary brushes, the 
relative positions upon the commutator of the 
respective brushes being adjustable, for he 
purpose set forth. : 

Signed by me this 16th day of May, A. D. 
1885. 


NIKOLA TESLA. 


Witnesses: 
GEo., T. PINCKNEY, 
WALLACE L. SERRELL. 
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£0 alt whone ié may concern: 

Be it known that I, Nreona TESLA, from 
Smiljan Lika, border country of Austria-Hun- 
gary, have invented certain Improvements in 
Dynamo-Hleetrie Machines, of which the fol- 
lowing is aspecification. 

In other applications T have shown the com- 
mutator of a dynamo-nachine with the main 
Drushes connected in an cleetrie cireuit, and 
one or moreauNiliary brushes serving to shunt 
a part or the whole of the field-coils, the reeu- 
lation of the current being effected by shifting 
the respective brushes automatically upon the 
commutator in proportion to the varying re- 
sistances of the cirenit. 

Aly present invention relates to the meehani- 
exl devices which I employ to effect the shift- 
ing of the brushes, 

My invention is clearly shown in the accom- 
panying drawings, in which Figure 1 isan ele- 
vation of the regulator with the frame partly 
in section; and Fig. 2 is a section at the line 
we, Fie. 1. 

C is the cominutator; B and BY, the brush- 


holders, B carrying the main brushes a a’ | 


and B’ the auxiliary or shunt brushes 4). The 
axis of the brush-holder Bis supported by two 
pivot-serews, pp. The other brush-holder, B’, 
has a sleeve, 7, and is movable around the axis 
of the brusb-holder B, 
brush-holders ean turn very freely, the frie- 
tion of the parts being reduced toa mininum, 
Over the brush-holders is mountel the solen- 
oid S, which resis upon a forked column, ec. 
This column also affords a support for the piv- 
ots p p, and is fastened upon a solid bracket 
or projection, P, which extends from the base 
of the machine, and is preferably cast in one 
piece with thesaime. ‘Phe brush-holders BB’ 
are connected hy means of thelinks ¢ cand the 
eross-piece I to the iron core J, which slides 
freely in thetube T of thesolenoid, Theiron 
core I has a screw, s, by means of which it 
can be raised and adjusted in its position rel- 
atively to the solenoid, sv that the pull ex- 
erted upen it by the solenoid is practically 
uniform through the whole length of mo- 


tion which is required to effect the regulation. 
In order to effect the adjustment with a greater 


In this way both | 
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precision the core I is provided with a small 5 
iron screw, s’. The core being first brought 
very nearly in the required position relatively 
to the solenoid by means of the screw s, the 
small screw s’ is then adjusted until the inag- 
neti¢e attraction upon the core is the sumewhen 
the core isin any position. A couvenient stop, 
t, serves to init the upward movement of the 
iron core. 

To cheek somewhat the movement of the 
core I,a dash-pot, K, is nsed. The piston L 
of the dash-pot is provided with a valve, Vv, 
which opens by a downward pressure and al- 
lows an easy downward movement of the iron 
core I, but closes and checks the movenient of 
the core when the same is pulled up underthe 65 
action of the solenoid. 

To balance the opposing forces, the weight 


; of the moving parts, and the pull exerted by 


the solenoid upon the iron core, the weights 
W W inay be used. ‘The adjustment is such 
that when the solenoid is traversed by the 
normal current itis just strong enough to bal- 
ance the downward pull of the parts. 

. The electrical cireuit-connections are sub- 
stantially the same, as indicated in my former 
applications, the solenoid being in series with 
the circuit when the translating devices are 
in series and in a shunt when the devices are 
in multiple are. 

The operation of the device is as follows: 
When. upon a decrease of the resistance of the 
cirenit or Some other reason the current is in- 
creased, the sclenoid S gains in strength and 
pulls up the iron core I, thus shifting the main 
brushes in the direction of rotation and the 85 
auxiliary brushes in the opposite way. This 
diminishes the strength of the current until 
the opposing forces are balanced and the gsolen- 
oid is traversed by the normal current; but 
if from any cause the current in the cireuit is 
diminished, then the weight of the moving 
parts overcomes the pull of the solenoid, the 
iron core I descends, thus shifting the brushes 


| the opposite way and increasing the current 


to the normal strength. The dash-pot con- 95 
nected to the iron core I may be of ordinary 
construction; but I prefer, especially in ma- 
chines for are lights, to provide the piston of 
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the dash-pot witha valve, as indicated in the | 
drawings. This valve permits a compara- 
tively easy downward movement of the iron 
core, but checks its movement. when it is 
drawn up by the solenoid. Such an arrange- 
ment has the advantage that a great number 
of lights may be put on without diminishing | 
the light-power of the lamps in the circuit, as | 
the brushes assume at once the proper position. 
When lights are cut ont, the dash-pot acts to 
retard the movement; butif the current is 
considerably increased the solenoid gets. ab- 
normally strong and the brushes are shifted in- 
stantly. oO , 

The regulator being properly adjusted, lights 
or other devices may be put on or out with 
scarcely any perceptible difference. 

It is obvious that instead of the dash-pot any 
other retarding device may be used. 

I claim as my invention— , 

1. Thecombination, with the main and aux- 
iliary brushes, of two brush-holders, an axis 
fastened to one of the brush-holders, support- 
ing-screws for the same, a support for the other 
prush-holder surrounding the axis, a solenoid, | 
a core for the same, and links connecting the | 
core to the respective brush-holders, substan- 
tially as set forth. 

2. The combination, with the brushes, brush- 
holders, and the axis upon which the brush- 
holders swing, of a solenoid and core, con- | 
nections. from the same to the brush-holders, 
and an adjusting-screw to limit the movements 
of the core, substantially as set forth. ' 
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3. The combination, with the brush-holders 
and their axes, of a solenoid and core, and a 
connection from the core to the brush-bolders, 
and an iron screw atthe inner end of the core 


35 


to adjust the action of the magnetism on the © 


core, substantially as set forth. , 
4. The combination, with the brushes, the 
brush-holders and their axes, of a solenoid and 


40 


core, and connections to move the brush-hold- * 


ers, and a dash-pot provided with a valve, 
substantially as described, to diminish the 
speed of movement of the core in one direc- 


tion more than the other, substantially as set’ 


forth. 

5. The combination, with the brushes, the 
brush-holders and their axes, of asolenoid and 
core, and connections to move the brush-hoid- 
ers, and a dash-pot to diminish the speed of 
movement of the core, substantially as set 
forth. - 

6. The combination, with the brush-holders 
and the solenoid and core, of links connecting 
to the holders, and a screw to adjust the posi- 
tion of the core in relation to the solenoid, 
substantially as set forth. 

Signed by me this 12th day of January, A. 
D. 1886. 

NIKOLA TESLA. 

Witnesses: 


Gro. T. PINCKNEY,’ 
WILLIAM G. Morr. 
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To ald whom té may concern: 

Be it known that I, NrukoLa Tresra, of Smil- 
jan Lika, border country of Austria-Hungary, 
have inveuted certain Improvements in Dy- 

5 namo-Electric Machines, of which the follow- 
ing is a specification. 

The main objects of my invention are to in- 
crease the efficiency of the machine and to fa- 
cilitate and cheapen the coustruction of the 

1o same; and to this end my invention relates to 
the magnetic frame and the armature, and to 
other features of construction, hereinafter more 
fully explained. 

My invention is illustrated in the accompa- 

15 nying drawings, in which Vigure 1 isa longi- 
tudinal section, and Fig. 2across-section, of the 
machine. Fig. 3isa top view, and Fig. 4a side 
view, of the magneticframe. Fig. 5 isan end 
view of the commutator-bars, and Fig. 6 is a 

20 section of the shafts and commutator - bars. 
Fig, 7 isa diagram illustrating the coils of the 
armature and the connections to the ecommn- 
tator-plates. 

The eorese ce cof the field-magnets may be 

25 tapering in both directions, as shown, for the 
purposes of concentrating the magnetism upon 
the middle of the pole-pieces. 

The connecting-frame F F of the field-mag- 
nets is in the form indicated in the side view, 

30 Fig. 4, the lower part being provided with the 

' spreading curved cast legs ¢ ¢, so that the ma- 
chine will rest firmly upon two base-bars, r 7. 

To the lower pole, 8, of the field-magnet M 
is fastened, preferably by means of Babbitt or 

35 other fusible diamagnetic material, the base 

~” B, which is provided with bearings 6 for the 
armature-shaft H. The base B has a projec- 
tion, P, which supports the brush-holders and 
the regulating devices, which may be of any 

4o ordinary character, or may be such as shown 
in an application of like date herewith, 

The armature is constructed with the view 
to reduce to a minimum the loss of power due 

. to the transversal or Foucault currents and to 

48 the change of polarity, and also to shorten as 

much as possible the length of the inactive 
wire wound upon the armature-core. 

Tt is well known that when the armature is 
revolved between the poles of the field-mag- 
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nets currents are generated in the iron body 50 
of the armature which develop heat, and con- 
sequently cause a waste of power. Owing to 
the mutual action of the lines of force, the mag- 
netic properties of iron, and the speed of the 
different portions of the armature-core, these 55 
currents are generated principally on and near 
the surface of the armature-core, diminishing 
instrength gradually toward the center of the 
core. ‘Their quantity is under same conditions 
proportional to the length of the iron body in 60 
the direction in which these currents are gen- 
erated. By subdividing the iron core electric- 
ally in this direction the generation of these 
currents can be reduced to agreatextent. For 
instance, if the length of the armature-core is 65 
twelve inches, and by a suitable construction 
thesame is subdivided electrically,so that there 
are inthe generating direction six inches ofiron 
and six inches of intervening air-spaces or in- 
sulating material, the currents will be reduced 70 
to fifty per cent. 

As shown in the drawings, the armature is 
constructed of thin iron disks D DD, of vari- 
ous diameters, fastened upon the armature- 
shaft in a suitable manner and arranged ac- 75 
cording to their sizes, so that a series of iron 
bodies, 47%, is formed, each of which dimin- 
ishes in thickness from the center toward the 
periphery. At both ends of the armature the 
inwardly-curved disks dd, preferably of cast- 80 
iron, are fastened to the armature-shaft. 

The armature-core being constructed as 
shown, it will be easily seen that on those por- 
tions of the armature that are the most remote 
from the axis, and where the currents are 85 
principally developed, the length of iron in 
the generating direction is only a small frac- 
tion of the total length of the armature-core, 
and besides this the iron body is subdivided 
in the generating direction, and therefore the 90 
Foucault currents are greatly reduced. An- 
other cause of heating is the shifting of the 
poles of the armature-core. . In consequence 


of the subdivision of the iron in the armature 
and the increased surface for radiation the 95 
risk of heating is lessened. 

The iron disks D D D may be insulated or 
coated with some insulating-paint, a very care- 
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ful insulation being unnecessary, as an elec- 
trical contact between several disks can only 
occur on places where the generated currents 
are comparatively weak. An armature-core 
constructed in the manner described may be 
revolved between the poles of the field-mag- 
nets without showing the slightest increase of 
temperature. 

The end disks, d d, which are of sufficient 
thickness and, for the sake of cheapness, pref- 
erably of cast-iron, are curved inwardly, as 
indicated in the drawings. The extent of the 
curve is dependent on the amount of wire to 
be wound upon the armatures. Inmy present 
invention the wire is wound upon the arma- 
ture in two superimposed parts, and the curve 
of the end disks, @ d, is so calculated that the 
first part—thatis, practically half of the wire— 
just fillsup the hollow space to the line # a; 
or, if the wire is wound in any other manner, 
the curve is such that when the whole of the 
wire is wound the outside mass of wires,w,and 
the inside mass of wires, w’, are equal at each 
side of the plane wa. In this case it will be 
seen the passive or electrically-inactive wires 
are of the smallest length practicable. ‘The 
arrangement has further the advantage that 
the total lengths of the crossing wires at the 
two sides of the plane # # are practically 
equal, 

To further equalize the armature-coils at 
both sides of the plates that are in contact 


with the brushes, the winding and connecting 


up is effected in the following manner: The 
whole wire is wound upon the armature-core 
in two superimposed parts, which are thor- 
oughly insulated from each other. Each of 
these two parts is composed of three separated 
groups of coils. The first group of coils of the 
first part of wire being wound and connected 
to the commutator-bars in the usual mauner, 
this group is insulated and the second group 
wound; but the coils of this second group in- 
stead of being connected to the next following 
commutator-bars, are connected to the directly- 
opposite bars of the commutator. Thesecond 
group is then insulated and the third group 
wound, the coils of this group being connected 
to those bars to which they would be con- 
nected in the usual way. The wires are then 
thoroughly insulated and the second part of 
wire wound and connected in the same man- 
ner. Suppose, for instance, that there are 
twenty-four coils—thatis,twelvein each part— 
and consequently twenty-four commutator- 
plates. There will bein each partthrec groups, 
each containing four coils, and the coils will 
be connected as follows: 


Groups. Commutator-bars. 
Pirst.... eee 1— 5 
First part of wire 2 Second...... 17—21 
Third... 9-18 
First.. 18—17 
Second part of wire 2 Second.. 5— 9 
Third Ql 1 
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In constructing the armature-core and wind- 
ing and connecting the coils in the manner in- 
dicated, the passive or electrically-inactive 
wire is reduced to a minimum, and the coils 
at each side of the plates that are in contact 
with the brushes are practically equal, and in 
this way the electrical efficiency of the ma- 
chine is increased. ; 

The commutator-plates ¢ are shown as out- 
side the bearing b of the armature-shaft. The - 
shaft H is tubular and split at the end portion, 
and the wires are carried through the same in 
any usual manner and connected to the re- 
spective commutator-plates. The commuta- 
tor-plates are upon a eylinder, «, and insu- 
lated, and this cylinder is to be properly placed 
and secured by expanding the split end of the 
shaft by a tapering screw-plug, 2. 

I do not claim herein the cores of the field- 
magnets converging toward the pole-pieces; 
nor do I claim the method of fastening the 
base to the lower field-magnet, as this has been 
claimed in my former application on dynamo- 
electric machines. 

What I claim is— 

1. Ina dynamo-electric machine, the arma- 
ture constructed of iron disks of various di- 
ameters arranged upon the shaft in such a 
manner that a series of iron bodies is formed, 
each diminishing in thickness from the cen- 
ter to the periphery, substantially as and for 


the purposes set forth. 


2, Ina dynamo-electric machine, the arma- 
ture-core having iron disks of various diame- 
ters, in combination with inwardly - curved 
end disks, for the purposes and substantially 
as set forth. 

3. In a dynamo-electrie machine, an arma- 
ture-core having inwardly-curved ends, in 
combination with the armature-coils, the cross- 
ing wires of which coils pass into the concave 
heads and project equally, substantially as set 
forth. 

4, In a dynamo-electric machine, an arma- 
ture having separate coils superimposed and 
connected to the commutator-plates in alter- 
nating groups, substantially as set forth. 

5. An armature for dynamo-electrie ma- 
chines, having a core composed of disks of va- 
rious diameters, in combination with separate 
superimposed coils connected to the commu: 
tator-plates in alternate groups, substantially 
as set forth. 

6. Ina dynamo-clectric machine, the mag- 
netic frame composed of the cores ¢¢ ce, the 
curved pole-pieces NS, and the connecting- 
frame with the curved and outwardly - pro- 
jecting legs e e, substantially as described. 

Signed by me this 12th day of January, A. 
D. 1886. 


NIKOLA ‘TESLA. 


Witnesses: 
Gro. T. PINCKNEY, 
WALLACE L, SERRELL, 
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To all whom it may concern: 


Smiljan Lika, border country of Austria-Hun- 
gary, residing at New York, N. Y., have in- 
vented certain new and useful Improvements 
in Blectro-Magnetic Motors, of which the fol- 
lowing is a specification, reférence being had 
to the drawings accompanying and forming a 
part of the same. 

The practical solution of the problem of the 
electrical conversion and transmission of mie- 
chanical energy involves certain requirements 
which the apparatus and systems heretofore 
employed have not been capable of fulfilling. 
Such a solution, primarily, demands a uni- 
formity of specd in the motor irrespective of 
its load within its normal working limits. On 
the other hand, it is necessary, to attain a 
greater economy of conversion than has here- 
tofore existed, to construct cheaper and more 
reliable and simple apparatus, and, lastly, the 
apparatus must be capable of easy manage- 
ment, and such that all danger from the use of 
currents of high tension, which are neces- 
sary to an economical transmission, may be 
avoided. .. 

My present invention is directed to the pro- 
duction and improvement of apparatus capa- 
ble of more nearly meeting these requirements 
thanthose heretofore available, and though I 
have described various means for the purpose, 
they involve the same main principles of con- 
. straction and.mode of operation, which may be 
described as follows: A motor is employed in 
which there are two or more independent cir- 
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cuits through which alternate currents are. 


passed at proper intervals,inthe manner here- 
inafter described, for the purpose of effecting 
a progressive shifting of the. magnetism or of 
the “lines of force’’ in accordance with the 
well-known theory, and a consequent action 
of the motor. It is obvious that a proper 
progressive shifting of the lines of force may 
be utilized to set up a movement or rotation 
of either element of the motor, the armature, 
or the field-magnet, and that if the currents 
directed through the several circuits of the 
motor are in the proper direction no commu- 
> tator for the motor will be required; but to 

go avoidall the usual commutating appliances in 


40 
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'; the system I prefer to connect the motor-cir- 
Be it known that I, NrkoLa Tesxa, from | cuits 


directly with those of a suitable alter- 
nate-current generator. The practical results 

of such asystem, its economical advantages, 
and the mode of its construction and opera- 55 
tion will be described more in detail by ref- 
erence to the accompanying diagrams and. 
drawings. . 

Figures 1 to Sand 1* to 8, inclusive, are dia- 
grams illustrating the principle of the action 60 
of my invention. The remaining figures are 
views of the apparatus in various forms by 
means of which the invention may be carried 
into effect, and which will be described in 
their order. ; - 

Referring first to Fig. 9, which isa diagram- 
matie representation of a motor, a generator, 
and connecting-circuits in accordance with my 
invention, Mis the motor, and G the gener- 
ator for driving it. The motor comprises a 70 
ring or annulus, R, preferably built up of 
thin insulated iron rings or annular plates, so 
as to beas susceptibleas possible to variations 
in its magnetic condition. This ring is sur- 
rounded by four coils of insulated wire sym- 
metrically placed, and designated by CCC’ C’.. 

The diametrically-opposite coils are connected 

up so as to co-operate in pairs in producing 
free poles on diametrically-opposite parts of 
thering. The four free ends thus leftare con- 80 
nected to terminals T T T’ T’, as indicated. 
Near the ring, and preferably inside of it, there 

is mounted on an axis or shaft, a, a magnetic 
disk, D, generally circular in shape, but hav- 
ing two segments cut away, as shown. This 85 
disk is mounted so as to turn freely within the 
ring R. The generator G is of any ordinary 
type, that shown in the present instance hav- 
ing field-magnets N S and a cylindrical arma- 
ture-core, A, wound with the two coils BB’. go 
The free ends of each coil are carried through 
the shaft a’ and connected, respectively, to in- 
sulated coutact-rings 6 bb’ b’. Any conven- 
ient form of collector or brush bears on each 
ring and forms a terminal by which the eur- 95 
rent to and from aring is conveyed. -These | 
terminals are connected to the terminals of 
the motor by the wires L and L’ in the man- 
ner indicated, whereby two complete circuits 
are formed—one including, say, the coils B of 100 
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in 
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the generator C’ C’ of the motor, and the other 
the remaining coils B’ and C Cofthe generator 
and the motor. 

It remains now to explain the mode of op- 
eration of this system, and for this purpose I 
refer to the diagrams, Figs. 1 to 8, and 1* to 8, 


» foran illustration ofthe various phases through 
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which the coils of the generator pass when in 
operation, and the corresponding and resuit- 
ant magnetic changes produced in the motor. 
The revolution of the armature of the gener- 
ator between the field-magnets NS obviously 
produces in the coils B B’ alternating currents, 
the intensity and direction of which depend 
upon well-known laws. In the position of the 
coils indivated in Fig. 1 the current in the 
coil Bis practically nil, whereas the coil B’ at 
the same time is developing its maximum cur- 
rent, and by the means indicated in the de- 


» scription of Fig. 9 the circuit including this 


coil B’ may also include, say, the coils @ © of 
the motor, Fig. 1%. The result, with the proper 
connections, would be the ‘magnetization of 
the ring R’, the poles being on the line N 8. 
The same order of connections being observed 
between the coil B and the coils C’, the latter, 
when traversed by a current, tend to fix the 
poles at right angles to theline N S of Fig. 14. 
1t results, therefore, that when the generator- 
coils have made one eighth of a revolution, 
reaching the position shown in Fig. 2, both 
pairs of coils C and ©’ will be traversed by 
currents and act in opposition, in so far as the 
location of the poles is concerned. The posi. 
tion of the poles will therefore be the result- 
ant of the magnetizing forces of the coils—that 
is to say, it will advance along the ring to a 
position corresponding to one-eighth of the 
revolution of the armature of the generator. 
In Fig. 3 the armature of the generator has 
progressed ta one-quarter of arevolution. At 
the point indicated the current in the coil B 
is maximum, while -in B’ it is nil, the latter 
coil being in its neutral position. The poles 
of the ring R in Fig. 3° will, in consequence, 
be shifted toa position ninety degrees from 
that at the start, as shown. I have in like 
manner shown the conditions existing at each 
successive eighth of one revolution in the re- 
maining figures. A short reference to these 
figures will suffice for an understanding of their 
Significance. Figs. 4 and 4° illustrate the con- 
ditions which exist when the generator-arma- 
ture has conipleted three eighths of a reyolu- 
tion. Here both coils are generati ng current; 
but the coil B’, having now entered the oppo- 
site field, is generating a current in the oppo- 
site direction, having the opposite magnetiz- 
ing effect; hence the resultant pole will be on 
the line NS, as shown. In Fig. 5 one-half of 
one revolution of the armature of the gener- 
ator has been completed, and the resulting 
magnetic condition of the ring isshown in Fig. 
5%. In this phase coil B isin the neutral posi- 
tion while coil B’ is generating its maximum 
current, which is in the same direction as in 
Fig. 4. The poles will consequently be shifted 


through one half of the ring. In Fig. 6 thear- 
mature has completed five-eighths of a revolu- 
tion. In this position coil B’ develops a less 
powerful current, but in the same direction as 
before. The coil B, on the other hand, having 
entered a field of opposite polarity, generates 
a current of opposite direction. The resultant 


poles will therefore be in the line NS, Fig. 6%, . 


or, in other words, the poles of the ring will 
be shifted along five-eighths of its periphery. 
Figs. 7 and 7* in the same manner illustrate 
the phases of the generator and ring at three- 
quarters of a revolution, and Figs. 8 and 8 
the same at seven-eighths of a revolution of 
the generator-armature. These figures will 
be readily understood from the foregoing. 
When a complete revolution is accomplished, 
the conditions existing at the start are re-es- 
tablished and the same action is repeated for 
the next and all subsequent revolutions, and, 
in general, it will now bescen that every revo- 
lution of the armature of the generator pro- 
duces a corresponding shifting of the poles or 
lines of force around the ring. ‘This effect I 
utilize in producing the rotation of a body or 
armature in a variety of ways—for example, 
applying the principle above described to the 


apparatus shown in Vig. 9. The disk D, ow- g 


ing to its tendency to assume that position in 
which it embraces the greatest possible num- 
ber of the magnetic lines, is set in rotation, 
following the motion of the lines or the points 
of greatest attraction. 

The disk D in Fig. 9 is shown as cut away 
on opposite sides; but this, [have found, is not 
essential to effecting its rotation, as a cireular 
disk, as indicated by dotted lines, is also set 
in rotation. This phenomenon [ attribute to 
a certain inertia or resistance inherent in the 
metal to the rapid shifting of the lines of foree 
through the same, which results in a continu. 
ous tangential pull upon the disk, causing its 
rotation. This seems to be confirmed by the 
fact that a circtilar disk of steel is more effect. 
ively rotated than one of soft iron, for the rea- 
son that the former is assumed to possess a 
greater resistance to the shifting of the mag- 
netic lines. 

In illustration of other forms of wy inven- 
tion, I shall now describe the remaining figures 
of the drawings. . 

Fig. 10 is a view in elevation and part ver- 
tical section of a motor. Fig. 12 is a top view 
of the same with the field in section anda dia- 
gram of connections. Fig. 11 is an end or 
side view of a generator with the fields in scc- 
tion. This form of motor may be used in place 
of that shown above. D is a cylindrical or 
drum-armature core, which, for obvious rea. 
sons, should besplit up as far as practicable to 
prevent the circulation within it of currents 
of induction, The core is wound longitudi- 
nally with two coils, Hand E’, the ends of which 
are respectively connected to insulated con- 
tact-rings dd d'd’, carried by the shaft a, upon 
which the armature is mounted. The arma- 
ture is set to revolve within an iron shell, R’, 
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which constitutes the field-magnet, or other | of the resultant attractive force exerted by 
element of the motor. This shell is preferably | the poles G’ upon the armature D, and conse- 
formed with a slot or opening, r, but it may ; quently keep the armature rapidly rotating. 70 


be continuous, as shown by the dotted lines, 
and in thisevent it ispreferably made of steel. 
It is also desirable that this shell should be 
divided up similarly to the armature and for 
similar reasons. Asa generator for driving 
this motor 1] may use the device shown in Fig. 
11. . This represents an annular or ring arma- 
ture, A, surrounded by four coils, F F IF’ F’, of 
which those diametrically opposite are con- 
nected in series, so that four free ends are left, 
which are connected to the insulated contact- 
rings bbb’ bd’. The ring is suitably mounted 
on a shaft, a’, between the poles N 8S. The 
contact-rings of each pair of generator-coils 
are connected to these of the motor, respect- 
ively, by means of contact-brushes and the 
two pairs of conductors L L and L’ LU, as in- 
dicated diagrammatically in Fig. 12. Now it 
is obvious from a consideration of the preced- 
ing figures that the rotation of the generator- 
ring produces currents in the coils F E’, which, 
being transmitted to the motor-coils, impart to 
the core of the latter magnetic poles constantly 
shifting or whirling around the core. This 
effect sets up a rotation of the armature ow- 
ing to the attractive force between the shell 
and the poles of the armature, but. inasmuch 
as the coils in this case move relative to the 
shell or field- magnet the movement of the 
coils is in the opposite direction to the pro- 
gressive shifting of the poles. 

Other arrangements of the coils of both gen- 
erator and motor are possible, and a greater 
number of circuits may be used, as will be seen 
in the two succeeding figures. 

Fig. 13 is a diagrammatic illustration of a 


motor and a generator constructed and con-: 


nected in accordance with my invention. Fig. 
14 is an end view of the generator with its 
field-magnets in section. The field of the mo- 
tor M is produced by six magnetic poles, G’ G’, 
secured to or projecting from a ringor frame, 
H.. These magnets or poles are wound with 
insulated coils, those diametrically opposite 
to each other being connected in pairsso as to 
produce opposite poles in each pair. This 
leaves six free ends, which are connected to 
the terminals T T IT’ I’ T” 1”. The armature, 
which is mounted to rotate between the poles, 
is a cylinder or disk, D, of wrought-iron, 
mounted on the shaft a Two segments of 
The gen- 
erator for this motor has in this instance 
an armature, A, wound with three coils, K 
K’ K”, at sixty degrees apart. The ends of 
these coils are connected, respectively, to in- 
These 
rings are connected to those of the motor in 
proper order by means of collecting-brushes 
and six wires, forming three independent cir- 
cuits. 


these circuits and traversing the coils of the 
motor produce a steadily-progressive shifting 


The variations in the strength and di- 
-rection of the currents transmitted through 


The peculiar advantage of this disposition is 
in obtaining a more concentrated and power. 
ful field. The application of this principle to 
systems involving multiple circuits generally 
will be understood from this apparatus. 

Referring, now, to Figs. 15 and 16, Fig. 15 
is a diagrammatic representation of a modifi- 
fied disposition of my invention. Fig. 16 isa 
horizontal cross-section of the motor. in this 
case a disk, D, of magnetic metal, preferably 
cut away at opposite edges, as shown in dot- 
ted lines in Fig. 15, ig mounted so as to turn 
freely inside two stationary coils, N’ N”, placed 
at right angles to one another. The coils are 
preferably wound on a frame, O, of insulating 
material, and their ends are connected to the 
fixed terminals TT T’T’. The generator G is 
a representative of that class of alternating- 
current machinesin which astationary induced 
element isemployed. That shown consists of 
a revolving permanent or electro magnet, A, 
and four independent stationary magnets, P 
P’, wound with coils, those diametrically op- 
posite to each other being connected in series 
and having their ends secured to the termi- 
nalst ¢ t’t’.. From these terminals the cur- 
rents are led to the terminals of the motor, as 
shown in the drawings. The mode of opera- 
tion is substantially the same as in the previ- 
ous cases, the currents traversing the coils of 
the motor having the effect to turn the disk 
D. This mode of carrying out the invention 
has the advantage of dispensing with the slid- 
ing contacts in the system. _ 

In the forms of motor above deseribed only 
one of the elements, the armature or the field- 
magnet, is provided with enérgizing-coils. It 
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remains, then, to show how both elements may — 


be. wound with coils. Reference is therefore 
had to Figs. 17, 18, and 19. Fig. 17 is an end 
view of such a motor. Fig. 18 is a similar 
view of the generator with the field-magnets 
in section, and Fig. 19 isa diagrat of the cir- 
cuit-connections. In Fig. 17 the field-magnet 
of the motor consists of a ring, R, preferably of 
thin insuiated iron sheets or bands with eight 
pole pieces, G’, and corresponding recesses, ia 
which four pairs of coils, V,are wound, The 
diametrically-opposite pairs of coils are con- 
nected in series and the free ends connected to 
four terminals, w, the rule to be followed: in 
connecting being the same as hereinbefore ex- 
plained. Anarmature, D, with two coils, EE, 
at right angles to each other, is mounted to ro- 
tate in side of the field-magnetR. The ends of 
the armature-coils are connected to two pairs 
of contact-rings, ddd’ d’, Fig. 19. The gener- 
ator for this motor may be of any suitable kind 
to produce currents of the desired character. 
In the present instance it consists of a field- 
magnet, N S, and an armature, A, with two 
coilsat right angles, the ends of. which are con- 
nected to four contact-rings, b 6b’ bY, carried 
by its shaft. The circuit-connections are es- 
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tablished between the rings on the generator- 
shaft and those on the motor-shaft by collect- 
ing brushes and wires,as previously explained. 
Tn order to properly energize the field- magnet 
of the motor, however, the connections are so 
made with the armature coils or wires leading 
thereto that while the points of greatest at- 
traction or greatest density of magnetic lines 
of force upon the armature are shifted in one 
direction those upon the field-magnet are made 
to progress in an opposite direction. In other 


‘respects the operation is identically the same 


as in the other cases cited. This arrangement 
results in an increased speed of rotation. In 
Figs. 17 and 19, for example, the terminals of 
each set of field-coils are connected with the 
wires to the two armature-coils in such way 
that the field-coils will maintain opposite poles 
in advance of the poles of-the armature. 

In the drawings the field-coils are in shunts 
to the armature, but they may be in series or 
in independent ¢ircuits. 

It isobvious that thesame principle may be 
applied to the various typical forms of motor 
hereinbefore described. 

Having now described the nature of my in- 
vention and some of the various ways in which 
it is or may be carried into effect, I would call 
attention to certain characteristics which the 
applications of the invention possess and the 
advantages which the invention secures, 

In my motor, considering for convenience 
that represented in Fig. 9, it will be observed 
that since the disk D has a tendency to follow 
continuously the points of greatest attraction, 
and since these points are shifted around the 
ring once for each revolution of the armature 


- of the generator, it follows that the movement 
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of the disk D will be synchronous with that of 
the armature A. This feature by practical 
demonstrations I have found to exist in all 
other forms in which one revolution of the 
armature of the generator produces a shifting 
of the poles of the motor through three hun- 
dred and sixty degrees. _ 
In the particular construction shown in Fig. 
15,or in others constructed on a similar plan, 
the number of alternating impulses resulting 
from one revolution of the generator arma- 
ture is double as compared with the preced- 
ing cases, and the polarities in the motor are 
shifted around twice by one revolution of the 
generator-armature. The speed of the motor 


will, therefore, be twice that of the generator. | 


The same result is evidently obtained by such 


a disposition as that showa in Fig. 17, where’ 


the poles of both elements are shifted in op- 


' posite directions. 


60 


Again, considering theapparatus illustrated 
by Fig. 9 as typi. - of the invention, it is ob- 
vious that since the attractive effect upon the 
disk D is greatest when the disk is in its 
Proper relative position to the poles devel- 
oped in the ring R—that is to say, when its 
ends or poles inpmediately follow those of the 
ring—the speed of the motor for all the loads 
within the normal working limits of the mo- 


tor will be practically constant. It is clearly 
apparent that the speed can never exceed the 
arbitrary limit as determined by the gener- 
ator, and also that within certain limits at 
least the speed of the motor will be independ- 
ent of the strength of the current, 

It will now be more readily seen from the 


JO 


above description how far the requirements of 75 


& practical system of electrical transmission 
of power are realized in my invention. I se- 
cure, first, a uniform speed under all loads 
within the normal working limits of the mo- 
tor without the use of any auxiliary regulator; 
second, synchronism between the motor and 
generator; third, greater efficiency by the 
more direct application of the current, no 
commutating devices being required on either 
the motor or generator; fourth, cheapness and 
simplicity of mechanical construction and 
economy in maintenance; fifth, the capability 
of being very easily managed or controlled; 
and, sixth, diminution of danger from injury to 
persons and apparatus. ; 

These motors may be run in series, multiple 
are or multiple series, under conditions well 
understood by those skilled in the art. 

The means or devices for carrying out the 
principle may be varied to a far greater ex- 
tent than I have been able to indicate; but I 
regard as within my invention, and I desireto 
secure by Letters Patent in general, motors 
containing two or more independent circuits 
through which the operating-currents are led 
in the manner described. By ‘independent”’ 
I do not mean to imply that the circuits are 
necessarily isolated from one another, for in 
some instances there might be electrical con- 
nections between them to regulate or modify 
the action of the motor without nevessarily 
producing a new or different action. 

I am aware that the rotation of the arma- 
ture of a motor wound with two energizing- 
coils at right angles to each other has been 
effected by an intermittent shifting of the en- 
ergizing effect of both coils through which a 
direct current by means of mechanical de- 


vices has been transmitted in alternately-op-' 


posite directions; but this method or plan [re- 
gard as absolutely impracticable for the pur- 
poses for which my invention is designed—at 
least on any extended scale—for the reasons, 
mainly, that a great waste of energy is neces- 
sarily involved unless the number of energiz- 
ing-cireuits is very great, and. that the inter- 
ruption and reversal of a current of any con- 
siderable strength by means of any known 
mechanical devices is a matter of the greatest 
difficulty and expense. 

In this application I do not claim the method 
of operating motors which is herein in volved, 


-having made separate application for such 


method. 
I therefore claim the following: 
1. The combination, with a motor contain- 
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ing separate or independent circuits on the - 


armature or field-magnet, or both, of an alter- 
nating-current generator containing induced 
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circuits connected independently to corre- 
sponding circuits in the motor, whereby a ro- 
tation of the generator produces a progressive | 
shifting of the poles of the motor, as hercin | 
described. 

2. In a system for the electrical transmis- 
sion of power, the combination of a motor pro- 
vided with two or more independent magnet- 
izing-coils and an alternating-current‘gener- | 
ator containing induced coils corresponding to 
the motor-coils, and circuits connecting di- 
rectly the motor and generator eoils in such 
order that the currents developed by the gen- 
erator will be passed through the correspond- , 
ing motor-coils, and thereby produce a pro- 
gressive shifting of the poles of the motor, as 
herein set forth. . 

3. The combination, with a motor having 
an annular or ring-shaped field: magnet and a 
cylindrical or equivalent armature, and inde- | 
pendent coils on the field-magnet or armature, 
or both, of an alternating-current generator 
having correspondingly independent coils, 
and circuits including the generator-coils and 
corresponding motor-coilsin such manner that ! 


ima) 


the rotation of the generator causes a pro- 
gressive shifting of the poles of the motor in 
the manner set forth. 

4. In a system for the electrical transmis- 


sion of power, the combination of the follow- : 


ing instrumentalities, to wit: a motor com- 
posed of a disk or its equivalent mounted 


| within a ring or annular field-magnet, which 


is provided with magnetizing-coils connected 
in diametrically-opposite pairs or groups to 
independent terminals, a generator having in- 
duced coils or groups of coils equal in number 


| to the pairs or groups of motor-coils, and cir- 


cuits connecting the terminals of said coils to 


in such order that the rotation of the gener- 
ator and the consequent production of alter- 
nating currents in the respective circuits pro- 
duces a progressive shifting of the poles of the 
motor, as hereinbefore described. 


NIKOLA TESLA. 


Witnesses: ; 
Frank E. HARTLey, 
Frank B, Murpnry. 
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To alt wion it may concern: 
Be it known that I, NrkoLa Tesi, from 
Smiljan Lika, border country of Austria-Hun- 


gary,now residing in New York,in the county | 


5 and State of New York,have invented certain 
new and useful Improvements in Blectro-Mag- 
netic Motors,of which the following is a speci- 
fication, reference being had to the drawings 
accompanying and forming apart of the same. 
In an application filed by me October 12, 
1887, No. 252,132, I have shown and described 
a novel form of electro-magnetic motor and a 
mode of operating the same, which may be 
generally described as follows: The motor is 
15 wound with coils forming independent ener- 
gizing-circuits on either the armature or field 
magnet, or both, (itissufficient for present pur- 
poses to consider the case in which the coils 
are on the armature alone, ) and these coils are 
20 connected up with corresponding circuits on 
an alternating-current generator. As the re- 
sult of this, currents of alternately-opposite 
direction are sent through the energizing-coils 
of the motor in such manner as to produce a 
progressive shifting or rotation of the mag- 
netic poles of the armature. This movement 
of the poles of the armature obviously tends 
to rotate the armature in the opposite direc- 
tion to that in which the movement of the poles 
takes place, owing to the attractive force be- 
tween said poles and the field-magnets,and the 
speed of rotation increases from the start un- 
til it equals that of the generator, supposing 
both motor and generator to be alike. 
As the poles of the armature are shifted in 
a direction opposite to thatin which the arma- 
ture rotates, it will be apparent that when the 
normal speed is attained the poles of the 
armature will assume a fixed position relative 
to the field-magnet, and that in consequence 
the field-magnets will be energized by mag- 
netic induction, exhibiting two distinct poles, 
one in each of the pole-pieces.. In starting 
the motor, however, the speed of the arma- 
ture being comparatively slow, the pole-pieces 
are subjected to rapid reversals of magnetic 
polarity; but as the speed increases these re- 
versals become less and less frequent, and 
finally cease when the movement of the arma- 
ture become synchronous with that of the gen- 
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erator. This being the case, the field-cores and 
the pole-pieces of the motor become a mag- 
net, but by induction only. , 

I have found that advantageous results are 
secured by winding the field-magnets with a 55 
coil or coils and passing a continuous current 


{ through them, thus maintaining a permanent 


field, and in this feature my present invention 
consists. 

I shall now describe the apparatus which I 60 
have devised for carrying out this invention 
and explain the mode of using or operating 
the same. 

Figure 1 is anend viewin elevation of my 
improved motor. Fig. 2 is a part horizontal 65 
central section, and Fig. 3 is a diagrammatic 


‘representation of the motor and generator 


combined and connected for operation. 

Let A A in Fig. 1 represent the legs or pole- 
pieces of a field-magnet, around which are 70 
coils B B, included in the circuit of a contin- 
uous-current generator, C, which is adapted 
to impart magnetism to the said poles.in the 
ordinary manner. 

D D‘are two independent coils wound upon 75 
a suitable cylindrical or equivalent armature- 
core, which, like all others used in a similar 
manner, should be split or divided up into al- 
ternate magnetic and insulating parts in the 
usual way. This armature is mounted in non- 80 
magnetic cross-bars E H, secured to the poles 
of the field-magnet. The terminals of the ar- 
mature-coils D D’ are connected to insulated 
sliding eontact-rings a a b b, carried by the ar- 
mature shaft, and brushes ¢ c’ bear upon these 8+ 
rings to convey to the coils the currents which 
operate the motor. 

The generator for operating this motor is or 
may be of precisely identical construction; 
and for convenience of referencel have marked 9o 
in Fig, 3 its parts, as follows: F F, the field- 
magnets, energized by a continuous current 
passing in its field-coils G G; H H’, the coils 
carried by the cylindrical armature; dd ee, 
the friction or collecting rings, carried by the 95 
armature-shaft and forming the terminals of 
the armature-coils; and f /’, the collecting- 
brushes which deliver the currents developed 
in the armature-coils to the two circuits g 9’, 
which connect the generators with the motor, 100 
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, armature are shifted. 


The operation of this system will be under- 
stood from the foregoing. The action of the 
generator, by causing a progressive shifting of 
the poles in the motor-armature,sets up in the 
latter a rotation opposite in direction to that 
in which the poles move. If, now, the continu- 
ous current be directed through the field coils, 
so as to strongly energize the magnet A A,the 
speed of the motor, which depends upon that 
of the generator, will not be increased, but the 


power which produces its rotation will be in- ; 


creased in proportion to the energy supplied 
through the coils B B. 

It is characteristic of this motor that its di- 
rection of rotation is not reversed by revers- 
ing the direction of the current through its 
field-coils, for the direction of rotation de- 
pends not upon the polarity of the field, but 
upon the direction in which the poles of the 
To reverse the motor, 
the connections of either of the circuits g g’ 
must be reversed. 

I have found that if the field-magnet of the 
motor be strongly energized by its coils BB 
and the circuits through the armature-coils 
closed, assuming the generator to be running 
at a certain speed, the nfotor will not start; 
but if the field be but slightly energized or in 
general in such condition that the magnetic 
influence of the armature preponderates in 
determining its magnetic condition the motor 
will start and, with sufficient current, will 
reach its maximum or normal speed. For this 
reason it is desirable to keep at the start and 
until the motor has attained its normal speed, 
or nearly so, the field-cirenit open or to per- 
mit but little current to pass through it. I 
have found, however, if the fields of both the 
generator and motor be strongly energized 
that starting the generator starts the motor, 
and that the speed of the motor is increased 
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in synchronism with the generator. Motors 
constructed and operated on this principle 
maintain almost absolutely the same speed for 
all loads within their normal working-limits; 
and in practice I have observed that if the 
motor be overloaded to such an extent as to 
check its speed the speed of the generator, if 
its motive power be not too great, is dimin- 
ished synchronously with that of the motor. 

I have in other applications shown how the 
construction of these or similar motors may 
be varied in certain well-known ways—as, for 
instance, by rotating the field abont a station- 
ary armature or rotating conductors within 
the field; but I do not illustrate these features 
further herein, as with the illustration which 
T have given I regard the rest as within the 
power of a person skilled in the arf to con- 
struct. 

The present form of motor is cheap, simple, 
reliable, and easy to maintain. It requires 
the simplest type of generator for its opera- 
tion, and when properly constructed shows a 
high efficiency. ; 

I do not claim herein the method of trans- 
mitting power which this system involves, 
having made it the subject of another appli- 
cation for patent. 

What I claim is— ; 

The combination, with a motor having in- 
dependent energizing or armature circuits, of 
an alternating-current generator with corre- 
sponding induced circuits connected with the 
motor for effecting a progressive shifting of 
the poles of the motor-armature, and a source 
of continuous current for energizing the field 
of said motor, as set forth. - 

NIKOLA TESLA. 

Witnesses: 

FRANK B. MURPHY, 
Frank E. Harrvey. 
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To all whom it may concern: 

Be it known that J, NixoLa TEsLa, from 
Smiljan Lika, bordercountry of Austria-Hun- 
gary,now residing at New York,in the county 
and State of New York, have invented certain 
new and useful Improvements in Systems of 
Electrical Distribution, of which the following 
is a specification, reference being had to the 
drawings accompanying and forming a part of 
the same. 

This invention relates to those systems of 
electrical distribution in which a current from 
a Single source of supply in a main or trans- 
mnitting circuit is caused to induce by means 
of suitable induction apparatus a current or 
currents in an independent working cireuit or 
circuits. 

The main objects of the invention are the 
same as have been heretofore obtained by the 
use of these systems—viz., to divide the cur- 
rent from a single source,whereby a number 
of lamps, motors, or other translating devices 
may be independently controlled and operated 
by the same source of current, and in some 
cases to-reduce a current of high potential in 
the main circuit to one of greater quantity and 
lower potential in the independent consump- 
tion or working circuit or circuits. 

The general character of the devices em- 
ployed in these systems is now well under- 
stood. An alternating-current magneto-ma- 
chine is used as the source ofsupply. The cur- 
rent developed thereby is conducted through 
a transmission-circuit to one or more distant 
points at which the transformers are located. 
These consist of Induction-machines of various 
kinds. Insome cases ordinary forms of indue- 
tion-coil have been used with one coil in the 
transmitting-circuit and the other in a local 
or consumption circuit, the coils being differ: 
ently proportioned according to the work to 
be done in the consumption-circuit—that is 
to say, if the work requires a current of higher 
potential than that in the transmission -cireuit 
the secondary or induced coil is of greater 
length and resistance than the primary, while, 
on the other hand, if a quantity current of 
lower potential is wanted the longer coil is 
made the primary. In lieu of these devices 


various forms of electro-dynamic induction- 50 
machines, including the combined motorsand — 
generators, have been devised. For instance, 
a motor is constructed in accordance with well- 
understood principles, and on the same arma- 
ture are wound induced coils which constitute _,; 
a generator. The motor-coils are generally of 
fine wire and the generator-coils of coarser 
wire, so as to produce a current of greater 
quantity and lower potential than the line-cur- 
rent,which is of relatively high. potential, to 6c 
avoid loss in long transmission. -A similar ar- 
rangement is to wind coils corresponding to 
those described in a ring or similar core, and 
by means of a commutator of suitable kind to 
direct the current through the inducing-coils 65 
successively, so as to maintain a movement of 
the poles of the core and of the lines of force 
which set up the currents in the induced coils. 

Without enumerating the objections to these 
systems in detail, it will suffice to say that the 70 
theory or the principle of the action or opera- 
tion of these devices has apparently been so 
little understood that their preper construe- 
tion and use have up to the present time been 
attended with various difficulties and gteat 75 
expense. The transformers are very liable to 
be injured and burned out, and the means re- 
sorted to for curing this and other defects 
have almost invariably been at the expense of 
efficiency. 

The form of converter or transformer which 
I have devised appears to be largely free from 
the defects and objections to which I have al- 
luded. While I do not herein advance any 
theory as to its mode of operation, I would 85 
state that, in so far asthe principal of con- 
struction is concerned, it is analogous to those 
transformers which I have above describéd as 
electro - dynamic induction - machines, except 
that it involves no moving parts whatever, and gc 
is hence not liable to wear or other deratige- 
ment, and requires no more attention than the 
other and more common induction-machines. 

Iu carrying out my invention I provide 4 
series of inducing-coils and corresponding in- gs 
duced coils, which, by preference, I wind upon 
a core closed upon itself—such as an annulus or 
ring subdivided in the usual manner, The 
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two sets of coils are wound side by side or su- 
perposed or otherwise placed in well-known 


ways to bring them into the most effective re- | 
‘lations to one another and to the core. 


The 
inducing or primary coils wound on the core 
are divided into pairs or sets by the proper 
electrical connections, so that while the coils of 
one pair or set to co-operate in fixing the mag- 
netic poles of the core at two given diametric- 
ally-opposite points, the coils of the other pair 
or set—assuming, for sake of illustration, that 
there are but two—tend to fix the poles ninety 
degrees from such points. With this induc- 
tion device I use an alternating-current gen- 
erator with coils or sets of coils to correspond 
with those of the converter, and by means of 
suitable conductors I connectup in independ- 
ent circuits the corresponding coils of the gen- 
erator and converter. It results from this 
that the different electrical phases in the gen- 
erator are attended by corresponding mag- 
netic changes in the converter; or, in other 
words, that as the generator-coils revolve the 
points of greatest magnetic intensity in the 
converter will be progressively shifted or 
whirled around. This principle I have ap- 
plied under variously-modified conditions to 
the operation of electro-magnetic motors, and 
in previous applications, notably in those hav- 
ing Serial Nos. 252,182 and 256,561, I have de- 
scribed in detail the manner of constructing 
and using such motors. Jn the present appli- 
cation my object is to describe the best and 
most convenient manner of which I am at pres- 
ent aware of carrying out the invention as ap- 
plied to a system of electrical distribution; 
but one skilled in the art will readily under- 
stand from the description by the modifica- 
tions proposed in said applications, wherein 
the form of both the generator and converter 
in the present case may be modified. 

In illustration therefore of the details of 
construction which my present invention in- 
volves, I now refer to the accom panying draw- 
ings. 

Figure 1is a diagrammatic illustration of 
the converter and the electrical connections of 
the same. Fig. 2 is a horizontal central cross- 
section of Fig. 1. Fig. 3is a diagram of the cir- 
cuits of the entire system, the generator being 
shown in section. 


Luseacore, A, which is closed upon itself—~ | 


that is to say, of an annular cylindrical or 
equivalent form~-and as the efficiency of the 
apparatus is largely increased by the subdi- 
vision of this core I make it of thin strips, 
plates, or wires of soft iron electrically insu- 
lated as far as practicable. Upon this core, 


by any well-known method, I wind, say, four | 


coils, B B B’ B’, which I use as primary coils, 
and for which I use long lengths of compara- 
tively fine wire. Over these coils I then wind 
shorter coils of coarser wire, C C 0’ C,, to con- 
stitute the induced or secondary coils. The 
construction of this or any equivalent form of 
converter may be carried further, as above 


pointed out, by inclosing these coils with iron— 
as, for example, by winding over the coils a 
layer or layers of insulated iron wire. 

The device is provided with suitable bind- 
ing-posts, to which the ends of the coils are 
led. The diametrically-opposite coils B B and 
B’ B’are connected, respectively, in series, and 
the four terminals are connected to the bind- 
ing-posts 1234. The induced coils are con- 
nected together in any desired manner. Yor 
example, as shown in Tig. 3, OC C may becon 
nected in multiple arc when a guantity cur- 
rent is desired—as for running a group of in- 
candescent lamps, D—while C’ C’ may be in- 
dependently connected in series in a circuit 
including arc lamps or the like. The gener- 
ator in this system will be adapted to the con- 
verter in the manner illustrated. For exam- 
ple, in the present case I employ a pair of or- 
dinary permanent or electro magnets, E E, 
between which is mounted a cylindrical arma- 
ture on a shaft, F, and wound with two coils, 
GG’. The terminals of these coils are ¢on- 
nected, respectively, to four insulated contact 
or collecting rings, H H H’ H’, and the four 
line circuit-wires L connect the brushes K, 
bearing on theserings, to the converter in the 
order shown. Noting the results of this com- 
bination, it will be observed that at a given 
point of time the coil G is in its neutral posi- 
tionand is generating little or no current, while 
the other coil, G’, isin a position where it ex- 
erts its maximum effect. Assuming coil G to 
be connected in circuit with coils B B of the 
converter, and coil G’ with coils B’ BY, it is 
evident that the poles of the ring A will be 
determined by coils B’ B’ alone; but as the 
armature of the generator revolves, coil G de- 
delops more current and coil G’ less, until G 
reaches its maximum and G’ its neutral posi- 
tion. The obvious result will be to shift the 
poles of the ring A through one-quarter of 
its periphery. The movement of the coils 
through the next quarter of a turn, during 
which coil G’ enters a field of opposite po- 
larity and generates a current of opposite 
direction and increasing strength, while coil 
G, in passing from its maximum to its neu- 
tral position generates a current of decreas- 
ing strength and same direction as before, 
causes a further shilting of the poles through 
the second quarter of the ring. The sec- 
ond half-revolution will obviously be a repe- 
tition of the same action. By the shifting of 
the poles of the ring A a powerful dynamic 
inductive effect on the coils C C’ is produced. 
Besides the currents generated in the seeond- 
ary coils by dynamo-magnetic induction other 
currents will be set up in the same coils in con- 
sequence of any variations in the intensity of 
the poles in thering A. Thisshould be avoided 
by maintaining the intensity of the poles con- 
stant, to accomplish which care should be 
taken in designing and proportioning the gen- 
erator and in distributing the coils in the ring 
A and balancing their effect. When this is 
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done, the eurrents are produced by dynamo- 
magnetic induction only, the same result be- 
ing obtained as though the poles were shifted 
by a commutator with an infinite number of 
segments, ; ; 

The modifications which are applicable to 
other forms of converter are in many respects 
applicable to this. I refer more particularly 
to the form of the core, the relative lengths 
and resistances of the primary and secondary 
coils, and the arrangements for running or op- 


‘erating the same. 


The new method of electrical conversion 
which this system involves I have made the 
subject of another application, and I do not 
claim it therefore herein. 

Without limiting myself therefore to any 
specific form, what I claim is— 

1. The combination, with a core closed upon 
itself, inducing or primary coils wound thereon 
and connected up in independent pairs or sets, 
and induced or secondary coils wound upon 
or near the primary coils, of a generator of 
alternating currents and independent connec- 
tions to the primary coils, whereby by the op- 
eration of the generator a progressive shifting 
of the poles of the core is effected, as set forth.- 


2. The combination, with an annular orsimi- 
lar magnetic core and primary and secondary 
coils wound thereon, of an alternating-cur- 30 
rent generator having induced or armature 
coils corresponding to the primary coils, and 
independent circuits connecting the primary 
coils with the corresponding coils of the gen- 
erator, as herein set forth. 3 

3. The combination, with independent elec- 
tric transmission-circuits, of transformers con- 
sisting of annular or similar cores wound with 
primary and secondary coils, the opposite pri- 
mary coils of each transformer being connected 
to one of the transmission-circuits, an alter- 
nating-current generator with independent in- 


O 


~ 


| duced or armature coils connected with the 


transmission-circuits, whereby alternating cur- 
rents may be directed through the primary 
coils of the transformers in the order and man- 
ner herein described. 


NIKOLA TESLA. 


Witnesses: 
’ Rost. H. Duncan, 
' Ropr. F. GAYLORD. 


(No Model.) 2 Sheets—Sheet 1. 


N. TESLA, 


ELECTRO MAGNETIC MOTOR. 
No. 882,279. . Patented May 1, 1888. 
| nn - 


C [ f E AAIII| a 
Lrg {h ll 
z 
GF oa (5: i 
Cc 
ils 
2: 
4 
z YE z’ Oo 
TZ 
Gg ie iid — & 
v4 
= 
FF, a& 
IW 
-F' 


WITNESSES: 


| Soot F Gary bord Vikolo, Sabo. 
Nee 6/3. 
nf "Mendle, Dusececee Auk, Wag 


! oo ATTORNEYS. 


INVENTOR 


N. PETERS. Photo-Lithographer, Washington, D.C. 


(No Model.) 2 Sheets—Sheet 2. 
. N. TESLA. : - 


ELECTRO MAGNETIC MOTOR. 
No. 382,279. 


Patented May 1, 1888, 


=" A’ 
. : =a) —~— SSS 
AGe3., Me — 
: A—> 4 = : Cc 
=  =———_— Ne 
_ | 77] ~\ = 
= 1 SF kz — ee 
= 3 nh 7714 
> Ley | — an a 
—-j|—_— | « By! = — ~~ 
: gel! ; 
=| = Be =| = = 
NAN 
= = Ty ed 
4d — ned jf Br) ec’ 
= = 


) 


dia, 


Al, nS) INE ‘tt ci Fl 
wh Vl rh 2) Mi MO tie fl Va ry ay i! 


K“y-4. Yip 


™ 
~ 


“ 


as 
Nz LIELALSA LI CLLPOLED P| 
N SSS SSN) 
aera CLEA AALADALD IE 
. SSSSASSSS: 


Li, EY 


"| Witate. Jeate. 


y ATTORNEYS. 


N, PEERS, Photo-Lithographer, Washington, D. C. 


—_— = - 


; 
| 


\, 
; . 


UNITED STATES 


PATENT OFFICE. 


" NIKOLA TESLA, OF NEW YORK, N. Y., ASSIGNOR OF ONE-HALF TO CHARLES 
F, PECK, OF ENGLEWOOD, NEW JERSEY. 


un 


4 
tn 


ELECTRO-MAGNETIC MOTOR. 


SPHRCIFICATION forming part of Letters Patent No. 382,279, dated May 1, 1888. 
Application filed November 30, 1887. Serial No. 256,561. (No model.) 


To all whom it muy concern: 
Be it known that I, NrkoLa TESLA, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, now 
residing at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro-Magnetic Mo- 
tors, of which the following is a specification, 
reference being had to the drawings accom- 
panying and forming a part of the same. 

In a former application, filed October 12, 
1887, No. 252,132, I have shown and described 
a mode or plan of operating electric motors by 
causing a progressive shifting of the poles of 
one or both of the parts or elements of a mo- 
tor—that is to say, of either the field magnet 
or magnets or armature, or both. I accom- 


. plish this by constructing a motor with two or 
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on. 
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45 


more independent energizing-circuits, on the 
field-magnets, for example, and I connect these 
up with corresponding induced or generating 
circuits in an alternating-current generator, so 
that alternating currents are caused to trav- 
erse the motor - circuits. By so doing the 
poles of the field-magnet of the motor are pro- 
gressively shifted, and by their attraction upon 
a rotary armature set up a rotation in the lat- 
ter in the direction of the movement of the 
poles. 
produced and maintained by the direct attrac- 
tion of the magnetic elements of the motor. I 
have discovered that advantageous results may 
be secured in this system by utilizing the shift- 
ing of the poles primarily to setup currents in 
a closed conductor located within the influence 


of the field of the motor, so that the rotation 


may result from the reaction of such currents 
upon the field. 

To illustrate more fully the nature of the in- 
vention [refer to the accompanying drawings. 

Figure 1 represents in side elevation the 
operative parts or elentents of a motor em- 
bodying the principles of my invention, and 
in section the generator for operating thesame. 
Fig. 2 isa horizontal central section of the mo- 
tor in Fig. 1,the circuits being shown partly in 
diagram. Fig. 3 is a modified form of motor 
in side elevation. Fig. 4isa central horizon- 
tal cross-section of Fig. 3. 

In Figs. 1 and 2, Ais an annular core of soft 
iron, preferably laminated or formed of in- 


In this case, However, the rotation is. 


sulated sections, so asto be susceptible to rapid 
variatious of magnetism. ‘This core is wound 
with four coils, CCC’ C,, the diametrically-op- 
posite coils being connected in the same cir- 55 
cuit, and the two free ends of each pair being 
brought to the terminals ¢and?’, respectively, 

as shown. Within this annular field-magnet 

A is mounted a soft-iron cylinder or disk, D, 

on an axis, a, in bearings b b, properly sup- 60 
ported by the frame-work of the machine. 
The disk carries two coils, E WH, of insulated 
wire, wound atright anglesto one another,and 
having their respective ends joined, so that 
each coil forms a separate closed circuit. 

In illustration of the action or mode of op- 
eration of this apparatus, let it be assumed that 
the annular field-magnet A is permanently 
magnetized, so as to present two free poles dia- 
metrically opposite. If suitable mechanical 70 
provision be now made for rotating the field- 
magnet around the disk,the apparatus exem- 
plifies the conditions of an ordinary magneto- 
generator,and currents would be set up inthe 
coils or closed conductors E EY on the disk D. 75 
Evidently these currents would be the most 
powerful at or near the points of the greatest 
density of the lines of force, and they would, 
as in all similar cases, tend, at least theoreti- 


65 


cally, to establish magnetic poles in the disk 807-—__ 


D at right angles to those in the annular field- 
magnet A. As a result of the well-known 
reaction of these polarities upon each other, 
a more or less powerful tendency in the disk 
to rotate in the same direction as that of the 85 
field-magnet would be established. If, on the 
other hand, the ring or annular field-magnet 
A be held stationary and its magnetic poles 
progressively shifted. by passing through its 
coils C CO’ properly-alternated currents, it is gc 
obvious that similar results will follow, for 
the passage of the currents causing the shift- 
ing or whirling of the poles of the field-mag- 
net A-induces currents in the closed circuits 
of the armature coils EH’, with the result of 95 
setting up a rotation of the disk D in the same 
direction of such shifting. Inasmuch as the 
currents are always induced or generated in 
the coils E EH’ in the same manner, the poles 


of the disk or cylinder follow continuously tco 


the poles of the annular field-magnet, main- 
taining, at least theoretically, the same rela- 
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tive positions. This results in an even and 
perfect action of the apparatus. 

In order that the system as a whole may be 
better understood, I shall now describe the 
mode or plan devised by me for producing the 
currents that effect the progressive shifting of 
the poles of the motor. 

In Fig. 1, B B’ are the poles or pole-pieces 
of an alternating-current generator. They 
are permanently magnetized and of opposite 
polarity. Fisa cylindrical or other armature 
containing the independent coilsG G’. These 
coils are wound at right angles, so that while 
one is crossing the strongest portion of the 
field of force the other is at the neutral point. 
The coils G G’ terminate in the two pairs of 
insulated collecting-rings f and f’,upon which 
bear the brushes gg’. Four wires connect the 
motor-terminals ¢ and’ with the brushes g and 
g', respectively. When the generator is ro- 
tated, the coil G will at the certain point shown 
in the drawings be’ generating its maximum 
current, while coil G’ is neutral. Let it be as- 
sumed that this current is conveyed from the 
rings f f to the terminalsétand through the 
coils CC. Its effect will be to establish poles 
in the ring midway between the two coils. 
By the further rotation of the generator the 
coil G’ is brought within the influence of the 
field and begins to produce a current,-which 
grows stronger as the said coil approaches 
the maximum points of the field, while the 
current produced in the coil G diminishes as 
the said coil recedes from those points. The 
current from the coil G’, being conveyed to 


the terminals ¢’ (’ and through coils C’ C,, has | 


a tendency to establish poles at right angles 
to those set up by the coils CO; but owing 
to the greater effect of the current in coils C 
C the result is merely to advance the poles 
from the position in which they would remain 
if due to the magnetizing influence of coils C 
C alone. This progression continues for a 
quarter-revolation until coil G G becomes 
neutral and coil G’ G’ produces its maximum 
current. The action described is then re- 
peated, the poles having been shifted through 
one-half of the field,or ahalf-revolution. The 
second half-revolution is accomplished in a 
similar way, the same polarity being main- 
tained in the shifting poles by the movement 
of the generator-coils alternately through 
fields of opposite polarity. ; 
The same prineiple of operation may be ap- 
plied to motors of various forms, and I have 
shown one of such modified forms in Figs. 3. 
and 4 of the drawings. In these figures, MM’ 
are field-magnets secured to or forming part 
of a frame, I”, mounted on a base, P. These 
magnets should be laminated or composed of 
a number of electrically-insulated magnetic 
sections, to prevent the circulation of induced 
currents and to render them capable of rapid 
magnetic changes. These magnetic cores or 
poles are wound with insulated coils © C’, the 
diametrically-opposite coils being connected 
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together in series and their free ends brought 
to terminals ¢ ¢’, respectively. Between the 
poles there is mounted, in bearings in the cross- 
pieces G”, a cylindrical iron core, D, which, 
in order to prevent the formation of eddying 
currents, and the loss consequent thereon, is 
subdivided in the usual way. Insulated con- 
ductors or coils are applied to the cylinder D 
longitudinally, and for these I may employ 
copper plates Ei’, which are secured to the 
sides and ends of the cylindrical core in well- 
known ways. These plates or conductors may 
form one or preferably several independent 
circuits around thecore. Inthe drawings two 
of such circuits areshown, formed respectively 
by the conductors Hand Ey’, which are insu- 
lated from each other. Itisadvantageous also 
to slot these plates longitudinally, to prevent 
the formation of eddy currents and waste of 
energy. 

From what has now been given the opera- 
tion of this apparatus will be readily under- 
stood. Tothe binding-posts ¢ are connected 
the proper circuits from the generator to cause 
& progressive shifting of the resultant mag- 
netic poles produced by the magnets M upon 
the armature. Thus currents are induced in 
the closed cireuits on the eore, which, energiz- 
ing the core strongly, maintain a powerful at- 
traction betweenthe same and the field, which 
causes arotation of the armature in the direc- 
tion in which the resultant poles are shifted. 

The particular advantage of the construc- 
tion illustrated in Figs. 3 and 4 is that a con- 
centrated and powerful field is obtained and 
a remarkably powerful tendency to rotation 
in the armature secured. The same results 
may be obtained in the form illustrated in 
Figs. 1 and 2, however, by forming polar pro- 
jeetions on the field and armature cores. 

When these motors are not loaded, bué run- 
ning free, the rotation of the armature is nearly 
synchronous with the rotation of the poles of 
the field, and under these circumstances very 
little current is perceptible in the coils EB; 
but if a load is added the speed tends to di- 
minish and the eurrents in coils EW are aug- 
mented, so that the rotary effort is increased 
proportionately. 

Obviously the principle of this invention is 
capable of many modified applications, most of 
which follow as a@ matter of course from the 
constructions described. For instance, the 
armature-coils,or those in which the currents 
are set up by induction, may be held stationary 
and the alternating currents from the genera- 
tor conducted through the rotating inducing 
or field coils by means of suitable sliding con- 
tacts. It is also apparent that the induced 


coils may be movable and the magnetic parts 
of the motor stationary; but I have illustrated 
these modifications fully in the application to 
which reference has herein been made. 

In the case of motors wound with independ- 
ent field and armature circuits and operated 
by shifting their poles, as described in my said 
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prior application, I may by short-cireuiting 
the armature-coils apply the present invention 
in order to obtain greater power on starting. 

An advantage and characteristic feature of 
motors constructed and operated in accordance 


with this invention is their capability of al- | 


most instantaneous reversal by a reversal of 
one of the energizing-currents from the gen- 
erator. .This will be understood from a con- 
sideration of the working conditions. Assum- 
ing the armature to be rotating in a certain di- 
rection following the movement of the shifting 
poles, then reverse the direction of the shift- 
ing, which may be done by reversing the con- 
nections of one of the two energizing-circuits. 
If it be borne in mind that in a dynamo-elec- 
tric machine the energy developed is very 
nearly proportionate to the cube of the speed, 
itis evident that at such moment an extra- 
ordinary power is brought to play in reversing 
the motor. In addition to this the resistance 


of the motor is very greatly reduced at the | 


moment of reversal, so that a much greater 
amount of current passes through the energiz- 
ing-circuils. 

‘The phenomenon alluded to—viz., the varia- 
tion of the resistance of the motor apparently 
like that in ordinary motors—I attribute to the 
variation in the amount of selfinduction in 
the primary or energizing circuits. , 

These motors presentnumerous advantages, 
chief among which are their simplicity, relia- 
bility, economy in construction and mainte- 
nance, and their easy and dangerless manage- 
ment. As no commutators are required. on 


either thegenerators or the motors, the system 
is capable ofa very perfect action and involves 
but little loss. 

T do not claim herein the mode or plan of 
producing currents in closed conductors in a 
magnetic field which is herein disclosed,except 
in its application to this particular purpose; 
but 

What I claim is— 

1. The combination, with a motor contain- 
ing independent inducing or energizing cir- 
cuits and closed induced circuits, of an alter- 
nating-current generator having induced or 
generating circuits corresponding to and con- 
nected with the energizing-circuits of the mo- 
tor, as set forth. 

3. An electro-magnetic motor having its 
field-magnets wound with independent coils 
andits armature with independent closed coils, 
in combination with a source of alternating 
currents connected to the field-coils and capa- 
ble of progressively shifting the poles of the 
field-magnet, as set forth. 

3. A motor constructed with an annular 
field-magnet wound with independent coils 
and a cylindrical or disk armature wound with 
closed coils, in combination with a source of 
alternating currents connected with the field- 
magnet coils and acting to progressively shift 
or rotate the poles of the field, as herein set 
forth. 

- NIKOLA TESLA. 

Witnesses: 

Frank B. MurRPHY, 
FRANK E, HARTLEY. 
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To all whom it-may concern: 

Be it known that I, Nixoxa Teswa, from 
Smiljan, Lika, border country of Austria-Hun- 
gary, and residing in the city, county, and State 
of New York, have invented certain new and 


useful Improvements in the Transmission of 
Power, of which the following isa specification, | of my invention. 


reference being had to the drawings accom- 

pavying and forming a part of the same. 
This application is a division of an applica- 

tion filed by me October 12, 1887, No. 252,132. 
The practical solution of the problem of the 


chanical energy involves certain requirements 


tages, and the mode of its construction and 


operation will be described more in detail by 
reference to the accompanying diagrams and 
drawings. 


Figures 1 to 8 and 1° to 8, inclusive, are dia- * 


grams illustrating the principle of the action 
The remaining figures: are 
views of the apparatus in various forms by 
means of which the invention may be carried 
into effect, .and which will be described in their 
order. ; 
Referring first to Fig. 9, which is a dia- 
grammatic representation of a motor, a gen- 
erator, and connecting-cireuits in accordance 


electrical conversion and transmission of me- | 
| 


which the apparatus and systems heretofore : with my invention, M is the motor, and G 
employed have not been capable of fulfilling. | the generator for driving it. The motor com- 
Such a solution primarily demands a uni- | prises a ring or annulus, R, preferably built . 
formity of speed in the motor irrespective of | up of thin insulated iron rings or annular 
its load within its normal working limits. On | plates, so as to be as susceptible as possible to 


the other hand, it-is necessary, to attain a 
greater economy of conversion than has here- 
tofore existed, to construct cheaper and more 
reliable and simple apparatus, and such that 
all danger from the use of currents of high 


transmission, may be avoided. 

My present invention is a new method or 
mode of effecting the transmission of power 
by electrical agency, whereby many of the 
» present objections are overcome and great 

cconomy and efficiency secured. 

In carrying out my invention I employ a 
motor in which there are two or more inde: 
pendent energizing-circuits, through which I 
; pass, in the manner hereinafter described, al- 
ternating currents, effecting thereby a progres- 
sive shifting of the magnetism or of the “‘lines 
of force,’’ which, in accordance with well-known 
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variations in itsmagneticcondition. Thisring - 


is surrounded by four coils of insulated wire 


symmetrically placed and designated by CCC’ 


C’.. ‘The diametrically-opposite coils are con- 
nected up soas to co-operatein pairs in produc- 
ing free poles on diametrically-opposite parts 
of the ring. The four free ends thus left are 


Near the ring, and’ preferably inside of it, 
there is mounted on an axis or shaft a mag- 
netic disk, C, generally circular in shape, but 
having two segments, cut away as shown. 
This disk is mounted so asto turn freely within 
the ring R. The generator G is of any ordi- 
nary type, that shown in the present instance 
having field-magnets N Sand a cylindrical ar- 
mature-core, A, wound with the two coils B | 
B. The free ends of each coil are carried 
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- . : * H 
, tension, which are necessary to an economical 


through the shaft a and connected, respect- . . 
ively, to insulated contact-rings b 6 b'b’. Any go 
convenient form of collector or brush bears on 


theories, produces the action of the motor. 
» . It is obvious thata proper progressiveshift- | 
ing of the lines of force may be utilized to set | each ring and forms a terminal by which the 
up a movement or rotation of either element 
ofthe motor, the armature, or the field-magnet, 
and that if the currents directed through the 
5 Several circuits of the motor are in proper di- 
rection no commutator for the motor will be 
required; but to avoid all the usual commu- 
tating appliances in the system I connect the | 
motor-circuits directly with those of a suitable 
9 alternating-current generator. The practical 
_ yesults of such a system, its economical advan- 


‘connected to terminals T TT’ T’, as indicated. 
current to and from a ring is conveyed. These 
terminals are connected to the terminals of the 
motor by the wires L.and L’ in the manner in- 9 | 
dicated, whereby two complete circuits are. 
formed, one including, say, the coils B of the 
generator and C-C of the motor and the other 
the remaining coils B’ and C’ C’ of the gen- 
erator and the motor. 
It remains now to explain the mode of op- 
eration of this system, and for this purpose I ~ 
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refer to the diagrams, Figs. 1 to 8 and 1° to 8°, 
for an illustration of the various -phases 
through which the coils of the generator pass 
when in operation, and the corresponding and 
resultant magnetic changes produced in the 
motor. The revolution of the armature of the 
generator between the field-magnets N 8 ob- 
viously produces in the coils B B’ alternating 
currents the intensity and direction of which 
depend upon well-known laws. In the posi- 
tion of the coils indicated in Fig. 1 the current 
in the coil B is practieally nil, whereas the 
coil B’ at the samé time is develéping its 
maximum current, and by the means indicated 
in the description of Fig. 9 the cireuitinclud- 
ing this coil may also include, say, the coils C 
C of the motor, Fig. 1°. The result, with the 
proper connections, would be the magnetiza- 
tion of the ring R, the poles being on the line 
N&S. The same order of connections being 
observed between the coil B and the coil C, 
the latter when traversed by a current tend to 
fix the poles at right angles to the line N.S of 
Fig. 1°. It results, therefore, that when the 
generator-coils have made one-eighth of a re- 
volution, reaching the position shown in Fig. 
2, both pairs of coils, C and C’, will be trav- 
ersed by current and act in opposition in so 
far as the location of the poles is concerned. 
The position of the poles will therefore be the 
resultant of the magnetizing forces of the coils— 
that is to say, it will advance along the ring to 
a position corresponding to one-eighth of the 
revolution of the armature of the generator. 
In Fig. 3 the armature of the generator has 
progressed to one-fourth of a revolution. At 
the point indicated the eurrent in the coil B 
is maximum, while in B’ it is nil, the latter 
coil being in its neutral. position. The poles 


‘ of the ring R in Fig, 3* will in consequence be 


shifted to a position ninety degrees from that 
at the start, as shown.. T havein like manner 
shown the conditions existing at each succes- 
sive eighth of one revolution in the remaining 
figures. A short reference to these figures will 
suffice to-an understanding of their.signifi- 
cance. . 
Figs. 4.and 4* illustrate the conditions whic 
exist. when the generator-armature has coth- 
pleted three-eighths of a revolution. _Here 
both coils are generating currents; but the coil 
B’, having now entered the opposite field, is 
generating a current in the opposite direction 


- having the opposite magnetizing effect; hence 
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the resultant pole will be on the line N'S, as 
shown. ; o 

. In Fig. 5 one-half of one revolution of the 
armature of the generator has been completed, 
and the resulting magnetic condition of the 
ring is shown in Fig. 5°.. In this phase coil B 
is in the neutral position, while coil B’is gen: 


erating its maximum current, which is in the 
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same direction as in Fig. 4. The poles will 
consequently be shifted through one half of 
thering. ~ os ; ; 

In Fig. 6 the armature has completed five- 


eighths of & revolution. In this position coil. 
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B’ develops a less powerful current, but in the 
same direction as before. The coil B, on the 


other hand, having entered a field of opposite 


. a 
eee - 


polarity, generates a current of opposite di- 
rection. The resultant poles will therefore be 
in the line N 8, Fig. 6°; or, ii other words, 
the poles of. the ring will be shifted along five- 
eighths of its periphery. , 
Figs. 7 and 7° in the same manner illustrate 
the phases of the generator and ring at three- 
quarters of a revolution, and Figs. 8 and & 
the same at seven eighths of'a revolution of 
the generator-arniature. These figures will be 
readily understood from the foregoing. : 
Whenacomplete revolution isaccomplished, 
the conditions existing at the start are re-es- 
tablished, and the same action is repeated for 
the next and all subsequent revolutions, and in 
general it will now be seen that every revola- 
tion of the armature of the generator produces 
a corresponding shifting of the poles or lines. 
of force around the ring. This effect I utilize 
in producing the rotation.of a body or arma- 
ture in a variety of ways—for example, apply- 
ing the principle above described to the appa- 
ratus shown in Fig. 9. ‘The disk D, owing to 
its tendency to assume that position in which 
it embraces the greatest possible number of the 
magnetic lines, is set in rotation, following the 
motion of the lines or the points of grentest 
attraction. | _ 8 
The disk D-in Fig. 9 isshown as cut away 
on opposite sides; but this I have found is not 
essential to effecting its rotation, as a cireular 
disk, as indicated by dotted lines, is also set 
in rotation. This phenomenon fF attribute to 
a certain inertia or resistance inherent in the 
metal to the rapid shifting of the lines of-force 
through the same, which results-in 2 continu-- 
ous tangential pull upon the disk, causing its 
rotation. This seems to be confirmed by the 
fact that a circular disk of steel is niore effect- 
ively rotated than one of soft iron, for the rea- 
son that the former is assnmed to possesa a 
greater resistance to the shifting of the mag- 
netic lines. oo - 
Tn illustration of other forms of apparatas. 
by means of which I carry out my invention, 


‘I shall now describe the remaining figures of 


the drawings. - 


Fig. 10'is'a view in elevation and part ver- 
tical section.ofa motor. Fig. 12 is a top view 
of the same with the field in- seetion and a 
diagram of connections. Fig. 11 is an end or 
side view of a generator with the fields in seo- 
tion. This form of motor may be.used in place 
of that shown. Ss 
*_ Dis a cylindrical or drum armature-core, 
which, for obvious reasons, should be split up 
as far as practicable to preventthe circulation 
within it of currents of induction... The core 
is wound longitudinally with two coils, B and 
EK’, the ends of which are réspectively con- 
nected to insulated contact-rings d d.d @, car- 
ried by the shaft a, upon which the armatare 
is mounted, . . 
The armature is set to revolve within an 
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‘iron shell, R, which constitutes the field-mag- 
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20 


net or other element of the motor. This shell 
is preferably formed with a slot or opening, 7; 
but it may be continuous, as shown by the 
dotted lines, and in this event itis preferably 
made of steel. It is also desirable that this 
shell should be divided up similarly to the 
armature,and for similar reasons. . As a gen- 
erator for driving this motor, I may use the 
device shown in Fig. 11. This represents an 
annular or ring armature, A, surrounded by 
four coils, F F EF’ ¥’, of which those diamet- 
rically opposite are connected in series, so 
that four free ends are left, which are con- 
nected to the insulated contact-rings b  U’ b’. 
The ring is suitably mounted on a shaft, a’, 
between the poles NS. The eontact-riugs of 
each pair of generator coils are connected to 
those of the motor, respectively, by means of 
contact-brushes aud the two pairs of conduct- 


_ors, L Land L’ WU, as indicated diagrammat- 
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leally in Fig. 13. . 


Now, it is obvious from ‘a consideration of 


the preceding figures that the rotation of the 


generator-ring produces eurrents in the coils - 


F F, which, being transmitted to the motor- 
coils,impart to the core of the latter magnetic 
poles constantly shifting or whirling around 
the core. This effect sets up a rotation of the 
armature, owing to the attractive force bet ween 
the shell and the poles of the armature; but 
inasmuch as the coils in this case move rela- 
tively to the shell or field-magnet the move- 
ment.of the coils is in the opposite direction 


§ to the progressive shifting of the poles. 


Other arrangenients of the coils of both gen- 
erator and motor are possible, and a greater 
number of circuits maybe used, as will be 
seen in the two succeeding figures. 


Fig. 13 is a diagrammatic illustration of a 


motor and @ generator connected and con- 


_ Stracted in accordance with my invention. 


45 
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Fig. 14 is an end view of the generator with 
its field-magnets in section. - 

The field of the motor M is produced by six 
magnetic poles, G’ G’, secured to or projecting 
from a ring or frame, H. These magnets or 
poles are wound with insulated coils, those 
diametrically oppopiteto each other being con- 
nected in pairs,so as to produce opposite poles 
in each pair. This leaves six free ends, which 
are connected to the terminals TT TT T’ 7", 
The armature which is mounted to rotate be- 
tween the poles is a cylinder or disk, D, of 
wrought-iron, mounted on the shaft a... Two 
segments of the same are cut away,.as shown. 
The generator for this motor has in this in- 
stance an armagare, A, wound with three 


coils, K K’ K”, at sixty degrees apart. The 
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ends of these coils are connected, respectively, 
to insulated contact rings ¢ ¢ ¢' ee’ ¢’. These 
rings are connected to those of the motor in 
proper order by means of collecting-brushes 
and six wires, forming three indevendent cir- 
cuits. The variations in the strength and di- 
rection of the currents transmitted through 


. terminals tt? ¢’. 


‘view of such-a motor. 
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motor produce a steadily-progressive shifting 
of the resultant attractive force exerted by the 
poles G’ upon the armature D, and conse- 
quently keep the armature rapidly rotating. 
The peculiar advantage of this disposition is 
in obtaining a more concentrated and power- 
ful field. The.application of this principle to 
systems involving multiple circuits generally 
will be understood from this apparatus. 
Referring now to Figs. 15 and 16, Fig. 15 is 
a diagrammatic representation of a modified 
disposition of my invention. Fig. 16 is a hori- 
zontal cross-section of the motor. In this ease 
a disk, D, of magnetic metal, preferably cut 
away at opposite edges, as shown in dotted 
lines in the figure, is mounted so as to turn 
freely inside two stationary coils, N’ N”, placed 
at right angles to one another. The coils are 
preferably wound on a frame, O, of insulating 
material, and their ends are connected tothe 
fixed terminals TTT’ T’. The generator G is 
a representative of that class of alternating- 
current machines in which a stationary in- 
duced element isemployed. Thatshown con-- 
sists of a revolving permanent or electro-mag-. 
net, A, and four independent stationary mag- 
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nets, P P’, wound with coils, those diamet- - 


rically opposite to.each other being connected 
inseries and having their ends secured to the 
From these terminals the 
currents are led to the terminals of the motor, 
as shown in the drawings. The mode of op- 
eration is substantially the same as in the pre- 
vious cases, the currents traversing the coils 
of the motor having the effect to turn the disk 
D. This mode of carrying out the invention 
has the advantage of dispensing with the slid- 
ing contacts in the system. 

In the forms of motor above described only 
one of the elements--the armature or the field- 
magnet—is provided with energizing-coils. It 
remains, then, to show. how both elements may 
be wound with coils. Reference is therefore 
had to Figs. 17, 18, and 19. Fig. 17 isan end 
Fig. 18 is a similar 
view of the generator, with’ the field-magnets 
in section; and Fig. 19 is a diagram of the cir- 
euit-connections. In Fig. 17 the field-magnet 
of the motor consists of a ring, R, preferably - 
of thin insulated ‘iron sheets or bands, with 
eight pole-pieces, G, and corresponding: re- 
cesses in which four pairs of coils, V, are 
wound. The diametrically-opposite pairs of 
coils.are connected in.series and the free ends 
connected to four terminals, w, the rale to be 
followed in connecting being the same as here- 


95 


105 


T1o 


~ 


5. 


t20 


inbeforeexplained.. Anarmature,D,with two 


coils, E Ey at right angles to each other, is 
mounted to rotate inside of the field-magnet 
R. The ends of the armature-coils are con- 
nected to two pairs of contact-rings, ddd’ @. 
The generator for this motor may be of any 
suitable kind to produce currents of the de- 
sired character. In the present instance it 
consists of a field-magnet, N S, and an arma- 
ture, A, with two coils at right angles, the 


these circuits and traversing the coils of the | ends of which are connected te four contact: 
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rings, 5} 0’ b’, carried by its.shaft. The cir- 
cuit-connections are established between. the 
rings on the generator-shaft and those on the 
motor-shaft by collecting brushes and wires, as 
previously explained. in order to properly 
energize the field-magnet of the motor, how- 
ever, the connections are so made with the 


‘armature-coils by wires leading thereto that: 


while the points of greatest attraction or great- 
est density of magnetic lines of force upon the 
armature are shifted in one direction those 


- upon the field-magnet are made to progressin 
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an opposite direction. In other respects the 
operation is identically the same. as in the 
other cases cited. This arrangement results 
jn an increased speed of rotation. a 

In Figs. 17 and 19, for example, the terminals 
of each set of field-coils are connected with the 
wires to the two armature-coils in sucha way 
that the field-coils will maintain opposite poles 
in advance of the poles of the armature. 

In the drawings the field-coils are in shunts 
to‘the armature; but they may be in series or 
jn independent circuits. 

It is obvious that the same principle may 


be applied to the-various typical forms of mo- 


tor hereinbefore described. 

Having now described the nature of my in- 
vention and some of the various ways in which 
it is or may be carried into effect, T would call 
attention to certain characteristics which the 
applications of the invention possess, and the 
advantages which ib offers. 

In my motor, considering, for convenience, 
that represented in Fig. 9, it will be observed 
that since the disk D has a tendency to follow 
eontinuously the points of greatest attraction, 


and since these points are shifted around the | 


ring once for each revolution of the armature 
of the generator, it follows that the move- 
ment of the disk D will be synchronous with 
that of the armature A. This feature by 
practical demonstration I have found to ex- 
ist in all other forms-in which one revolution 
of the armature of the: generator produces a 
shifting of the poles of the motor through 
three hundred and.sixty degrees. 

In the particular modification shown in Fig. 
15, or in others constructed on a similar plan, 
the number of alternating impulses resulting 
from one revolption of the generator-armature 
is double as compared with the preceding 
cases, and the polarities in the-motor are 


. shifted:around twice by one revolution of the 
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generator-armature,”. ‘Che speed of the motor: 


will therefore be twice that of the generator. 
The same result is evidently obtained by such 
a disposition as that:shown in Fig. 17, where 
the poles of both elements are shiftedin op- 
posite diréetions. ar ee 

Again, considering the apparatus illustrated 
by Fig. 9as typical of. the invention, it is ob- 
vious that since the attractive effect upon the 
‘disk Dis greatest when the disk is in its proper 


relative position to the poles developed in the 


ring R—that.is to say, when its ends or poles: 


immediately follow. those of the ring—the 
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speed of the motor for all loads within the 
normal working limits of the motor will be 
practically constant. 

It is clearly apparent that the speed can 
never exceed the arbitrary limit as determined 
by the generator, and also that within certain 
limits, at least, the speed of the motor will be 


independent of the strength of the current. 


It will now be more readily seen from the 
above description how far the requirements of 


-a practical system of electrical transmission 


of power are realized in my invention. Ise- 
cure, first, a uniform speed under all loads 
within the normal working limits of the mo- 
tor without the use of any auxiliary regula- 
tor; second, synchronism between the motor 
and the generator; third, greater efficiency by 
the more direct application of the current, no 
commutating devices being required on either 
the, motor or-the generator; fourth, cheapness 
and simplicity of mechanical construction; 
fifth, the capability of being very easily man- 
aged or controlled, and, sixth, diminution of 
danger from injury to persons and apparatus. 

These motors may be run in series—mullti- 
ple arc or multiple series—under conditions 
well understood by those skilled in the art. 

T am aware that it isnot new to prodace the 
rotations of a motor by intermittently shifting 
the poles of one of itselements. This has been 
done by passing through independent ener- 
gizing-coils on one of the elements the cur- 
rent from a battery or other source of . direct 
or continuous currents, reversing ,such cur- 
rent by suitable mechanical appliances, so that 
it is directed through the. coils in alternately 
opposite directions. In such casés, however, 
the potential of the energizing - currents re- 
mgins the same, their direction only being 


changed. According to my invention, how- 


ever, I employ true alternating. currents; and 
my invention consists in the discovery of the 
mode or method of utilizing such currents. 
The difference between the two plans and 
the advahtages of mine are obvious. By pro- 
ducing an alternating current each impulse _ 
of which involves a rise and fall of potential 
I reproduce in the motor the exact conditions 
of the generator, and by such currents and the , 
consequent production of ‘resultant poles the 
progression of the poles will be continuous 
and not intermittent. In addition to this,the 
practical difficulty of interrupting or revers- 
ing a current of any considerable strength is 
such that none of the devices at present could 
be made to cconomically or practically effect 
the transmission of power by reversing in the 


‘manner described a continuous or direct cur- 


rent... Inso far,then,as the plan of acting upon | 
one element of the motor is concerned, my in- 
vention involves the use of an alternating as 
distinguished from'a reversed current, or a cur- 
rent which, while cofitinuous and direet, is 
shifted from coil to coil by any form of com- 
mutator, reyerser, or interrupter. With re- 
gard to that part of the invention which con- 
sists.in acting upon both elements of the motor 
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simultaneously, I regard the use of either al-.} polarities of either or both elements (the arma- .19 
ternating or reversed currents a8 within the | ture or field magnet or magnets) of a motor by 
scope of the invention, although I do not con- developing alternating. currents in independ- 
sider the use of reversed currents of any prac- | ent circuits, including the magnetizing-coils of 
5, tical importance. . ‘ either or both elements, as herein set forth. 
What I claim is— ; . . NIKOLA TESLA. 
The method herein described of electrically ‘Witnesses: oo . 
transmitting power, which consists in produc- Prank B. MURPHY, v 
ing a continuously-progressive shifting of the FRANK E, HARTLEY. - 


(No Model.) 9 Sheets—Sheet 1. 


N. TESLA. 
ELECTRICAL TRANSMISSION OF POWER. 
No. 382,281, Patented May 1, 1888. 


- 


INVENTOR. 


. WITNESSES; 
ee Vftorla Desba 
‘pth 1 BY Arualene. ; 


ATTORNEYS, 


(No Model.) 2 Sheets—Sheet 2. 


N. TESLA. 
ELECTRICAL TRANSMISSION OF POWER. 
No. 382,281, Patented May 1, 1888, 


a \ jet itt ih 
nt t iJ 
AM Wy 
Yyy ! Y 
Wy 
ty | UY 
Yy | ee 
A , 
Yy i | i | Yy 
YY ; 
| 
HL Lt 
i i Ni \ i 1 
ait ° 
Si e 
CAEN 
fi. a 
a 4 S Hon 7 
c~ i 6 
co 6 
SiS 
I| I 
_v 
(Ag . & 


INVENTOR. 
Aurkota., Serbk, 
BY AStneacc, 

tunto 


WITNESSES : 
Sigppatt Mier. 
dy 


ATTGRNEYS 


UNITED STATES 


PATENT OFFICE. 


NIKOLA TESLA, OF NEW YORK, N. Y. 


ELECTRICAL TRANSMISSION OF POWER. 


SPECIFICATION forming part of Letters Patent No, 382,281, dated May 1, 1888. . 
Original application filed November 36, 1887, Serial No. 266,582. Divided and this application filed Maroh 9, 1888. Serial No 


266,758. 


Lo all whom tt may concern: of 
Be it known that I, Ntxona Tesia, from 

Smiljan, Lika, border country of Austria-Hun- 

gary, and residing in the city, county, and 
§ State of New York, have invented certain new 

and useful Improvements ix the Electric Trans- 
mission of Power, of which the following is a 
specification, this application being a division 
of an application filed by me November 30, 
1887, Serial No. 256,562. 

In a previous spplication filed by me—viz., 
No. 252,132, filed October 12, 1887—I have set 
forth an improvement in motors and ib the 
mode or method of operating thesame, which, 
generally stated, consists in progressively and 
continuously shifting the poles or lines of 
maximum magnetic effect of either the field. 
magnets or armature, or both, of a motor, and 
thereby producing a movement of rotation in 
the motor. The means which I have shown 

‘for effecting this, while varying in detail, are 

sxenplified in the following system, which, for 
present purposes, it will be sufficient to con- 
wider as a typical embodiment of the inven- 
tion. ; 

Tae motor is wound with coils forming in- 
dependent energizing-cireuits on the arma- 
ture, which is a cylinder or disk mounted to 
rotate between two opposite magnetic poles. 
hese coils are connected up with correspond- 
ing induced or current-producing cireuits in 
an slternating-current generator. Asa result 
of this, when the generator is set in motion, 
currents of alternately-opposite direction are 
directed through the energizing-coils of the 
motor in such manner as to produce a pro- 
gressive shifting or rotation of the magnetic 
poles of the motor-armature. This movement 
of the poles of the armature obviously tends to 

> rotate the armature in the opposite direction 
to that in which the movement of the poles 
iakes place, owing to the attractive force be- 
tween said poles and the tield-magnets, and the 
speed of rotation increases from the start un- 
til it equals that of the generator, supposing 
both motor and generator fo be alike. 

As the magnetic poles of the armature are 
ghifted in a direction opposite to that in which 
the armature rotates, it will be apparent that 
go when the normal speed is attained the poles of 
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the armature will assume a fixed position rela: 
tively to the field-magnets, and that in conse: 
qtience the field- magnets will be enet'gized by 
magnetic induction, exhibiting two distinct 
poles, ote on each of the pole-pieces. In start- 
ing the motor, however, the speed of the ar- 
mature being comparatively slow, the pole- 
pieces are subjected to rapid reversals of mag- 
netic polarity; but as the speed increases these 


‘reversals become less and less frequent and 60 


finally cease, when the movement of the arma- - 
ture becomes synchronous with that of the 
generator. This being the case, the field-cores 
or the pole-pieces of the motor become a mag- 
net, but by induction only. 65. 

T have found that advantageous resuits are 
secured by winding the field- magnets with a 
coil or coils and passing a continuous current 
through them, thus maintaining a permanent 
field, and in this feature my present invention 70 
consists. a 

I shall now describe the apparatus which I 
have devised for carrying out this invention 
and explain the mode of using or operating 
the same. 

Figure 1 is an end view in elevation of my 
improved motor. Fig. 2 isa part horizontal 
central section, and Fig. 3 is a diagrammatic 
representation of the motor and generator 
combined and connected for operation. 

Let A Ain Fig. 1 represent the legs or poie- 
pieces of a field-magnet, around which are 
coils B B, included in the circuit of a continu- 
ous-current generator, C, which is adapted to. 
impart magnetism to the said poles in the or- 85 
dinary manner. 

D D’ are two independent coils wound upon 
a suitable cylindrical or equivalent armataze- 
core, which, like all others used in a similar 
manner, should be split or divided: up into 90 
alternate magnetic and insulating parts in the 
usualway. This armature is mounted in non- 
magnetic cross-bars E H, secured to the poles 
of the field-magnet. ‘The terminals of the ar- 
mature-coils DD’ are connected to insulated 9§ 
sliding contact-rings a a 6 6, 'carried by the 
armature-shaft, and brushes ¢ o bear upon 
these rings to convey to. the coils the currents 
which operate the motor. 

The generator for operating this motor is or 
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may be of ‘precisely identical Construction, 
and for convenience of reference I have marked 
in Fig. 3 its parts, as follows: F F, the field- 
magnets energized by a continuous current 
passing in its field-coils G G; HH’, the coils 
carried by the cylindrical armature; d dee, 
the friction or collecting rings carried by the 
armature-shaft and forming the terminals of 
the armature - coils ; and f f the collecting- 


brashes which deliver the currents develoned | 


in the armature-coils to the two circuits gg’, 
which connect the generator with the motor, 

The operation of this system will be under- 
stood from the foregoing. ‘fhe action of the 
generator by causing a progressive shifting of 
the poles in the motor-armature sets up in 
the latter a rotation opposite ia direction to 
that in which the poles move. Tf, now, the 
continuous enrrent be directed through the 
field-coils so as to strongly energize the mag- 
net A A, the speed of the motor, which depends 
upon that of the generator, will not beincreased, 
but the power which produces its rotation will 
be increased in proportion to the energy sup- 
plied throngh the coils BB. It is character. 
istic of this motor that its direction of rota- 
tion is nat reversed by reversing he direction. 
of the current throngh its field coils, for the 
direction of rotation depends not upon the 
polarity of the field, but upon the direction 
in which the poles of the armature aro shifted. 
‘Lo reverse the motor the connections of either 
of the circuits g g’ must be reversed, 

IT have found that if the field-magnet of the 
motor be strongly energized by-its coils B B, 
and the circuits through the armature-coils 
closed, assuming the generator to be running 
a6 a certain speed, the motor will not start; 
but if the field be but slightly energized, or in 
general in such condition that the magnetic 
influence of the armature preponderates in de- 


‘termining its magnetic condition, the motor 


45 


will start, and with sufficient current will 
reach its maximum or normal speed. For 
this reason it is desirable to keep at the start, 
and until the motor has attained its normal 
speed, or nearly so, the field-circuit open, or 
to permit but little current to pass through it. 
I have found, however, if the fields of both the 
generator and motor be strongly energized 
that starting the generator starts the motor, 
and that the speed of the motor is, increased 
in synchronism with the generator, 
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Motors constructed and operated on this 
principle maintain almost absolutely the same 
speed for all loads within their normal work. 
ing limits, and in practice I have observed 
that if the motor be overloaded to such an ex- 
tent as to check its speed the speed of the 
generator, if its motive power be not too great, 
is diminished synchronously with that of the 
motor, 

T have jn other applications shown how the 
construction of these or similar motors may be 


varied in certain well-known ways—as, for in- 


stance, by rotating the field about a station- 
ary armature or rotating conductors within 
the field—but I do not illustrate these features 
further herein, as with the illustration which 
T have given I regard the rest as within the 
power of a person skilled in the art to con- 
struct. ; 

I am aware that a device embodying the 
characteristics of a motor and having a per- 
manently-magnetized field-magnet has been 
operated by passing through independent coils 
on its armature a direct or continuous current 
in opposite directions. Such a system, how- 
ever, I do not regard as capable of the prac- 
tical applications for which my invention is 
designed, nor is it the same in principle or 
mode of operation, mainly in.that the shifting 
of the poles is intermittent and not contin :- 
ous, and that there is necessarily involved a 
waste of energy. a 

Iu my present application I do not limit my- 
self to any special form of motor, nor of the 
means for producing the alternating currents 
as distinguished from what are catled ‘‘re- 
versed currents,’ and I may excite or energize 
the field of the motor and of the generator by 
any source of current which will produce the 
desired result. 

What I claim is— 

‘The method herein described of transmit- 
ting power by electro-magnetic motors, which 
consists in continuously and progressively 
shifting the poles of one element of the motor 
by alternating currents and magnetizing the 
other element by a direct or continuous cur- 
rent, as set forth. ot 
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To abl.whom it may concern: machines, including the combined motors and 
Be it known that I, NrixoLa Trsia, from | generators, have been devised. or instance, 
Smiljan, Lika, border country of Austria-Hun- | a motor is constructed in accordance with well- 

gary, and now residing at New York, in the | understood principles, and on the same arma- 55 
5 county and State of New York, have invented | ture are wound induced coils which constitute 
certain new and useful Improvements in Meth- | a generator. The motor-coils are generally of 
ods of Converting and Distributing Electric | fine wire and the generator - coils of coarser 
Currents, of which the following is a specifica- | wire, so as to produce a current of greater 

tion, this application being a division of anap- | quantity and lower potential than theline-cur- 60 

tc plication filed by me December 23, 1887, Serial } rent, which is of relatively high potential to ° 

No. 258,787. avoid lossin long transmission. A similar ar- 
This invention relates to those systems of | rangement is to wind coils corresponding to 
electrical distribution in which a current from | those described on a ring or similar core, and 

a single source of supply in a main or trans- | by means of a commutator of suitable kind to 65 
15 mitting circuit is caused to induce, by means | direct the current through the inducing-coils 

‘of suitable induction apparatus, a current or | successively, so as to maintain a movement of 

currents in an independent working circuit or | the poles of the core or of the lines of force 

circuits. which set up the currents in the induced coils. 

The main objects of the invention are the Without enumerating the objections to these 70 

20 same as have been heretofore obtained by the | systems in detail, it will suffice to say that the 

use of these. systems—viz., to divide the cur- | theory or the principle of the action or oper- 

rent from a single source, whereby a number } ation of these devices has apparently been so 

of lamps, motors, or other translating devices | little understood that their proper construc- 

may be independently controlled anid operated | tion and use have, up to the present time, been 75 

25 by the same source of current, and in some } attended with various difficulties and great ex-. 
cases to reduce a current of high potential in | pense. The transformers are very liable to be 
the main circuit to one of greater quantity and | injured and burned out, and the means resorted 
lower potential in the independent consump.- | to for curing this and other defects have in- 

tion or working circuit or cireuits. variably been at the expense of efficiency. I 86 
30 The general character of the devices em- | havediscovered amethod of conversion and dis- 
ployed in these systems is now well understood. | tribution, however, which is not subject tothe 

An alternating - current magneto-machine is | defects and objections to which I have alluded, 


used as a souree of supply. The current de- | and which is both efficient and safe. Isecure 
veloped thereby is conducted through a trans- | by it a conversion by true dynamic induction 85 
35 mission-circuit to one or more distant points, | under highly efficient conditions and without 
ab which the transformers are located. These | the use of expensive or complicated apparatus 
consist of induction-machines of various kinds. | or moving devices, which in use wear out and 
In some cases ordinary forms of induction- | require attention. This method consists in 
coil have been used with one coil in the trans- | progressively and continuously shifting the 
40 mitting-cireuit and the other in a local or con- | line or points of maximum effect in an induct- 
' gumption circuit, the coils being differently | ive field across the convolutions of a coil or 
‘proportioned, according to the work to be | conductor within the influence of said field 
done in the consumption-circuit-—that' is to | and included in or forming part of a second- 
say; if the work requires a current of higher | ary or translating circuit. 
45 potential than that in the transmission-circuit In carrying out my invention I provide a 
the secondary or induced coil is of greater | series of inducing-coils and corresponding in- 
length and resistance than the primary, while, | duced coils which, by preference, I wind upon 
on the other hand, if a quantity current of | a core closed upon itself--such as an annulus 
lower potential is wanted, the longer coil is | orring—subdivided in the usual manner, The co 
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so made the primary. In lieu of these devices | two sets of coils are wound side by side or su- - 
various forms of electro-dynamic induction: | perposed or otherwise placed ih well-known ~ 
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ways to bring them into the most effective re- 
lations to one another and to the core. The 
inducing or primary coils wound on the core 
are divided into pairs or sets by the proper 
electrical connections, so that while the coils 
of one pair or set co-operate in fixing the mag- 
netic poles of the core at two given diametric- 
ally-opposite points the coils of the other pair 
or set—assuming, for the sake of illustration,. 
that there are but two—tend to fix the poles 
at ninety degrees from such points. With this 
induction device I use an alternating-current 
generator with coils or sets of coils to corre- 
spond with those of the converter,and by means 
of suitable conductors I connect up in inde- 
pendent circuits the corresponding coils of the 
generator and converter. It results from this 
that the different electrical phases in the gen- 
erator are attended by corresponding magnetic 
changes in the converter; or, in other words, 
that as the generator-coils revolve the points 
of greatest magnetic intensity in the converter 
will be progressively shifted or whirled around. 
This principle I have applied under variously 
modified conditions to the operation of elec- 
tro-magnetic motors, and in previous applica- 
tions—notably in those having serial numbers 
252,182 and 256,561—I have described in de- 
tail the manner of constructing and using such 
motors. 

In the present application my object is to 
describe the best and most convenient manner 
of which I am at present aware of carrying 
out the invention as applied to a system of 
electrical distribution; but one skilled in the 
art will readily understand, from the deserip- 
tion of the modifications proposed in said ap- 
plications, wherein the form of both the gener- 
ator and converter in the present case may be 
modified. In illustration, therefore, of the dc- 
tails of construction which my present inyen- 
tion involves, T now refer to the accompanying 
drawings. 

Figure 1 isa diagrammatic illustration of 
the converter and the electrical connections of 
the same. Fig. 2 is a horizontal central eross- 
section of Fig. 1. Fig. 3 is a diagram of the 
circuits of the entire system, the generator 
being shown in section. 

Tuseacore, A, which is closed upon itsel£— 
that is to say, of an annular, cylindrical, or 
equivalent furm—and as the efficiency of the 
apparatus is largely increased by the subdi- 
vision of this core I make it of thin strips, 
plates, or wires of soft iron electrically insu- 
lated as far as practicable. Upon this core, by 
any well-known method, I wind, say, four coils, 
BBB B which I use as primary coils, and 
for which I use long lengths of comparatively 
fine wire. Over these coils I then wind shorter 
coils of coarser wire, C C C' 0’, to constitute 
the induced or secondary coils. Theconstrue- 
tion of this or any equivalent form of converter 
may be carried farther, as above pointed out, 
by inclosing these coils with iron—-as, for ex- 
ample, by winding over the coils a layer or 
layers of insulated iron wire. 
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The device is provided with suitable bind- 
ing-posts, to which the ends of the coils are 
led. The diametrically-opposite coils B Band 
B’ B’are connected, respectively, in series, and 
the four terminals are connected to the bind- 
ing-posts 1234. The induced coils are con- 
nected together in any desired manuer. For 
example, as shown in Fig. 3, C C may be con- 
nected in multiple are when a quantity cur- 
rent is desired—as for running a group of in- 
candescent lamps, D—while ©’ C’ may be in- 
dependently connected in series ina circuit 
including are lamps D’, or the like. 

The generator in this system will be adapted 
to the converter in the manner illustrated. 
For example, in the present case IT employ a 
pair of ordinary permanent or electromagnets, 
HE, between which is mounted a eylindrical 
armature on a shaft, F, and wound with two 
coils, GG’. The terminals of these coils are 
connected, respectively, to four insulated con- 
tact or collecting rings, H H H’ W’, and the 
four line-circuit wires L connect the brushes 
K bearing on these rings to the converter in the 
ordershown. Noting the results of this combi- 
nation, it will be observed that ata given point 
of time the coil G is in its neutral position and 
is generating little or no current, while the 
other coil, G’, isin a position where it exerts its 
maximum effect. Assuming coil G to be con- 
nected in circuit with coils B B of the converter 
and coil G’ with coils B’ B’, it is evident that 
the poles of the ring A will be determined by 
coils B’ B’ alone; but as the armature of the 
generator revolves, coil G develops more cur- 
rent and coil G’ less until G reaches its maxi- 
mum and G’its neutral position. The obvious 
result will be to shift the poles of the ring A 
through one quarter of its periphery. ‘The 
movement of the coils through the next quar- 
ter of aturn,during which coil G’ enters a field 
of opposite polarity and generates a current 
of opposite direction and increasing strength, 
while coil G is passing from its maximum to 
its neutral position, generates a enrrent of de- 
creasing strength and same direction as be- 
fore, and causes a further shifting of the poles 
through the second quarter of the ring. The 
second half-revolution will obviously be a 
repetition of thesameaction. By the shifting 
of the poles of the ring A a power-dynamic in- 
ductive effect on the coils CC’ is produced. 
Besides the currents generated in the second: 
ary coils by dynamo-magnetic induction, other 
currents will be set up in the same coils in 
consequence of any variations in the intensity 
of the poles in the ring A. This should be 
avoided by maintaining the intensity of the 
poles constant, to accomplish which care should 
be taken in designing and proportioning the 
generator and in distributing the coils in the 
ring A and balancing their effect. When this 


is done, the currents are produced by dynamo- 
magnetic induction only, the same result be- 
ing obtained as though the peles were shifted 
by a commutator with an infinite number of 
segments. , 
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The apparatus by means of which this 
method of conversion is or may be carried out 
may be varied almost indefinitely. The spe- 
cific form which I have herein shown I regard 
as the best and most efficient, and in another 
application I have claimed it; but I do not 
limit myself herein to the use of any particu- 
lar form or combination of devices which is or 
may be capable of effecting the same result in 
a similar way. 

What I claim is— 

' 1. The method of electrical conversion and 
distribution herein described, which consists 
in continuously and progressively shifting the 
points or line of maximum effect in an induct- 
ive field, and inducing thereby currents in 
the coils or convolutions of a circuit located 


within the inductive influence of said field, as 
herein set forth. 

2. The method of electrical conversion and 
distribution herein described, which consists 
in generating in independent circuits produc- 
ing an inductive field alternating currents in 
such order or manner as to produce by their 
conjoint effect a progressive shifting of the 
points of maximum effect of the field, and in- 
ducing thereby currents in the coils or convo- 
lutions of a cirenit located within the induct- 
ive influence of the field, as set forth. 
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To all whom it may concern: 
Be it known that I, Nrxota TESLA, from 
Smiljan, Lika, border country of Austria-Hun- 
_ gary, at present residing in the city, county, and 
-s State of New York, have invented certain new 
and useful Improvements in Commutators for 
Dynamo- Electric. Machines and Motors, of 
which the.following is a specification, refer- 
ence being had to the drawings accompanying 

10 and forming a part of the same, _ 
‘This invention relates to dynamo-electric 
machines or motors,-and isan improvement in 
the devices for commutating and collecting the 
eurrents;.. |. ee a De 
15 The objects of the invention are, first,. to 
avoid the sparking and the gradual wearing 
away or destruction of the commutator-seg- 
ments.and brushes or collectors resulting 
therefrom; second, to obviate the necessity of 
ary readjustment of the commutator or the brushes 
or collectors and other. consequences ‘of the 


wear of thesame; third, to render practicable - 


the construction of very large dynamo-electric 
machines and motors with the minimum num- 

25 ber.of commutator-segments, and, fourth, toin- 
crease the efficiency and safety and reduce the 
cost of the machine. ee — 

In carrying out my invention in a manner 

to accomplish these results I construct a com- 

3o mutator and the colitetors therefor in. two 
" parts mutually auapted to one another, and, so 
far as the essential features are concerned, 
alike in mechanical structure. Selecting as 
an illustration a commutator of two segments 
adapted for use with an armature the coils 
‘or coil of which have but two free ends, con- 
nected respectively to the said segments, the 
bearing-surface is the face of a disk, and is 
- formed of two metallic quadrant-scgments and 
two insulating-segments of the same dimeén- 
sions, and the face of the disk “should be 
smoothed off, so that the metal and insulating 
_ segments are flush. ‘The part which takes the 
place of the usual brushes, or what term the 
“eoliector,”? is a disk of the same character as 


45 


40 


4S 


the commutator and having a surface simi-, 


larly forined with two insulating and two me- 
tallic segments. These two parts are mounted 
with their faces in contact and in sach man- 


ner that the rotation of the armature causes : 


of these segments, ) 
_are in electrical connection with the ends of 
the soils on thearmature. The other twopeg- Ico. 


the commutator to turn upow the collector, 
whereby the currents induced in the coils are 


taken off by the collector-segments and thence 


conveyed off by suitable conductors leading 
from the collector-segments. : This.is the gen- 
eral plan of the construction which I have in- 
vented; Aside from certain adjuncts, the na- 
ture and functions of which will be hereinaf- 
ter set forth, this means of commutation, will 
be seen to ‘possess many important advan- 60 
tages. In the first place the short-circuiting . 
and breaking of the armature-cofl connected 
to the commutator-segments oceur at thesame 
instant, and from the nature of the construc- 
tion this will be done with the greatest pre- 65 
cision; secondly, the duration of both the 
break and that of ‘the short cireuit will be re- 
duced to 4 minimum. ‘The first results in a 
reduction which amounts practically to asup- 
pression of the spark, sincethe break and the 
short circuit produce opposite effects in the 
armature-coil. The second has the effect of 
diminishing the destructive effect of a spark, | 
since this would be in a measure proportioned . 
to the duration of thespark, while lessening the 
duration of the short circuit obviously in- — 
creases the efficiency of the machine... 
The mechanical advantages will be better 
understood -by-referring to the accompanying 
drawings, in which— 8 
‘Figure 1 is‘a central longitudinal section of - 
the end of a shaft with my improved commu- 
tator carried thereon. Fig. 2 is a view of the 
inner or bearing face of the collector. Fig. 3 
ig an end view from the armature side of: a 
modified form of commutator. . Figs. 4 and 5 
are views of details of Fig. 3. Fig: 6 is a lon- 
gitudinal central section of another modifiea- 
tion, and Fig. 7 isa sectional view of the same. - 
- 4 is the end of the armature-shaft of a dy- 
namo-electri¢é machine or motor... 
‘A’ ig a sleeve of insulating material around 
the shaft, secured in place by.a screw, «’,-or 
by other suitable means. aa _ 
‘The commutator proper is in the form of @ 95 
disk which is:made up of four segments, D D’ . 
GG’, similar to those shown in-Fig. 3, Two . 
as D D’, are of metal and 
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. justed and set to the desired position. 


2 


ments are of insulating material. . The seg- |: 


ments are held in place by a band, B, of in- 
sulating material. ‘The disk is held in place 


by friction or by screws, such as g’ g’, Fig. 3, 
¥ ) GF GJ, BB. o, 


which secure thé disk firmiy to the sleeve A’. 

The collector is. made in the same form as 
ithe commutator. It is composed of thie two 
metallic Segments BE E’ and the two insulating- 
segments ¥ EF’, bound together. by a band, C, 
The inetallic segments“ ks’ are of the same or 
’ practically the same width or extent as the 
insulating segments or spaces of the commu- 
tator. The collector is secured to asleeve, B’, 
by screws g g, and the sleeve is arranged to 
turn freely on the shaft A. The end of the 
sleeve B’ is closed by a plate, as f, upon which 
presses a pivot-pointed screw, h, adjustable in 
aspring, H, which acts to maintain the. col- 
lector in close contact with the commutator 
and to compensate for the play of the shaft. 
Any convenient means is employed to hold 
the collector so that it may not turn with the 
shaft. . For example, I:have shown a slotted 
plate, K, which is designed ‘to be attached to 
a stationary support, and an arm extending 
from the collector and carrying a clampiug- 
screw, L, by which the collector may be ad- 
'. J prefer in the form shown in Figs. 1 and 2 
to fit the insulating-segments of both commu- 
tator and collector loosely aud to providesome 
means-—as, for example, light springs e e, se- 
eured to the bands A’ B’, respectively, and 
bearing against the segments—to exert alight 


35 pressure upon them and keep them in close 
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contact and to compensate for wear. . The 
metal segments of the commutator may be 
moved forward by loosening the screw a’, 

The circuit or line wires are led from the 


thereto in any convenient manner, the plan of 
connections being shown as applied to a modi- 
fied form of the commutator in Fig. 6. ‘The 
commutator and the collector in thus present- 
ing two flat and smooth bearing-surfaces pre- 
‘vent-by mechanical action. the occurrence of 
sparks, and this is more effectively accom- 
plished as.is here done—that is to say, by the 
interposition of an ‘insulating body between 
the separating plates or segments of the com- 
mutator and collector—than by any other me: 
chanical devices of which I 4m aware. 
The insulating-segments are made of some 


hard material capable of being polished and 


formed with sharp edges. Such ‘materials as 
glass, marble, or soapstone may be advanta 
geously used. The metal segments are pref: 
erably of copper or brass; but‘they may have 


. . & facing or edge of durable material—such ag 
60 platinum or the like--where the sparks are 


6s parts. 


liable to-oceur. 

In Fig. 3a somewhat modified form of my 
invention is shown, a form designed to facili- 
tate the construction and replacing of the 
In this form the commutator and col- 
‘lector are made in substantially the same man- 
ner ag previously described, except that the 


metal segments of the collector, being secured , 


| with a single armature, as will be well under- 
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bands B CG may be omitted. The four seg- 


nents of each part, however, are secured to 
their respective sleeves by sevews g’ g’, and 
one edge of each segment is ent away,'so that 
small plates ab may be slipped into the spaces 
thus formed.. Of these plates a a are of metal, 
and are in contact with the metal segments D 


| D',.respectively. Theother two, 05, are of glass 


or marble, and they are all preferably square, 
as shown in Figs. £and’5, so that they may 
be. turned to present new. edges should any 
edge become worn by use. ‘Light springs @ 
bear upon these plates and press those in the 
commutator toward those in the collector, and 
insulating-strips ¢ ¢ are'secured to the periph- 
ery of the disks to prevent the blocks from: 
being thrown out by-centrifugal action. These 


. plates are, of course, useful at those edges of 


the segments only where sparks are Hable to 
occur, and, as they are easily replaced, they 
are of great advantage. 
with platinum or silver. _ 

In Figs, 6 and 7 is shown the construction 
which I use when, instead of solid segments, a 
fluidisemployed, Inthiscase thecommutator 


and collector are made of two insulating-disks, 


ST, and in lieu of the metal segments a space 


-is cut out of each part, as at R I’, correspond- 


ing in shape and size to a metal segment. 


70 


80 


85 


I prefer to coat them » 


90 


95 


The two parts are fitted smoothly and the col- — 


lector. T held. by the screw # ‘and spring H 
against the commutator 8. . As in the other 


cases, the commutator revolves while the col- 


lector remains stationary. .The ends of the 
coils are connected to binding; posts 3 s, which 
are in electrical connection with metal plates 
tt within the recesses'in the two parts S T. 
These chambers. or recesses are filled with 
mercury, and in the collector part are tubes 
W W, with screws: ww, carrying springs X 
and pistons X’, which compensate for the ex- 
pansion and contraction of the mercury under 
varying temperatures, but. which are suffi- 
ciently strong not to yield to the pressure of 
the fluid’ de (> centrifugal action, and which 
serve as binding-posts. 

Tn all the above cases I have described com- 
‘mutators adapted for a single coil,and the de- 


vice is particularly adapted to such purposes. | 


The number of segments may be increased, 


Toc 


105, 


rie 


however, or more than one commutator used 


stood, - 

Although I haveshown the bearing-surfaces 
as planes at right angles to the shaft or axis, 
it is evident that in this particular: the con- 
struction may be very greatly modified with- 
out departure from the invention. 

Without confining myself, therefore, to the 
details of construction which ave shown in 


| illustration of the invention, what I claim as 


new is— 

1, In a dynamo-electri¢ machine, the con- 
bination, with a commutator formed with con- 
ducting terminals or segments with interyen- 
ing insulating-spaces, of a collector adapted. 
to bear upon the surface of. the commutator. 


126 


130 


bh 


_&t 


on 
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and formed with conducting terminals or seg: | 
ments equal in extent to. the insulating-space: 


between the commutator-segments,asset forth. 


2. The combination, with a commutator 
built or formed of alternate blocks or seg- 
ments of conducting and insulating ‘material, 
of a collector adapted to bear upon the surface. 
of the commitator and formed of conducting 


. blocks or segments of a width or extent equal 


° 


to that of the insulating-segments of the com- 
mutator and separated by interposed blocks’ 


or segments of insulating -material, as de- 


seribed. . 
3. The combination, with a commutator’ 


-15 formed as a disk with alternate terminals or 


Segments of conducting and insulating ma- 
terial, of a collector similarly formed and 
mounted with its face in contact with that of 
the commutator, as set forth.‘ . 


20 . 4, The combination, with a commutator hay: 


3 


ing a bearing-surface formed of alternate sec- 
tions of conducting and insulating material, 
of a collector with asimilar and symmetrically- 
formed bearing-surface and means for apply- 
ing spring-pressure to force the two bearing- 
surfaces together, as set forth. 

5. The combination, with a commutator and 
a collector the bearing-surfaces of which are 
identical in respect to the disposition of the 
conducting and insulating paris, of means for 
applying spring-pressure to maintain the two 


 bearing-surfacesin contact and means for hold- 
| ing the collector 


against rotary movement, as 
set forth, . : 


‘Signed this 21st day of April, 1887. 
NIKOLA TESLA. 


__ Witnesses: 


Rost. F. GaYLorp, | 
FRANK E, Harrney, 
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Lo ali whom it may concern: 

Be it known thai 1, NixoLa TESLA, a suab- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 

5 siding in the city, county, and State of New 
York, have invented certain new and useful 
Tmprovements in Systems of Electrical Dis- 


tribution, of which the following is a specifi- | 


cation, reference being had to the drawings ac- 

Io companying and forming a part of the same. 
Yn previous applications tor patents made 

by me I have shown and described electrical 


systems for the transmission of power and the. 


conversion and: distribution of electrical en- 
18 ergy, in which the motors and the transformers 
contain two or more coils or sets of coils, which 
were connected up in independent circuits 
with corresponding coils ofan alternating-eur- 
rent generatcr, the operation of the system be- 
20 ing brought about by the co-operation of the 
alternating currents in. ihe independent cir- 
cuits in progressively moving or shifting the 
poles or points of maximum magnetic effect of 
the motors or converters. In these systems, 
25 as 1 have described them, two independent 
conductors were employed for each of the 
independent circnits connecting the gener- 
ator with the devices for converting the trans- 
mifted currents into mechanical energy or 
30 into electric currents of another character; 
but f have found that this is not always neces- 
sary, and that the two or more circuits may 
have a single return path or wire in common, 
vith a loss, ifany, which is so extremely slight 
35 that it may be disregarded entirely, Forsake 


of ilustration, if the generator have two in- 


dependent coils and the motor two coils or 
two sets of coils-in corresponding relations to 
its operative elements one terminal of each 
40 generator-coil is connected to the correspond- 
ing terminals of the motor coils through two 
independent conductors, while the opposite 
terminals of the respective coils are both con- 
nected to one reburn- wire. , 
This invention is applicable to my system 
in various ways, as will be seen by reference. 
to the drawings, in which— 
¥igure i is a diagrammatic illustration of a 
generator and single motor constructed and 


45 


so electrically connected in accordance with the 


‘ 


|B’. 


juvention. Fig. 2 isa diagram of the system 
as it is used in operating motors or converters, 
or both, in parallel or multiple are. Fig. 3 
illustrates diagrammatically the manner of 
operating two or more motors or converters,or 55 
both, in series. 

It is obvious that for purposes of this inven- 
tion motors or transformers, which may beall 
designated as ‘‘ converters,” are the same,and 
that either or beth may be operated by the 60 
same system or arrangement of circuits. 

Referring to Fig. 1, A A designate the poles 
of the fleld-magacis cf an alternating-current 
generator, thé armature of which, being in 
this case cylindrical in form and mounted ona 65 
shaft, O, is wound longitudinally with coils B 
The shaft GC earries three insulated, con- 
tact-rings, a 0c, to bwo of which, as & @, one 
terminal of each coil, as ed, is connected. The 
1enaining terminals, f g, are hoth connected. 70 
to the third ring, a. 

A motor in this ease is shown a8 Gomposeu 
of a ring, H, wound with four coils, li J J, 
electrically connected, so as to co-operate in 
pairs;with a tendency to fix the poles of the 75 
ring at four points ninety degrees apart. 
Within the magnetie ring H is a disk or cy- 
lindrical core wound with two coils, G G’, 
which may be connected to form ‘two elosed 
circuits. The terminals j & of the two sets or 80 
pairs of coils are connected, respectively, to 
the binding-posts E’ F’, and the other termi- 
nals, hi, are connected to a single binding- 
post, D’. "To operate the motor, three. line- 
wires are used to connéct the termiualsof the 85 
generator with those of the-motor, 

So far ‘as the apparent action or mode of 
operation of this errangement is concerned, 
the single wire D, which is, so te speak,a com: 
mon reiurn-wire for both circults, may be re- gu 
garde as two independent wires, Invillus- 
tration, with the order of connection shown, 
coil B’ of the generator'is producing its maxi- 
mum current and ‘coil B its minimum; hence 
the current which passes through wiree, ring 95 
b, brush 0’, line-wire E, terminal HY, wire J, 
eoils I I, wire or terminal D’,: line-wire D, 
brush a’, ring a, and wire f, fixes the polar 
line of the motor midway between. the two 
coils IT; but as the coil B’ moves from the po- to 


10 


15 


20 


2 


sition indicated it gencrates less current, while 
coil B, moving into the field, generates more. 
The current from coil B passés through the 


devices and wires designated by the letters d, 


ce, ¢, F, F, k, J J, i, D’, D, a’, a, and g, and 
the position of the poles of the motor will be 
due to the resultant effect of the currents in 
the two sets of coils—that is, it will be ad- 
‘vanced in. proportion to the advance or for- 
ward movement of-the armature coils. The 
movement of the generator-armature through 
one-quarter of a revolution will obviously 
bring coil B’ into its neutral position and coll 
B into its position of maximum effect, and 
this shifts the poles ninety degrees, as they are 
fixed solely by coils B. This action is re- 
peated for each quarter of a complete revolu- 
tion. > 

‘When more than one motor or other device 
is employed, they may be run either in paral- 
lel orseries. In Fig. 2 the former arrangement 
is shown. The electrical device is shown as 
a converter, L, constructed as I have described 


- in my application Serial No. 258,787, filed 


25 


. 30 


35 


40 


45 


50 


55 


December 23, 1887. . The two sets of primary. 


coils  r are connected, respectively, to the 
mains F E, which are electrically connected 
with the two coils of the generator. The 
cross-circuit wires 2m, making these connec- 
tions, are then connected to the common re- 
tutn-wire D. The secondary coils p’p’ arein 
circuits » 0, including, for example, incan- 
descent lamps. Only one converter is shown 
entire‘in this figure, the others being illus- 
trated diagrammatically. oo 

_ When motors or converters are to be run in 
series, the two wires E Fare led from the gen- 
erator to the coils of the first motor or con- 
verter, then continued on to the next, and so 
on through the whole series, and are then 
joined to the single wire D, which completes 
both circuits through the generator. This is 
shown in Fig. 3, in which J I represent the 
two coils or sets of coils of the motors. 

Obviously it is immaterial to the operation 
of the motor or equivalent device in Fig. 1 
what order of connections is observed between 
the respective terminals of the generator or 
motor. ; 

I have described the invention in its best 
and most practicable form of which I am 
aware; but there are other conditions under 
which it may be carried out. For example, in 
case the motor and generator each has three in- 
dependent circuits, one terminal of each cir- 
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cuit is connected to a line-wire and the other 
three terminals toa common return-conductor 
This arrangement will secure similar results to 
those attained with a generator and motor hav- 
ing but twoindependent circuits, as above de- 
scribed. 

When applied to such machines and motors 
as have three or more induced circuits with a 
common electrical joint,the threeor more ter- 
minals of the generator would be simply con- 
nected to those of the motor. Such forms of 
machines, when adapted in this manner to my 
system, I have, however, found to be less effi- 
cient than the others. 

The invention igapplicable to machines ahd 
motors of various types, and according to cir- 
cumstances and conditions readily understood. 
with more or less efficient results. I do not 
therefore limit myself to any of the details of 
construction of the apparatus herein shown. 

What I claimis— — 

1. The combination, with a generator hav- 
ing independent current-generating circuits 
and a converter or converters having inde- 
pendent and corresponding circuits, of inde- 
pendent conductors connecting one terminal 
of each generator: circuit with a corrésponding 
terminal of the motor and a single conductor 
connecting the remaining generator and con- 
verter terminals, as set forth. 

3. The combination, with a generator hav- 
ing independent current-generating cirenits 
and a converter: or converters having inde- 
pendent and corresponding circuits, of inde- 
pendent line or connecting circuits formed in 
part through a conductor common to all, as 
set forth. 

. 3. The system of electrical distribution 
herein set forth, consisting of the combina. 
tion, with an alternating - current generator 
having independent generating-circuits and 
electro-magnetic motors or converters pro- 
vided with corresponding energizing-circuits, 
of line wires or conductors connecting the coils 
of the motors or converters, respectively, in 
geries with one terminal of each circuit of the 
generator, and a single return wire or con- 
ductor connecting the said conductors with 
the other terminals of the generator, as set 
forth. 


NIKOLA TESLA. 
Witnesses: 


Rost. F. GAYLORD, 
FRANK B. Hartley. 
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Jo all ‘wlio TE WU y concer: 

Be it:known:that:], NixoLa TESLa, a snb- 
ject of the Emperor:of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, 


§ now residing at New York, in the. county and. 


State: of New. ork, have invented ceriain new 
and useful Tmproyements i in Dynamo- Hlectric 


Machines,:of -which.the following is a specifi-. 


cation;sreference:. being had to the. drawings 
ro accoinpanying'and forming a part of the same. 
Tu certain patents granted to-Charles F, Peck 
and myself—notably in Patents No. 381,968 
and No,-382;280;-May 1, 1888—I have shown 
and described. a-planof constructing and oper- 
rg ating motors, transformers, and the like, by al- 
ternating: currents: conveyed, through two or 
more. independent. circuits from & generator 
having’ sueh relation to the motors or trans- 
formers “as: to produce therein a progressive 
20 moveientiof. the: smagnetic poles or lines of 
force. Inthe said applications the descrip- 
tious -and-illustrations of the generators were 
ecnfined-te-those ‘types of alternating current 
machine in-swhich the current generating coils 
25 are independent or-separate; bit L have found 
that the ordinary forms of continuous current 
dynaimos now in use may be readily and cheaply 
adapted ‘to my‘system, or utilized-both as eon- 
tingous and alternati ng current generators 
30 with but slight changes.iu their construction. 
The mode.of.effecting. this forms the substance 
of my: present: application. 
Generally. stated,:the plan pursued by-mein 
carrying-out:this:invention is as follows: On 
35 the shaft of a:giyen; generator, either in place 
of or in addition to the regular commutator, 
{ secure:as.many pairs. of insulated collecting- 
rings.as ‘therearecirenits to beformed. Now, 
it. will-be-understood. that: in the operation of 
40 any dynamo clectric gencrator the curronts iz 
the coils-in their movement through-the field 
of force: undergo.different phases—that i is to 
say, at different-positions of the coils:the cur- 
rents have. ‘certain,.directions and certain 
45 strengths—and thatin my'improved motors or 
transformers it is necessary that -the currents 
in the energizing-coils should undergo a cer- 
tain order of variations in strength and direc- 
tion.. Hence, the further step—viz, thé con- 
so nection between the induced or generating 
coils of the machine aad the contact-rings from 


ivtrep Sears 


‘electrical translating device. 


‘taining an armature with separate coils con- 


; points of maxima : 


BEST AVAILABLE COP 
PaTENT’ OFFICE. 


TESL or NEW: YORK, N. ‘y,, ASSIGNOR TO THE TESLA, | ELECTRIC” 
COMPANY, OF SAME PLACE. 


‘ | DYNAMO-ELEOTRIO MACHINE. 


le 4s, 


which the currents are to be taken offwill 
be determined solely by what order of varin-. 
tions of strength aud direction i inthe currents _ 
is desired for producing a given result in the 55 
This may beac- . 
complished in various ways; but in, the draw- 
ings I have given typical instances only of the 
best and most practicable waysof applying the 
invention to three of the best-known types of 60 
machines, in order to illustrate the principle 
and to enable any. one skilled in the art to ap- 
ply the invention in any other case or under 
any modified conditions which the circum- 
stances of particular cases may require. 
Figure 1 is a diagram illustrative of the. 
mode of applying the invention to the. well- 
koown type of elosed or continnous circuit 
machines. Fig. 2is a similar diagram con- 


65 


JO 
nected diametrically,. or what is generally 
called an ‘open-circuit’? machine. Fig. 3 is 
a diagram showing the application of the in- 
vention to a machine the armature-coils of 
which have a common joint. 

Referring to Fig. 1, let A represent one of my 
improved motors or transformers, which, for 
convenience, I shall designate a ‘‘converter,”’ 
which consists of an annular core, B, wound 
with four independent coils, C and D, those 
diametrically opposite being connected to- 
gether so as to co-operate in pairs in estab- 
lishing free poles in the ring, the tendeney of 
each pair being to fix the poles at ninety de- 
grees trom the other. “There may be an arnia- 
ture, E, within the ring, which is wound with 
coils.closed upen themselves. The object is 
to pass through coils © D currents of such 
relative strength and direction as to prodace 
& progressive shifting or movement of the 

magnetic effect aronnd the 
ring, and to thereby maintain a rotary move- .. 
ment of the armature. I therefore secure to. 
the shaft F of, the geherator four insulated | 
contact-rings, a bed, upon which I cause to 95 
bear the collecting- “brushes ¢ wb’ ¢' d’, connected | 
by wires G G H Hy respectively, . with the. 
terminals of coils C and BD. 

Assume, for sake ‘of illustration, that the 
coils DD are to receive.the maximum and 
coils C Cat the same instant the minimum 
current, so that ihe polar line may be midway 
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between the coils D D, the rings ab would 
therefore be connected to the continuous ar- 
mature-coil at its neutral points with respect 
to the field or the point corresponding with 
g that of the ordinary commutator. brushes, and 
between which exists the greatest difference 


of potential, while rings ¢ @ would be con-: 


nected to two poiuts in the coil, between which 
exists no difference of potential. The best-re- 
1o Suits will be obtained by making these con- 
‘nections at points. equidistant from. one an- 
other, as shown. ‘These connections are easi- 
est -mude by using wires L betweeu the‘riags 
and the loops or wires J, connecting the coil I 

5 to the segmehts of the commntator K. When 
the converters are made in this manner, it is 
evident that the phases of the currents in the 
seciions of the generator-coil will be repro- 
duced in the converter coils. For example, 


26. after turning through an are of ninety degrees: 


the conductors LL, which before conveyed 
the maximum current,. will receive the mini- 
mum. current by réason of the change in the 
position of their coils, and it is evident that 
25 for the same reason the current in said’ coils 
has gradaally fallen from the maximum to the 
minimum in passing through the arc of ninety 
degrees. In this special plan of connections 
the rotation of the magnetic poles-of the con- 
30 verter will be synchronous with that of the 
armature-coils of the generator; and the result 
will be the same, whether thé energizing-cir- 


cuits are derivations from a continuous arma- |. 


ture-coil or from independent coils, asin my 
35 previous devices. . 
I have shown in Fig. 1, in dotted lines, the 
brushes M M in their proper normal position. 
Jn practice these brushes may be removed 
from the commutator and the field of the gen- 
4e erator excited by an external source of cur- 
rent; or the brushes may be allowed to remain 
on the commutator and to take off a converted 
current do excite: the field, or to be used for 
other purposes. 
In 9 certain well-koown class of machines 
the armature contains a number of coils the 


4$ 


terminals of which connect to commutatory. 


segments, the.coils being connected across th 
armature in pairs. ‘This type of machine is 
§® represented in Fig. 2. In this machine each 
pair of coils goes through the same phases as 
the coils in some of the generators I have 
shown, and it is obviously only necessary to 


utilize them in pairs or sets to. operate one of 
55 my converters by extending the segments of 
' the commutators belonging to each pair of | 

coils and causing a coliecting-brush to bear on 


the continuous portion of each segment. In 
this: way two or more circuits may be taken 
60. off from the gencrator,.each including one or 
more pairs or sets ofcbils, as may be desired. 


“In Fig: 2 I'L represett'the armature-coils, 


TT the’ poles of the field-magnet, and F the 
shaft, carrying the commutators, which are ex- 


ciple of the invention. 
that io any case It is necessary only t6 add the 
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tended to form continuous portions a b ed. 6s 
The brushes bearing on the contiaucus por- 
tions for taking off the alternating currents 
are represented by a’ b’ cd’. The collecting- 
brashes, or those which may be used to take 
off the direct current, are designated by M M. 70 
Two pairs of the armature-coils and their 
commutators are shown in the figure as being 
utilized; but all may be atilized ic a similar 


-manner. 


There is another well-known type of ma- 75 
chine in which three or more coils, A’ B’ C, 


-on-the armature have a common joint, the 


free ends being connected to ‘the segments of @ 
commutator. This form of generator is illas- 
trated in Fig. 3.. In this case each terminal go 
of the generator is connected directly or in 
derivation to a continuous ring, abe, and col- 
lecting-broshes ¢ b’c’, bearing thereon,take off 
tor. . It is-préferable in this case to employ a 85 
motor or transformer with ‘three energizing- 
coils, A” B” CO’, placed symmetrically with 
those of thé generator, and the circuits from 
the latter are connected to the terminals of 


| the alternating currents that operate.the mo-. 


such coils either ‘directly—as when they are oo 
stationary—or by means of brushes e’ and con- 
‘tact-rings e. In this, as in the other cases, the 


ordinary-commutator may be used on the gen-: 

erator, and the current. taken from it, utilized: 

tor exciting the generator field-magnets or for 95 

other. purposes. . os 
‘These examples serve to illustrate the prin- 

It will be observed 


continuous contact. or collecting rings and to 100 
establish the connections between them and 
the appropriate coils. —— 

It-will be understood that this invention ia 
applicable to other types of machine—ag, for 
example, those by which the induced coils are 105 


stationary and the brushes and magnet re- 


volve; but the manner of its application is 


-obvious to one skilled in thé art. 


Having now described my invention, what I 
claim is— 7 
1. The combination, with.a converter hav- 


. ing independent energizing-coils, of a coutinu- 


ous or direct current dynamo or magaeto ma- 
chine, and intermediate-circuits permanently 
connected at suitable points to the induced or 115 
generating coilg of the generator, as herein set 
forth. . ; ; i 

2. The combination, with a converter pro- 


‘vided with independent energizing-cireuits, of © 


a continuous or direct current-generator pro- 120 
vided with continuous collecting - rings con- 


nected in derivation to the armature-coils to 


form the terminals of circuits corresponding 
to those of ‘the converter, as -herain set forth, 
; NIKOLA TESLA. 
‘Witnesses: . ; 
Rost. F. GAYLQRD, 
FRANK B. MURPHY. 
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To all whom it may concern: The bearings G for the armature-shaft are 

Beit known that I, NIKoLA TesLa,asubject | cast in the side bars, EF. The field-coils are 

ofthe Emperor of Austria, from Smiljan, Lika, | either wound on the pole-pieces or, preferably, 
border country of Austria-Hungary, now re- | wound on a form and then slipped on over the 55 

5 Siding at New York, in the county and State | ends of the pole-pieces. The lower part or 

of New York, have invented certain new and | castingissecured toasuitable base after being 

useful Improvementsin Dynamo-Electric Ma- | finished off. The armature K on its shaft is 

ehines and Motors, of which the following isa | then mounted in the bearings of the lower 
specification, reference being had to the draw- | casting and the other part of the frame placed 60 

fo ings accompanyivg and forming a part of the | in position, dowel-pins L or any other means 


same, being used to secure the two parts in proper 
This invention is an improvement in the | position. 
construction of dynamo or magneto electric In order to secure an easier fit I cast the side 


machines or motors, the improvement consist- | bars, E F, and end pieces, A. B, so that slots M 65 
15 ing in a novel form of frame and field-magnet | are formed when the two parts are put to- 
which renders the machine more solid and com- | gether. 


pact as a structure, which requires fewer parts, This machine possesses many advantages. 
and which involves less trouble and expense | For example, I magnetizethe cores alternately, 
in its manufacture. as indicated by the characters NS, and it will 7o 


20 The invention is applicable to generators } beseen that the magnetic circuit between the 
and motors generally, not only to those which | poles of each part of a casting is completed 
I have described in former patents, and which | through the solid iron side bars. The bear- 
have independent circuits adapted for use in | ings for the shaft are located at the neutral 
my patented alternating current system, but | points of the field,so that the armature-core is 75 
25 to other continuous or alternating current ma- | not affected by the magnetic condition of the 
chines, such as have heretofore been more gen- | field. 
erally used. My improvement is not restricted to the use 
In the drawings hereto annexed, which ilus- | of four pole-pieces, as it is evident that each 
trate my improvements, Figure 1 shows the | pole-piece could be divided or more than four 80 
30 machine in side elevation. Fig. 2isa vertical | formed by the shape of the casting. 
sectional view of the field-magnets and frame What I claim is— 
and an end view of the armature; and Fig. 3 1. A dynamo or magneto electric machine 
is a plan view of one of the parts of the frame | or motor the frame of which is built up of two 
and the armature, a portion of the latter being | castings, each consisting of end plates with 85 


35 cub away. pole-pieces extending inwardly therefrom and ~ 
I cast the field-magnets and frame in two | connecting side bars, as set forth. 
parts. These parts are identical in size and 2, A frame for generators or motors built up 


shape,and each consists of the solid plates or | of two superposed castings,each consisting ofa 
ends A B, from which project inwardly the | rectangular frame with pole-pieces extending 90 
yo cores C D and the side bars or bridge-pieces, | inwardly from its ends, as set forth. 
iF. The precise shape of these parts is 3. A frame and field-magnet for generators 
largely a matter of choice—that is to say, each | and motors built up of two rectangular cast- 
casting, as shown, forms an approximately- | ings having pole-pieces extending inwardly 
rectangular frame; but it may obviously be | from their ends, the faces of said pole-pieces 95 
45 more or less oval, round, or square without | being curved to afford clearance for the arma- 
departure fromthe invention. Ialso prefer to | ture and provided with energizing-coils, as set 
reduce the width of the side bars, E F, at the | forth. 
centerand toso proportion the parts that when | 
the frame is put together the spaces between Witnesses: 
50 the pole-pieces will be practically equal to the Rogt. F. GAYLORD», 
ares which the surfaces of the poles occupy. FRANK E. HARTLEY. 
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To all whom it may concern: ae 
. Be it known that I, Nrkoua TRs1.4, a sub- 
ject of the Emperor ofA nstria, from Smiljan, 
Lika, border country of Atistria-Hungary, now 
5 residing at New. York, in the county and State 
'- of New York, have invented certain new ahd 
aseful Improvements in ElectricGenerators, of 


which the following isa specification, reference 
being had’ to the'drawing accompanying and 
io forming-a:part of the same. ~ -—* a 
' My present invention relates, chiefly, to the 
alternating-current system invented _by-me 
. ‘and’ described in 
381,965 and 382,280, of May.1, 1888, in which 
15 the motors. ot transformers, or generally the 
” converters, are operated bya progressive shift- 
ing or movement of their magnetic poles pro-. 
duced by the co-operative action of independ- 
ent magnetizing-coils through which pass al- 
ternating currents in proper order and direc- 
tion. In my said system, as T have heretofore 
shown, employed a generator of alternating 
currents in which there were indépendent in- 
duced or generating coils corresponding to the 
25 energizing-coils of the converter, and the re- 
lations of the generator and. converters were 
' generally such that ‘the speed of rotation of 
the magnetic: poles of the converter equaled 
ihat of the armature of the generator. : 
To secure the greatest efficiency, it is neces- 
sary to run the machines at a high speed, and 
this is true not only of those generators and 
motors which are particularly adapted for use 
. in my.systeia, but of others. The ‘practica- 
35 bility of running at very high speeds, how- 
ever, particularly in the case of large genera- 
- tors, is limited by 
_ Beeking to avoid which I have devised various 


30 


planus for operating the system under efficient. 


40 conditions, although ranning the generator at 
® comparatively low rate of speed. 

’ My present invention consists of another 
way of accomplishing this result, which in 
certain respects presents many advantages. 

45 According to the invention, in lieu of driving 
the armature of the generator ata high rate 
of speed, I produce a rotation of the magnetic 
poles of onc clement of the generator and drive 
the other at a different speed, by which simi- 

$0 lar results are obtained to those secured by a: 
ranid rotation of one of the clements, 


prior patents, notably Nos.” 


mechanical conditions, in.’ 


to the diagram drawing hereto annéxed. 
The generator which supplies the current 
for operating thé motors or transformers con- 


annular core wound with four diametrically- 
-oppositecoils, EE’. Within thering is mounted 


nally with. two independent coils, F F’, the 


insulated contact or collecting rings, D D'GG’, 
on the ‘armature-shaft. Collecting-brushes @ 
@ g 9 bear upon thése rings, respectively, and 
convey the currents through thetwo independ- 
ent line-cirecuits MM’. In the main line there 
may be included one or more motors or trans- 
formers, or both. 
constructed in accordance with my invention 
-with independent coils or sets of coils J J’, in- 


‘These energizing-coils aré wound on a ring or 


| annular field or on pole-pieces thereon, and 


produce by the action of. the alternating enr- 
rents passing through them a. progressive 
shifting of the magnetism from pole to pole. 
The cylindrical armature H of the motor is 


form independent closed circuits. __ . 

if transformers be employed, I connect one 
set of the-primary coils, as NN, wound ona 
the other primary: coils, N’ N’, to the cironit 
M. The secondary coils K K’ may. then be 
utilized for running groups of incandescent 
lamps P P’, 

With the generator I employ an exciter. 
This consists of two poles, A A, of steel per- 
manently magnetized, or of iron excited by a 
battery or other generator of continuous cur- 


nal coils,C C’. One end of each of these coils 
is connected to the collecting-rings bc, respect- 
ively, while the other ends are both connected 
toa ring, a. Collecting-brushes J’ ¢ bear on 
the rings bc, respectively, and conductors I, 
L convey the currents therefrom through tho 
coils E and I of the generator. Lisa com- 
mon return-wire to brugh a’. Two independ- 
ent circuits are thus formed, one including 
coils Gof the exciter and EE of the generator, 


‘cluded, respectively, in the cirenits M M’. - 


rents,and a cylindrical armature-core mounted. 
on a shaft, B, and wound with two longitudi:. 


I shall describe this invention by reference . 


 8ists In this instance of ‘a subdivided ring or 


@ cylindrical armature-core wound Jongitudi- 


60. 


ends of which lead, respectively, totwopairsof - 


an 


5 


If motors be used, they are - 


75 


wound with two coils.at right angles, which — 


80 


ring or annular core, to one circuit, as M’, and - 


95 


the other coils C’ of the exciter and EY FY 


an 


10 


15 


y 
“9 


® 
uw 


3 


wa 


“40 


45 


_ ber of rotations per unit of time of the mag-; 
netic poies of the generator; hence the Speed 


50 


55 


60 


' -pdtes rotate. 
be similar to that produced by a generator the | 


5 


7 
2 


the generator. 
operation of the exciter produces a. progressive 
movement.of the magnetic poles of the annu- 
lar field-core of the generator, the shifting or 
rotary movement of. said poles being synch- 
ronous ‘with. the rotation of the exciter-arma. 
ture. Considering the operative conditions of 
a system thus established, it will be found that 
when the exciter is driven so.as to energize 


'. the field of the generator thé armature of the 


lattergif left free to turn, would rotate at a 
speed practically the same as that of the ex: 
citer. 
¥ of the generator-armature be closed upon 


_ themsélves or short-circuited, no currents, - at. 
. Teast. theoretically, will be 


generated in. the 
said armature-coils, In practice I -have ob- 
served the presence of slight currenta, the ex- 
istence of which js attributable to more or less 
pronounced fluctuations in the intensity of the 


magnetic poles of the generator-ring. “So, if. 


the armature-coils FF’ be plosed through the 
motor, the latter will not ‘be turned as long ag 


the movement of the generator-armature is 


synchronous with that of the exciter or of the. 


magueti¢c poles of its field... If, on the con- 
trary, the speed of the generator-armatuye ba 
in any way checked,so that. the shifting or.ro- 
tation of the poles of the field becomés rela- 
tively more rapid, currents will be induced in 
the armature-coils, This obviously. follows 
from the passiug’of the lines of force across 
the armature - conductors,- The greater..the 


speed of rotation of the magnetie poles rela- 


tively to that of the armature the more Tap- 
idly the currents developed in the coils of the 
latter will follow one another, and the more 
rapidly the motor will revolve. in response 
thereto, and this continues until the armatare- 


‘generator is stopped entirely, as by a brake, + 


when the motor, if properly constructed, runs 
at fhe same speed with which the magnetic 
poles of the generator rotate. - me 

' The effective strength of the currents devel- 


" oped in-the armature-coils of: the generator is 


dependent upon the strength of the currents 
‘energizing the generator and upon the num-- 


of the wotor-armatare will depend in all cases 
upon the relative speeds of the armature. of 
the ‘generator and of its maguetic poles, . For 


example, if the poles are turned two thousand | 
times per unit of time and fhe armature is’ 


tarned eight hundred, thé motor ‘will turn 
twelve hundred times, or nearly so. Very. 
slight differences of speed may be indicated by 
a delicately-balanced motor.- - CS , 
Let it now be assumed that power is applied 
to.the generator-armature to turn it in a di- 
rection opposite to that in which its magnetic 
In such case the result would. 


armature and field-magnets of which are ro- 
tated in opposite directions, and by reason of 


these conditions the motor-armattire will turn | or energizing coils: 


-by checking the speed.of 


If under such. conditions the. coils F. 


. magnetic poles or conversely, ~ a 
. It will-be understood from the above de- 


operatively associated: in the following man- 


BEST AVAILABLE Cop: 


390,721 


of [ata rate -of speed equal to the sun. of the 
It results from this that the | speeds of the armature and maguetic poles of 


the generator,'so that a comparatively low 
Bpeed of the generator-armature will produce 
a bigh speed in the motor. 

It will -be observed'in connection with this 
system that on. diminishing the resistance of 
the external circuit of the generator-armature 
@ motor or by add- 


ing translating Gevices in multiple arc in the 


. Secondary circuit or cirenits of the transformer 
‘the strength of the current in the armature- 


circuit is greatly increased. Thisis due to two 
causes: first, to the great differences in the 
speeds of the motor and. génerator, and, sec: 
ondly, to the fact that the apparatus follows 
the. analogy of a transformer, for, in.propor- 

tion as the resistance of the armature or sec- 

ondary circuits is reduced, the strength of the- 
cgrrents in the field ‘or primary circuits of the 
generator is increased and the currents in the - 
armature augmented correspondingly. . For’. 
similar reasons. the currents in the armature- 


7° 


75 


85. 


; : , go 
coils of the. generator increase ver7 rapidly”: : 
when the speed of the armature js reduced: 


when running in the same ‘direction as the :< 


scription that the generator-armature may be 


ran.in the direction of the shifting of the mag: 


netic poles, but more rapidly, and that in such 
case the speed of the ‘motor will be equal to 
the difference between tha two rates.;. 
In many applications to electrical conversion - 
and distribution this system es great 
advantages both in 
practicability. 
. What I claim is— ee 
1. The combination, with an alternating-car-. 
rent generator having independent energizing 
or field and independent induced or arma- 
ture coils, of an alternating - current exc:ter.. 
having - generating--or induced coils 
sponding to'and connected with the en gizing- 
coils of the generator, asset forth, 
- 2. In.an alternating-curreng generator, the. 
combination -of the elements named and co-- 
t 
ner: @ field-magnet wound with independent 


-coils each connected with‘a source of alternat- ~ 


ing currents, whereby the magnetic poles pro- 
daced by said- coils -will -be “progressively 
shifted or _ moved through the field, and an 
armature-core wound with independent cojls, . 


economy, efficiency, and .. 


corrée 1: 


95. 
£00 
tos’ | 


TO... 


15 


each ‘having. terminals from: which currents’ 


aré delivered to the independent external cir-. 
cuits. ; ne 


sisting of. the combination, with an alternat. 


‘ing - current generator_having independent 


energizing-coils and.an armature wound with 
independent induced evils,-of ai alternating- 
current exciter having inducéd~eoils corre- 
sponding toand connected with tho enor 
coils of the generator, and one or more electri: 
cal converters having independent inducing 
connected with the corre- 


ot 


8. The system of electrical distribution con- %: 


30 


390,721 
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Bponding atmature coils of the generator, as. having induced or generating coils correspoud- 
herein set forth. _ | ing to and connected with the energizing-coils 
4. Thecombination, with an alternating-cur- | of the generator, as.set forth. 
“rent generator having a fleld-magnet wound NIKOLA TESLA. 
5 with independent energizing -coils and an ‘Witnesses: 
armature adapted to be rotated within the Rost. F. GAYLORD, 
field produced by said magnet, of an exciter PARKER W. PaGeE. 
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REGULATOR FOR ALTERNATE-CURRENT MOTORS. 


SPHCIFICATION forming part of Letters Patent No, 390,820, dated October 9,1888, 


Application filed April 24, 1888, 


To att whom it may concern: 

Be it known that I, NrkoL_a TrsLa, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, now 
residing in New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Regulators for Alter- 
nating-Current Motors, of which the following 
is a specification, reference being had to the 

1o drawings accompanying and forming part of 
the same. 

My invention is an improvement in systems 
for the electric transmission of power; and it 
consists in a means of regulating thespeed and 

15 power of the motor or motors. The system for 

' use with which the invention is more particu- 
larly designed is one in which the motors, or 
what may be in certain cases their equiva- 
lents—the electrical transformers—havetwoor 

20 more independent energizing-circnits, which, 
receiving current from corresponding sources, 
act to set up a progressive movement orshift- 
ing of the magnetic poles of the motors; but 
the invention is also applicable to other pur- 

25 poses, aS will hereinafter appear. I employ 
the regulator for the purpose of varying the 
speed of these motors. 

The regulator proper consists of a form of 
converter or transformer with one element ¢a- 

30 pable of movement with respect to the other, 
whereby theinductiverelations may bealtered, 
either manually or automatically, for the pur- 
pose of varying the strength of the induced 
current. I prefer to construct this device in 

35 Such manner that the induced or secondary 
element may be movable with respect to the 
other; and the improvement, so far as relates 
merely to the construction of the device itself, 
consists, essentially, in the combination, with 

40 two opposite magnetic poles, of an armature 
wound with an insulated ecil and mounted on 
a shaft, whereby it may be turned to the de- 
sired extent within the field produced by the 
poles. The normal position of the core of the 

45 secondary element is thab in which it most 
completely closes the magnetic circuit between 
the poles of the primary element, and in this 
position its coil is in its most effective position 
tor the inductive action upon it of the primary 


50 coils; but by turning the movable core to 


either side the induced currents delivered by 


Serial No. 271,682. (Nomodéel.) 


its coil become weaker until, by a movement 
of the said core and coil through ninety de- 
grees, there will be no current delivered. 

The construction of this device, broadly, I 55 
do not claim as of my invention; but this, to- 
gether with the manner of applying and using 
the same, which forms the subject of my in- 
vention, I will now explain by reference to 
the accompanying drawings. 60 

Figure 1 is a view in side elevation of the 
regulator. Fig. 2 is a broken section on line 
eeofFig. 1. Fig. 3 isadiagram illustrating 
the preferred manner of applying the regu- 
lator to ordinary forms of motors, and Fig. 4 65 
isa similar diagram illustrating the applica- 
tion of the device to my improved alternating- 
eurrent motors. 

The regulator may be constructed in many 
ways to secure the desired result; bué in the 
best form of which I am now aware it isshown 
in Figs. 1 and 2, 

A represents a frame of iron, and I would 
here state that the plan which is now invari- 
ably followed of dividing up all iron cores 7 
which are subjected to the influence of alter- 
nating currents should be adopted in the eon- 
struction of this device. 

BB are the cores of the inducing or pri- 
mary coils C ©, said cores being integral with 8c 
or bolted to the frame A in any well-known 
way. 

Disashaft mounted in the side bars, D, 
and on which is secured a sectional iron core, 

Hi, wound with an induced or secondary coil, 8s 
F, the convolutions of which are parallel with 
the axis of the shaft. The ends of the core 
are rounded off, so as to fit closely in the space 
between the two poles and permit the core E 

to be turned. A handle, G, sceured to the go 
projecting end of the shaft D, is provided for 
this purpose. 

Any means may be employed for maintain- 
ing the core and secondary coil in any given 
position to which it is turned by the handle. g5 

The operation or effect of the device will be 
understood by reference to the diagrams illas- 
trating the manner of its application. 

In Fig. 5, lot MH represent an ordinary alter- 
nating-carrent generator, the fleld-magnets of 100 
which are excited by a suitable source of cur- 
rent, I. Let J designate an ordinary form of 
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electro-magnetic motor provided with an 
armature, K, commutator L, and field-mag- 
nets M. It is well known that such a motor, 
if its field-magnets’ cores be divided up into 
insulated sections, may be practically oper- 
ated by an alternating current; but in using 
my regulator with such a motor I include one 
element of the motor only—say the armature- 
coils—in the main circuit of the generator, 
making the connections through the brushes 


and the commutator in the usnal way. Ialso | 


include one of the elements of the regulator— 
say the stationary coils—in the same circuit, 
and in the circuit with the secondary or mov- 
able coil of the regulator I connect up the 
field-coils of the motor. I prefer to use flexi- 
ble conductors to make the connections from 
the secondary coil of the regulator, as I there- 
by avoid the use of sliding contacts or rings 
without interfering with the requisite move- 
ment of the core E. 

If the regulator be in its normal position,or 
that in which its magnetic circuit is most 
nearly closed, it delivers its maximum induced 
current, the phases of which so correspond 
with those of the primary current that the 
motor willrun as though both field and arma- 
ture were excited by the main current. 

To vary the speed of the motor to any rate 
between the minimum and maximum rates, 
the core E and coils F are turned in either di- 
rection to an extent which produces the de- 
sired result, for in its normal position the con- 
volutions of coil F embrace the maximum 
number of lines of force, all of which act with 
the same effect upon said coil; hence it will 
deliver its maximum current; but by turning 
the coil F out of its position of maximum ef- 
fect the number of lines of force embraced by 
itis diminished. The inductive effect is there- 
fore impaired, and the current delivered by 
coil F will continue to diminish in proportion 
to the angle at which the coil F is turned un- 
til, after passing through an angle of ninety 
degrees, the convolutions of the coil will be at 
right angles to those of coils C C, and the in- 
ductive effect reduced to a minimum. 

Incidentally to certain constructions, other 
causes may influence the variation in the 
strength of the induced currents. For exam- 
ple, in the present case it will be observed 
that.by the first movement of coil F a certain 
portion of its convolutions are carried beyond 
the line of the direct influence of the lines of 
force, and that the magnetic path or cireuit 
for said lines is impaired; hence the inductive 
effect would be reduced. Next, that after 
moving through a certain angle, which is ob- 
viously determined by the relative dimensions 
of the bobbin or coil F, diagonally-opposite 
portions of the coil will be simultaneously. in- 
cluded in the field, but in such positions that 
the lines which produce a current-impulse in 
one portion of the coil in a certain direction 


tion a corresponding impulse in the opposite 


| direction; hence portions of the current will 


neutralize one another. 

As before stated, the mechanical construc- 
tion of the device may be greatly varied; but 
the essential conditions of the invention will 
be fulfilled in any apparatus in which the 
movement of the elements with respect to one 
another effects the same results by varying the 
inductive relations of the two elements in a 
manner similar to that described. . 

It may also be stated that the core E is not. 
indispensable to the operation of the regula- 
tor; but its presence is obviously beneficial. 
This regulator, however, has another valuable 
property in its capability of reversing the mo- 
tor, for if the coil F be turned through a half 
revolution the position of its convolutions 
relatively to the two coils C C and the lines 
of force is reversed, and consequently the 
phases of the current will be reversed. This 
will produce a rotation of the motor in an op- 
posite direction. This form of regulator is 
also applied with great advantage to my sys- 
tem of utilizing alternating currents,in which 
the magnetic poles of the field of a motor are 
progressively shifted by means of the com- 
bined effects upon the field of magnetizing- 
coils included in independent circuits, through 
which pass alternating currents in proper or- 
der and relations to each other, 

Tn illustration, let P represent one of my 
generators having two independent coils, P’ 
and P’, on the armature, and T a diagram of 
a motor having two independent energizing- 
coils or sets of coils, R RY. One of the cir- 
cuits from the generator, as 8’ S’, includes one 
set, R’ R’, of the energizing-coils of the motor, 
while the other circuit, as SS, includes the 
primary coils of the regulator. The second- 
ary coil of the regulator includes the other 
coils, R R, of the motor. 

While the secondary coil of the regulator is 
in its normal position it produces its maxi- 
mum current, and the maximum rotary effect. 
is imparted to the motor; but this effect will 
be diminished in proportion to the angle at 
which the coil F of the regulator is turned. 
The motor will also be reversed by reversing 
the position of the coil with reference to the 
coils C C, and thereby reversing the phases of 
the current produced by the generator. This 
changes the direction of the movement of the 
shifting poles which the armature follows. 

One of the main advantages of this plan of 
regulation is its economy of power. When 
the induced coil is generating its maximum 
current, the maximum amount of energy in the 
primary coils is absorbed; but as the induced - 
coil is turned from its normal position the 
self-induction of the primary coils reduces the 
expenditure of energy and saves power. 

Itis obvious that in practice either coils C 
C or coil F may be used as primary or second- 


65 will produce in the diagonally-opposite por- | ary, and it is well understood that their rela- 
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tive proportions may be varied to produce 
any desired difference or similarity in the in- 
ducing and induced eurrents. 

‘Tam aware that it is not new to vary the 
secondary current of an induction-coil by mov- 
ing one coil with respect to the other, and 
thereby varying the inductive relations nor- 
mally existing between the two. This I do 
not claim. 

What I claim is— 


1. The combination, with a motor having in- | 


dependent energizing-circuits, of an alternat- 


ing-current regulator, consisting, essentially, 


of inducing and induced eoils movable with 
respect to one another, whereby the strength 
of the induced currents may be varied, the in- 
duced coils being included in and adapted to 
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supply the current for one of the motor-cir- 
cuits, as set forth. 

2, The combination, with a motor adapted 
to be run or operated by alternating currents 
and provided with independent energizing- 
coils, ofa regulator Gonsisting. of stationary 
inducing-coils and an induced coil capable of 
being rotated, whereby if may be turned to a 
greater orless angieto the primary coils, or its 
position with respect thereto reversed, the in- 
duced coil cr coils being ineluded in and 
adapted to supply the current for one of the 
motor-circuits, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Rost. F. GAYLORD, 
Franx B. Murpny. 
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To all whom it may concern: 

Be it known that I, NIKOLA ‘TESLA, of. Smil- 
jan, Lika, Border Country of Austria-Hun- 
gary, have invented an Improvement in Ther- 

5 mo-Magnetic Motors, of which the following 
is a specification. 

It is well known that heat applied to a mag- 
netized body -will lessen the magnetism, and 
if the temperature is raised sufficientl y the 
magnetism will-be neutralized or destroyed. - 

In my present invention I obtain mechan- 
ical ‘power by a reciprocating action resultin g 
from the joint operations of heat, magnetism, 
and a spring or weight or other force_—that, is 
to say, I subject a body magnetized by in- 
duction or otherwise to the action of heat un- 
til the magnetism is sufficiently neutralized 
to allow a weight or spring to give motion to 
the body and lessen the action of the heat, so 
that the magnetism may be sufficiently re- 
stored to move the body in the opposite di- 
rection, and again subject the same to thede- 
magnetizing of the heat. _ 

Th carrying out my, invention I am able to 
make use of either an electro-magnet.or a per- 
manent magnet, and I preferably direct: the 
_ heat against a body that is magnetized by in- 
duction, rather than direct] y against # perma- 
nent magnet, thereby avoiding the loss of mag- 
netism that might result in the permanent 
magnet by the action. of heat. ‘Ialso provide 
for lessening the volume of the heat or for in- 
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tercepting the same during that portion of the 


reciprocation in which the cooling action 
takes place. 

In the drawings T have represented by dia- 
grams some of the numerous arrangements 
that may be made use of in earrying ont my 
invention. In all of these ‘figures the mag- 
40 net-poles are markeil N 8, the armature A, the 

sBunsen burner or other souree of heat II, the 

axisof motion M,and the spring or the equiva- 
lent thereof—namely,a weight—is marked W. 

In Figure 1 the permanent magnet N iscon- 

45 nected with a frame, F, supporting the axis 
M, from which the arm .P hangs, and at the 


35 


lower end of which the armature A is SUDp- | 


ported. The stops 2 and 8 limit the extentof 
motion, and the spring W tends to draw the 
5° armature. A away from the magnet N. It is 
now to. be understood that the magnetism 


of-N is.sufficient to overcome thé spring W 
and draw the armature A toward the magnet 
N. The heat acting upon the armature A 
neutralizes its induced magnetism sufficiently 
for the spring W to draw the armature A 
away from the magnet N and also from the 
heat at-H. The armature now cools, and the 


attraction of the magnet N overcomes the’ 


spring W and draws the armature A back 
again above the burner II,so that the.same is 
again heated’ and the operations are re- 
peated. The reciprocating myements thus 
obtained are employed as a source of me- 
chanical power in any desired nanner. Usu- 
ally a connecting-rod: to a crank. upon a fly- 


‘wheel shaft will be made use of, as indicated - 


in Fig. 10; but I do not 
respect. — : ; 

Vig. 2 represents the same parts as before 
described; but an electro-magnet is iHustrated 
in place of a permanent magnet. The opera- 
tions, however, are the same. ; 

In Fig. 3 I have shown the same parts as 
in Figs. 1 and 2, only they are differently ar- 
ranged. The armature A, instead of swing- 
ing, i8 stationary and held by an arm, P’, and 
the core NS of the electro-magnet: is made to 
swing within the helix Q, the said core being 
suspended by the arm P from the pivot M. 
Ashield, R, is connected with the magnet-core 
and swings therewith, so that after the heat 
has demagnetized the armature A to such 
an extent that the spring W draivs the core 
NS away from the-armature A the shield R 
comes between the flame Il and armature A, 
thereby intercepting the action of the heat 
and allowing the armature to cool, so that the 


limit myself ‘in this 


“magnetism, again preponderating, causes the 


movement of the core N S toward the arma- 
ture A and the removal of the shield R from 
above the flame, so that the heat again acts 
to lessen or neutralize the magnetism. A 
rotary or other movement may be obtained 
from this reciprocation. . 

__ Fig. 4 corresponds in every respect with 


Fig. 3, except that a permanent horseshoe- 


magnet, N $, is represented as taking the 
place of the electro-magnet in said Fig. 3. 

In Fig. 5 I have shown a helix, Q, with an 
armature adapted to swing toward or from 
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assume the form of a solenoid-core, there be- 
ing no permanent core within the helix... 

- Fig. 6 is an ond. view, and Fig. 7 a plan 
view, illustrating my improvemont as applied 
to a swinging armature, A, and a stationary 
permanent magnet, NS. Tn this instance T 
apply the heat to an auxiliary armature or 
keeper, T, which isadjacenttoand preferably 
in direct contact with the magnet. This 
armature Tyin the form of a plate of sheet- 
iron, extends across from one pole to the other 
and is of sufficient sectionto practically form 


‘a keeper for. the magnet, so that: when this 
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’ ment shown in Fig. 6 has the advantages that. | 
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armature To is cool nearly all. the lines of 
force pass over the same and very little free 
magnetism is exhibited. ‘Then the armature 
A, which swings freely on the pivots M in 
front of the poles N 4, is very little attracted 
and the spring s pulls the same away. from 
the poles into the ‘position indicated in the 
drawings. The heat. is directed upon the iron 
plate ‘T at. some distance from the magnet, so 


aus to allow. the magnet to be kept compara-. 


tively cool, This heat isapplied beneath the 
plate by means of the burners H, and there is 
2 connection from the armature A or its pivot 
to the gas-cock 6 or other device for regulat- 
ing the heat. The heat acting upon the mid- 
dle portion of the plate T, the magnetic con- 
ductivity of the heated portion is diminished 
or destroyed, and a great number of the lines 


of force. are deflected over.the armature A, 


which is now powerfully attracted and. drawn 
into line, or nearly so, with the poles NS. In 
so doing the cock 6 is nearly closed and the 
plate T cools, the lines of force are again de- 
flected over the same, the attraction exerted 
upon the armature A is diminished, and the 
spring W pulls the same away from the mag- 
net into the position shown by full lines, and 
the operations are repeated. The arrange- 


the magnet and armature are kept cool and 
the strength of the permanent magnet is bet- 


ter preserved, as the magnetic circuit is con- | 


stantly closed. 
In the plan view, Fig. 8,1 have shown a 


permanent magnet and keeper-plate, ‘I, simi-. 


lar to those in. Figs. 6 and 7, with the burn- 
ers H for the gas beneath the same; but the 
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iron core in the helix, or the armature may 


armature is pivoted at one end to one pole of 
the magnet and the other end swings toward 
and from the other pole of the magnet. The 
apring W acts against a lever-arm that pro- 


jeets from the armature,and the supply of 


heat has to be partly cut off by a connection 
to the swinging armature, so as to lessen the 


| heat. acting upon the keeper-plate when the 


armature A has been attracted, 
Fig. 9 is similar to Tig. 8, except that the 

keeper" is not made use of and the arma- 

ture itself swings into and out of the range 


of the intense action of the heat from the 


burner If. 

Vig. 10is « diagram similar to Fig. 1, except: 
that in place of using a spring and stops the 
armature is shown as connected by a link, 12, 
to the crank 13 of a fly-wheel, so that, the fly- 
wheel will be revolved as rapidly as the arma- 
ture can be heated and cooled to the neces- 
sary extent. A spring may be used in addi- 
tion, as in Fig. 1. - : 
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In Fig. 11 the two armatures A A are cone - 


nected by a link, so that one will be heating 
while the other is cooling, and the attraction 
exerted. to move the cooled armature is 
availed of to draw away the heated armature 
instead of using a spring. 

I have shown in the drawings several ways 
of carrying out my invention; but said in- 
vention isnot limited by any. particular form, 
arrangement, or construction of deviees. 

I claim as my invention— 

I. The combination, with a swinging body 
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under the influence of magnetism, of a burner © 


or other source of heat acting to vary the 
magnetism, and a spring or other power to 
move the swinging body in the opposite di- 
rection to the action of the magnetism, sub- 
stantially as set forth. 

2, The combination, with two or morearima- 
tures connected to each other, of magnets to 
influence such armatures, and burners of 
other sourees of heat to vary the magnetic 
action and cause the armatures to move, sub-, 
stantially as set forth. 7 

Signed by me this 29th day of March, 1886. 

NIKOLA ‘TESLA. . 
. Witnesses: 
Gro. T. PINCKNEY, 
WALLACE IL. SERRELL. 
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NIKOLA TESLA, OF NEW YORK, N. 


Y. 
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To all whon. it nay concern: 
Be it known that I, NIKOLA TESLA, a sub- 
ject of the Emperor of Austria, from Smiljan, 


residing at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Methods of Operating 
Electro-Magnetic Motors, of which the follow- 
ing is a specification, reference being had to 
the drawings accompanying and forming a 
part of the same, 

As is well known, certain forms of alternat- 
ing-current machines have the property, when 
connected in -cireuit with an alternating-cur- 


rent generator, of ranning as a motor in syn- | 


chronism therewith; but,while the alternating 
eurrent will run the motor after it has attained 
arate of speed synchronous with that of the 
generator, it will not start it. 


nizing-motors,” as they are termed, have been 
run some means have been adopted to bring 


nations produced per revolution of the gener- 
ator. Its actual speed, therefore, may be faster 


‘or slower than that of the generator; but itis 
Lika, border country of Austria-Hungary, and : 


Henee, in all | 
instances heretofore where these “synchro- | 


the motors up to synchronism with the gen- | 


erator, or approximately so, before the alter- 


nating current of the generator is applied to | 


drive them. In some instances mechanical 


appliances have been utilized for this pur- | 


pose. Inothersspecial and complicated forms 
of motor have been constructed. I have dis- 
covered a much more simple method or plan 
of operating svnehronizing-motors, which re- 


quires practically no other apparatus than | 


the motor itself. In other words, by # cer- 
tain change in the circuit-connections of the 
motor I eonvert it at will from a double-cir- 
cuit motor, or stich as I have described in 
prior patents and applications, and which will 
start under the action of an alternating cur- 
rent into a synchronizing-motor, or one which 
will be run by the generator onty when it has 
reached a certain speed of rotation synchro- 
nons with that of the generator. 
manner Iam enabled to very greatly extend 
the applications of my system and to secure 
all the advantages of both forms of alternat- 
ing-current motor. 

The expression “synchronous with that of 
the generator,” is used herein in its ordinary 
acceptation—that is to say, a motor is said to 
synchronize with the generator when it pre- 
serves a certain relative speed determined by 
its number of poles and the number of alter- 


In this | 


said to be synchronousso long as it preserves 
the same relative speed. 

In carrying out my invention IT construct a 
motor which has a strong tendency to synch- 
ronism with the generator. The construe- 
tion which I prefer for this is that in which 
the armature is provided with polar projec- 
tions. The field-magnets are wound with two 
sets of coils, the terminals of which are con- 
nected to a switch mechanism, by ineans of 
which the line-current may be carried directly 
through the said coils or indirectly through 
paths by which its phases are modified. To 
start such a motor, the switchis turned onto 
a set of contacts which includes in one motor- 
cireuit a dead resistance, in the other an in- 
ductive resistance, and, the two cireuits being 
in derivation, it is obvious that the difference 
in phase of the eurrent in such cireuits will 
set up a rotation of the motor. When the 
speed of the motor has thus been brought to 
the desired rate, the switch is shifted to throw 
the main current directly through the motor- 
circuits, and although the currents in both 
circuits will now be of the same phase the 
motor will continue to revolve, becoming a 
true synchronous motor. To secure greater 
efficiency, I wind thearmature or its polar pro- 
jections with coils closed on themselves. 
There are various modifications and impor- 
tant features of this method or plan; but the 
main principle of the invention will be under- 
stood from the foregoing. 

In the drawings, to which I now refer, I 
have illustrated by the diagrams the general 
features of construction and operation which 
distinguish iry invention, Figure 1 being 
drawn to illustrate. the details of the plan 
above set forth, and Figs. 2 and 8 modifica- 
tions of the same. 

Referring to ig. 1, let A designate the field- 
magnets of a motor, the polar projections of 
which are wound with coils B C ineluded in 
independent circuits, and D the armature 
with polar projections wound with coils E 
closed upon themselves, the motor in these 
respects being similar in construction to those 
deseribed in my patent, No. 382,279, dated 
May 1, 1888, but having, by reason of the 
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polar projections on the armature-core or 
other similar and well-known features, the 
properties of a synchronizing-motor. 

LL’ represent the conductors of a line from 
an alternating-current generator G. 

Near the motor is placed a switch the ac- 
tion of which is that of the one shown in the 
drawings, which is constructed as follows: F 
F’ are two conducting plates or arms, pivoted 
at their ends and connected by an insulating 
cross-bar, H, so as to be shifted in parallel- 
ism. In. the path of the bars F F’ is the con- 
tact 2, which forms one terminal of the cir- 
cuit through coils C, and the contact 4, which 
is one terminal of the circuit through coils B. 
The opposite end of the wire of coils C is con- 
nected to the wire L or bar F’, and the corre- 
sponding end of coils B is connected to wire 
L’ and bar F; hence if the bars be shifted so 
as to bear on contacts 2 and. 4 both sets. of 
coils B C will be included in the circuit L L’ 
in multiple arc or derivation. In the path of 
the levers F EF’ are two other contact-termi- 
nals, 1 and 8. The contact 1 is connected to 
contact 2 through.an artificial resistance, I, 
and contact 3 with contact 4 through a self- 
induction coil, J, so that when the switch-le- 
vers are shifted onto the points 1 and 3 the 
circuits of coils B and C will be connected in 
multiple are or derivation to the cireuit L L’, 
and will include the resistance and. self-in- 
duction coil, respectively. A third position 
of the switch is that in which the levers F and 
F’ are shifted out of contact with both sets of 
points. In this case the motor is entirely out 
of circuit. 

The purpose and manner of operating the 
motor by these devices are as follows: The 
normal position of the switch, the motor be- 
ing out of circuit, is off the contact-points. 
Assuming the generator to be running, and 
that itis desired to start the motor, the switch 
is shifted until its levers rest upon points 1 
and 3. The two motor-cireuits are thus con- 
nected with the generator-circuit; but by rea- 
son of the presence of the resistance I in one 
and the self-induction coil J in the other the 
coincidence of the phases of the current is 
disturbed sufficiently to produce a progression 
of the poles, which starts the motor in rota- 
tion. When the speed of the motor has run 
up to synchronism with the generator, or ap- 
pr oximately so, the switch is shifted ov er onto 
the points 2 and 4, thus cutting out the coils 
I and J, so that the currents in both cireuits 
have the same phase; but the motor now runs 
as a synchronous motor, which is well known 
to be a very desirable and efficient means of 


’ converting and transmitting power. 
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It will be understood thats when brought up 
to speed the motor will run with only one of 
the circuits B or C connected with the main 

or generator circuit, or the two circuits may 
be “connected in series. This latter plan is 


preferable when a current having a high 
number of alternations per unit of time i is em- 
ployed to drive the motor. 


In such case the 
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starting of the motor is more difficult and the 
dead and inductive resistances must take up a 
considerable proportion of the electro-motive 
force of the circuits. Generally Iso adjust the 
conditions that the electro-motive force used 
in each of the motor-cireuits is that which is 
required to operate the motor when its cir- 
cuits are in series. The plan which I follow 
in this case is illustrated in Fig. 2. In this 
diagram the motor has twelve poles and the 
armature has polar projections D wound with 
closed coils E. The switch used is of sub- 
stantially the same construction as that 
shown intheprevious figure. Thereare, how- 
ever, five contacts, which I- have designated 
by the figures 5, 6,7,8,and 9. The motor-cir- 
cuits B C, which include alternate field-coils, 
are connected to the terminals in the follow- 
ing order: One end of circuit C is connected 
to contact 9 and to contact 5 through a dead 
resistance, I. One terminal of circuit B is 
connected to contact 7 and to contact 6 
through a self-induction coil, J. The oppo- 
site terminals of both circuits are connected 
to contact 8. 

One of the levers, as F, of the switch is made 
with an extension, f, or otherwise, so as to 
cover both contacts 5 and 6 when shifted into 
the position to start the motor. It will be ob- 
served that when in this position and with 
lever F’ on contact 8 the current divides be- 
tween the two circuits B C, which from their 
difference in electrical character produce a 
progression of the poles that starts the motor 
in rotation. When the motor has attained 
the proper speed, the switch is shifted so that 
the levers cover the contacts 7 and 9, thereby 
connecting circuits B and C in series. I have 
found that by this disposition the motor is 
maintained in rotation in synchronism with 
the generator. This principle of operation, 
which consists in converting by a change of 
connections or otherwise a double-cireuit mo- 
tor or one operating by a progressive shifting 
of the poles into an ordinary synchronizing. 
motor may be carried out in many other 
ways. For instance, instead of using the switch 
shown in the previous figures, i. may use a 
temporary ground-circuit between the gen- 
erator and motor, in order to start the motor, 
in substantially the manner indicated in Fig. 3. 
Let Gin this figure represent an ordinar 'y 
alternating-current generator with, say, two 
poles, M MW, and an armature wound with 
two coils, N N’, at right angles and connected 
in series. The motor has, for example, four 
poles wound with coils B C, which are con- 
nected in series and an armature with polar 
projections D wound with closed coils E E. 
From the common joint or union between the 
two circuits of both the generator and the 
motor an earth - connection is established, 
while the terminals or ends of the said circuits 
are connected to the line. Assuming that 
the motor is a synchronizing-motor or one 
that has the capability of running in synch- 
ronism with the generator, but not of start- 
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ing, it may be started by the above-described 
apparatus by closing the ground-connection 
from both generator and inotor. - The system 
thus becomes one with a two-cireuit genera- 
tor and motor, the ground forming a common 
return for the currents in the two cireuits L 
and L’. When by this arrangement of sir- 
enits the motor is brought to speed, the 
ground-connection is broken between the mo- 
tor or generator, or both, and ground, switches 
P P’ being employed for this purpose. The 
motor then runs as a synchronizing-motor. 
In describing those features which consti- 
tute my invention [have omitted ilustrations 
of the apphances used in conjunction with 


the electrical devices of similar systems— | 
such, for mstanee, as driving-belts, fixed and: 


loose pulleys for the motor, and the like; but 
these are matters well understood. 
In describing my invention by reference to 


specific constructions I do not wish to be un- | 


derstood as limiting myself to the construc 
tions shown; and in explanation of my in- 
tent in this respect I would say that I may in 
such forms of apparatus as I have shown in 
Figs. 1 and 2 include the dead resistance and 
self-induction coil in either circuit, or use 


only a. dead resistance or a self-induetion | 


coil, as in the various ways shown in my ap- 
plication, No. 293,052, filed December &, 1888. 
I may also use any form of switch, whether 
manual or automatic, that will by its manipu- 


lation or operation effect the required change | 


of connections, and in order to seeure the 
necessary difference of phase in the two mo- 


tor-cireuits on starting I may employ any of | 


the known means for this purpose. 


tro-magnetie motors by alternating eurrents 


in any of the ways herein suggested or de- | 


scribed—that is to say, by producing a pro- 
gressive movement or rotation of. their poles 
or points of greatest magnetic attraction by 
the alternating currents until they have 
yeached a given speed, and then by the same 
currents producing a simple alternation of 


their poles, or, in other words, by a change in | 


the order or character of the circuit-connec- 
tions to convert a motor operating on one 
principle to one operating on another, for the 
purpose deseribed. 


i 


T do not claim herein of itself the method 
of or apparatus for operating a motor which 
forms a part of this invention and whieh in- 
volves the principle of varying or modifying 
the currents passing through the energizing- 
cireuits, so as to produce between such cur- 
rents a difference of phase, as these matters 
are described and claimed by me in other ap- 
plications, but with the object of securing, 
broadly, the method as a whole which I have 
herein set forth. 

What I claim is— 

1. The method of operating an alternating- 
current motor herein described by first pro- 
gressively shifting or rotating its poles or 
points of greatest attraction and then, when 
the motor has attained a given speed, alter- 
nating the said poles, as deseribed. 

2. The method of operating an electro-mag- 
netic motor herein deseribed, which consists 
in passing through independent cnergizing- 
circuits of the motor alternating currents dit- 
fering in phase and then, when the motor has 
attained a given speed, alternating currents 
coinciding in phase, as described. 

3. The method of operating an electro-mag- 
netic motor herein described, which consists 
in starting the motor by passing alternating 
currents differing in phase through independ- 
ent energizing-circuits and then, when the mo- 
tor has attained a given speed, joining the en- 
ergizing-circuits in series and passing an al- 
ternating current through the same. 

4. The method of operating a synchroniz- 
ing-motor, which consists in passing an alter- 
nating current through independent energiz- 


| ing-circuits of the motor and introducing into 
I believe that I ain the first to operate elec- | 


such circuits a resistance and self-induction 
coil, whereby a difference of phase between 
the currents in the circuits will be obtained, 
and then, when the speed of the motor synch- 
ronizes with that of the generator, with- 
drawing the resistance and. self-induction 
coil, as set forth. 


NIIOLA TESTA, 
Witnesses: 


GEO. M. Monro, 
Wa. TJ. Lemon. 
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To ali whonr it may concern: 

Be it known that I, Nrxouta Tusa, from 
Smiljan, Lika, border country of Austria- 
Hungary, a subject of the Emperor of Aus- 

5 tria, residing at New York, in the county and 
State of New York, have invented certain 
new and useful Improvements in Electro- 
Magnetic Motors, of which the following is a 
specification, reference being had tothe draw- 

ro ings accompanying and forming a partof the 
same. 

Tn order to define more clearly the relations 
which the motor forming the subject of my 
present application bears to others of the 

5. class to which it pertains, I will recapitulate 
briefly the forms of alternating-current mo- 
tors invented by me and described more in 
detail in my prior patents and applications. 
Of these there are two principal types or 

20 forms: first, those containing two or more en- 
ergizing-circuits through which are caused to 
pass alternating currents differing from one 
another in phase to an extent sufficient to 
produce a continuous progression or shifting 

25 of the poles or points of greatest magnetic ef- 
fect, in obedience to which the movable ele- 
ment of the motor is maintained in rotation; 
second, those containing poles or parts of dif- 
ferent magnetic susceptibility, which under 

30 the energizing influence of the same current or 
two currents coinciding in phase will exhibit 
differences in their magnetic periods or 
phases. In the firstclass of motors the torque 


is due to the magnétism established in dif-. 


35 ferent portions of the motor by currents from 
the same or from independent sources, and 
exhibiting time differences in phase. In the 
second class the torque results from the en- 
ergizing effects of a current upon. parts of 

40 the motor which differ.in magnetic suscepti- 
bility—in other words, parts which respond to 
the same relative degree to the action of a 
current, not simultaneously, but after dif- 
ferent intervals of time.. In my present in- 

45 vention, however, the torque, instead of being 
solely the result of a time difference in the 
magnetic periods or phases of the poles or at- 
tractive parts to whatever cause due, is pro- 
duced by an angular displacement of the 


50 parts which, though movable with respect to 


one another, are magnetized simultaneously, 
or approximately so, by the same currents. 
This principle of operation I have embodied 
practically in a motor in which I obtain the 
necessary angular displacement between the 55 
points of greatest magnetic attraction in the 
two elements of the motor--the armature and 
field—by the direction of the lamination of the 
magnetic cores of said elements, and the best 
means of accomplishing this result of which 60 
Iam at present aware Ihave shown in the 
accompanying drawings. . 

Figure 1 is a side view of the motor with a 
portion of its armature-core exposed. Fig. 2 
is an end or edge view of the same. Fig. 3is 65 
a central cross-section of the same, the arma- 
ture being shown mainly in elevation. 

Let A A designate two plates built up of 
thin sections or laminse of soft iron insulated 
more or: less from one another and held to- 70 
gether by bolts a or any other suitable means 
and secured to a base B. The inner faces of 
these plates contain recesses or grooves in 
which a coil or coils D are secured obliquely to 
the direction of the laminations. Within 75 
the coils D is a disk E, preferably composed 
of a spirally-wound iron wire or ribbon or a 
series of concentric rings and mounted on a 
shaft F', having bearings in the plates A A. 
Such a device when acted upon by an alter- 80 
nating current is capable of rotation and con- 
stitutes a motor, the operation of which I ex- 
plain in the following manner: A current or 
current-impulse traversing the coils D tends 
to magnetize the cores A A and E, all of 85 
which are within the influence of the mag- 
netic field of the coils. The poles thus es- 
tablished would naturally lie in the same line 
at right angles to the coils D, but in the plates 
A they are deflected by reason of the diree- 90 
tion of the laminations andappear at or near 
the extremities of said plates. In the disk, 
however, where these conditions are not pres- 
ent, the poles or points of greatest attraction 
are on @ line ab right angles to the plane of 95 
the coils; hence there will be a torque estab- 
lished by this angular displacement of the 
poles or magnetic lines, which starts the disk 
in rotation, the magnetic lines of thearmature 
and field tending toward a position of paral- 100 


Io 


TS 


40 


45 


lelism. This rotation is continued and main- 
tained by the reversals of the eurrent in coils 
D_ D, which change alternately the polarity 
of the field-cores A A. This rotary tendency 
or effect will be greatly increased by winding 
the disk with conductors G, closed upon them- 
selves and having a radial direction, whereby 
the magnetie intensity of the poles of the 
disk will be greatly increased by the energiz- 
ing effect of the currents induced in the coils 
G by the alternating currents in coils D. The 
plan of winding and the principle of opera- 
tion have been fully explained in my patent, 
No. 382,279, of May 1, 1888. 

The cores of the disk and field may or may 
not be of different magnetic susceptibility— 
that is to say, they may both be of the same 
kind of iron,so as to be magnetized at ap- 
proximately the same instant by the coils D; 
or one may be of soft iron and the other of 
hard,in order that a certain time may elapse 
between the periods of their magnetization. 
In either case rotation will be produced; but 
unless the disk is provided with the closed 
energizing-coils it is desirable that the above- 
described difference of magnetic suscepti- 
bility be utilized to assist in its rotation. 

The cores of the field and armature may be 
made in various ways, as will be well under- 
stood, it being only requisite that the lamina- 
tions in cach be in such direction as to secure 
the necessary angular displacement of the 
points of greatest attraction. Moreover, since 
the disk may be considered as made up of an 
infinite number of radial arms, it is obvious 
that what is true of a disk holds, under well- 
understood conditions, for many other forms 
of armature, and my invention in this respect 
is in no sense limited to the specific form of 
armature shown. 

It will be understood that the specifie ways 
of carrying out this invention are almost with- 
out number, and that, therefore, I do not limit 
myself to the precise form of motor which I 
have herein shown. 

T believe that I am the first to produce ro- 
tation of an armature, at least such as could 
be utilized for any general or practicable pur- 
poses, by means of an alternating current pass- 
ing through a single coil or several coils act- 
ing as one, and which have a direct magnet- 
izing effect upon the cores of both armature 
and field, and this I claim in its broadest sense. 

T further believe that I am the first to im- 
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part directly, by means of an alternating cur- 
rent, magnetism to the cores of the two ele- 
ments of a motor, and by the direction of the 
lamination of one or both of the same to pro- 
duce an angular displacement of the poles o 
lines of magnetic force of the cores, respect- 
ively. 

What I therefore claim is— 

1. An electro-magnetic motor consisting of 
a field-magnet, a rotary armature, and a sin- 
gle coil adapted to be connected to a souree 
of alternating currents and to impart magnet- 
ism to both the armature and the field-magnet 
with angular displacement of the maximum 
points, as set forth. ; 

2. Tn an electro-magnetic motor, the eombi- 
nation, with a coil adapted to be connected 
with a source of alternating currents, of a 
field-magnet and rotary armature the cores 
of which are in such relation to the coil as 
to be energized thereby and subdivided or 
laminated in such manner as to produce an 
angular displacement of their poles or the 
magnetic lines therein, as set forth. 

3. In an electro-magnetic motor, the combi- 
nation, with a coil adapted to be connected 
with a source of alternating currents, of feld- 
magnets with laminations lying obliquely to 
the plane of said coil and a civeular or disk 
armature mounted to rotate between the field- 
magnets, both field and armature being under 
the magnetizing influence of the coil, as set 
forth. 

4. In an electro-magnetic motor, the combi- 
nation, with a coil adapted to be connected 


with a source of alternating currents, of field-. 


magnets with laminations lying obliquely to 
the plane of the coil and a circular or disk 
armature with spiral or concentric lamina- 
tions mounted between the field-magnets, both 
field and armature being under the magnet- 
izing influence of the coil, as set forth. 

5. In an electro-magnetic motor, the combi- 
nation, with a coiladapted to be connected to 
a source of alternating currents, of a field- 
magnet and a rotary armature with closed 
coils thereon, both the field and the armature 
being under the magnetizing influence of said 
coil and laminated to produce an angular dis- 
placement of the poles of the two cores. 

NIKOLA TESLA. 

Witnesses: 

EEpWaARD 'T. EVANS, 
GEORGE N. Monro. 
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fo all whom tt may concern: In carrying out my present invention I con- 
Be it known that J, NrkoLa TESLA, a sub- | struct a generator with two coils or sets of 
ject of the Emperor of Austria, from Smiljan, | coils and a motor with corresponding energiz- 
Lika, border country of Austria-Hungary, re- | ing coils. or sets of coils. By means of two 55 
s siding at New York, in the county and State | line-wires one terminal of each generator-coil 
of New York, have invented certain new and | or set of coils is connected to one terminal of 
useful Improvements in Methods of Electrical | its corresponding motor-coil or set of coils, 
Power Transmission, of which the following | while the opposite terminals of the generator- 
is a specification, reference being had to the'| coils are joined together and likewise those of 60 
ro drawing accompanying and forming a part | the motor. — 
of the same. To start the motor I establish temporarily 
This application is for a specific method of | an electrical connection between the points of 
transmitting power electrically, shown and | connection between the coils in the generator 
described in, and covered broadly by the | and those in the motor, so that the system 65 
15 claims of, an application filed by me February | becomes an ordinary double-cireuit system 
18, 1889, No. 300,220. identical with that described in my patent, 
As is well known, certain forms of alternat- | No. 390,413, of October 2, 1888, except that the 
ing-current machines have the property, when | generator and motor are constructed in any 
connected in cireuit with an alternating-cur- | well-known way with a strong tendency to 70 
20 rent generator, of running as a motor in syn- | synchronize. When by this plan of connec- 
chronism therewith; but, while the alternating | tion the motor has attained the desired speed, 
current will run the motor after it has at-; the earth-connection is severed, by which 
tained a rate of speed synchronous with that | means the system becomes an ordinary single- 
of the generator, it will not start it; hence, in | cireuit synchronizing system. 
25 all instances heretofore where these “syn- In the drawing I have illustrated this 
chronizing motors,” as they are termed, have | method by a diagram. 
been run,some means have been employ ed to Let G represent an ordinary alternating-cur- 
bring the motors up to synchronism with the | rent generator having four field-poles A, per- 
generator, or approximately so, before the | manently or artificially magnetized, and an 80 
30 alternating current of the generator is applied | armature wound with two coils C connected 
to drivethem. In some instances mechanical | together in series. 


appliances have been. utilized for this pur- Let M represent an alternating-current mo- 
pose. In others special and complicated | tor with, say, four poles D, the coils on which 
forms of motor have been constructed. are connected in pairs and the pairs connected 85 


35 My present invention is an improvement in | in series. The motor-armature should have 
methods of operating these motors and in- | polar projections and closed coils E. 
volves a new and improved plan of bringing From the common joint or union between 
the motor up to the proper rate of speed, that | the two coils or sets of coils of both the gen- 
it may be run in synchronism with the gen- | erator and motor an earth-connection F is es- 90 
40 erator. tablished, while the terminals or ends of the 
The expression “synchronism with the gen- | said coils or circuits which they form are con- 
erator” is used herein in its ordinary accepta- | nected to the line-conductors HH. 
tion—that is to say, a motor is said to syn- Assuming that the motor is a synchronizing 
chronize with the generator when it preserves | motor, or one that has the capability of run- 95 
45 a certain relative ‘speed determined by its | ning in synchronism with the generator, but 
number of poles and the number of alterna- | not of starting, it may be started by the above- 
tions produced per revolution of the gener- | described plan by closing the ground-connec- 
ator. Its actual speed, therefore, may be | tion from both generator and motor. The 
faster or slower than that of the generator, | system thus becomes one with a two-circuit 100 
so but it is said to be synchronous so long as it | generator and motor, the ground forming a 
preserves the same relative speed. common return for the currents in the two 


Io 


15 


caw) 


wires II TI. When by this arrangement of 
circuits the motor is brought to speed, the 
ground-connection is broken between the gen- 
erator or motor or both and ground, switches 
K I being employed for this purpose. The 
motor then runs as a synchronizing motor. 

‘This system is capable of various useful ap- 
plications which it is not necessary to describe 
in detail; but it will be enough to say that the 
convertibility of the system from double cir- 
cuit to single circuit is a feature in itself of 
great value and utility. 

I do not wish to be understood ag confining 
myself to the precise arrangement or order of 
connections herein set forth, as these may be 
obviously varied in many respects. 

What I claim is-— 

1. The method of operating synchronizing 
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motors herein described, which consists in 
electrically connecting intermediate points of 
the inducing-circuit of the generator and the 
energizing-circuit of the motor until the motor 
has reached a desired speed and then inter- 
rupting such connection, as set forth. 

2. The method herein described of starting 
or operating synchronizing motors, which con- 
sists in electrically connecting intermediate 
points of the inducing-cireuit of the generator 
and the energizing-cireuit of the motor to 
earth until the motor has reached the desired 
speed and then interrupting cither or both of 
the ground-connections, as set forth. 

NFEKOLA TESLA. 

Witnesses: 

Epwarp T. Evans, 
i. CO. Upsrrn.. 
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To all whom té may concern: 
Be it known that J, Nrxoua TeEsna, from 


‘Smiljan, Lika, border country of Austria- 


Hungary, a subject of the Emperor of Austria, 
and aresidentof New York, in the county and 
State of New York, have invented certain new 
and useful Improvements in Dynamo or Mag- 
neto Electric Machines, of which the folowing 
is a specification, reference being had to the 
accompanying drawings. 

This invention relates to that class of elec- 


‘trieal generators known as “unipolar,” in 
2 ? 


which a disk or cylindrical conductor is 
mounted between magnetic poles adapted to 
produce an approximately-uniform field. In 
the first-named or disk armature machines the 
currents induced in the rotating conductor 
flow from the center to periphery, or con- 
versely, according to the direction of rotation 
or the lines of foree as determined by the 
signs of the magnetic poles, and these currents 
are taken off usually by connections or brushes 
applied to the disk at points on its periphery 
and near its center. In the case of the cy- 
lindrical armature-machine the currents de- 
veloped in the cylinder are taken off by 
brushes applied to the sides of the cylinder at 
its ends. 

Tn order to develop economically an electro- 
motive force available for practicable pur- 
poses, it is necessary either to rotate the con- 
ductor at a very high rate of speed or to use a 


-disk of large diameter or cylinder of great 


length; but in either case it becomes difficult 
to secureand maintain a good electrical con- 
nection between the collecting-brushes and 
the conductor, owing to the high peripheral 
speed. 

It has been proposed to couple two or more 
disks together’in series with the object of ob- 
taining a higher electro-motive force;. but 
with the connections heretofore used and us- 
ing other conditions of speed and dimension 
of disk necessary to securing good practicable 
results this difficulty is still felt to be a seri- 
ous obstacle to the use of this kind of gener- 
ator. These objections I have sought to avoid; 
and for this purpose I construct a machine 
with two fields, each having a rotary conductor 


mounted between its poles, but the same prin- 
ciple is involved in the case of both forms of 
machine above described, and as I prefer to 
use the disk form I shall confine the deserip- 
tion herein to that machine. The disks are 
formed with flanges, after the manner of pul- 
leys, and are connected together by flexible 
conducting bands or belts. 

-I prefer to construct the machine in such 
manner that the direction of magnetism or 
order of the poles in one field of force is oppo- 
site to that in the other, so that rotation of the 
disks in the same direction develops a current 
in one from center to circumference and in the 
other from circumference to center. Contacts 
applied therefore to the shafts upon which the 
disks are mounted form the terminals of a 
circuit the electro-motive force in which is 
the sum of the electro-motive forces of the two 
disks. 

J would call attention to the obvious fact 
that if the direction of magnetism in both 
fields be the same the same result as above 
will be obtained by driving the disks in op- 
posite directions and crossing the connect- 
ing-belts. In this way the difficulty of se- 
curing and maintaining good contact with 
the peripheries of the disks is avoided and a 
cheap and durable machine made which is 
useful for many purposes—such as for an ex- 
citer for alternating-current generators, for a 
motor, and for any other purpose for which 
dynamo-machines are used. 

The specific construction of the machine 
which I have just generally described I have 
illustrated in the accompanying drawings, in 
which— — , 

Figure 1 isa side view, partly in section, of 
my improved machine. Fig. 2 is a vertical 
section of the same at right angles to the 
shafts. ; 

In order to form a frame with two fields of 
force, I cast a support A with two pole-pieces 
BB’ integral with it. To thisI join by bolts EK 


a casting D, with two similar and correspond- 
ing pole-pieces C C’. The pole-pieces B B’ 
are wound or connected to produce a field of 
force of given polarity,and the pole-pieces 
CC’ are wound or connected to produce a 
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field of opposite polarity. The driving-shafts 
EF G pass through the poles and are journaled 
in insulating-bearings in the casting A D, as 
shown, 

ILIX are the disks or generating-conductors. 
They are composed of copper, brass, or iron 
and are keyed or secured to their respective 
shatts. They are provided with ‘broad pe- 
ripheral flanges J. Itis of course obvious that 
the disks may be insulated from their shafts, 
if so desired. <A flexible metallic belt L is 
passed over the flanges of the two disks, and, 
if desired, may be used to drive one of the 
disks. I prefer, however, to use this belt 
merely as a conductor, and for this purpose 
may use sheet steel, copper, or other suitable 
metal. Hach shaft is provided with a driving- 
pulley M, by which power is imparted froma 
counter-shaft. 

N WN are the terminals. For sake of clear- 
ness they are shown as provided with springs 
P, that bear upon the ends of theshafts. This 
machine, if self-exeiting, would have copper 
bands around its poles, or conductors of any 
kind—sueh as the wires shown in the draw- 
ings—may be used. . 

Ido not limit my invention to the special 
construction herein shown. For example, it 
is not necessary thatthe parts be constructed 
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in one machine or that the materials and pro- 
portions herein given be strictly followed. 
Furthermore, it is evident that the conduct- 
ing belt or band may be composed of several 
smaller bands and that the principle of con- 
nection herein described may be applied to 
more than two machines. 

What I claim is— 

1. An electrical generator consisting of the 
combination, with two rotary conductors 
mounted in unipolar fields, of a flexible econ- 
ductor or belt passing around the peripheries 
of said conductors, as herein set forth. 

2. The combination, with two rotary 
ducting-disks having peripheral flanges and 
mounted in unipolar fields, of a Aexible eon- 
ducting belt or band passing around the 
flanges of both disks, as set forth. 

3. ‘The combination of independent sets of 
fieldanagnets adapted to maintain unipolar 
fields, conducting-disks mounted to rotate in 
said fields, independent driving mechanism 
for each disk, and a flexible conducting belt 
or band passing around the peripheries of the 
disks, as set forth. 


con- 


NIKOLA TESLA. 
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PARKER W. Paau, 
Rost. TI. GAYLORD. 
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Lo all who ié nuay concern: 

Be it known that J, NIKOLA. TESLA, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria - Wungary, 

5 temporarily residing in New York city, in the 
State of New York, have inventec a certain 
new and useful Improvement in Methods of 
Obtaining Direct from Alternating Currents, 
of which the following is a specification, ref- 

to crence being had to the drawings accompany- 
ing and forming a part of. the same. 


In nearly all the moreimportant industrial | 


appHeations of electricity the current is pro- 


duced by dynamo-electric machines driven by» 


15 power, in the coils of which the currents de- 
veloped are primarily in reverse directions 
oraltcrnating; but as very many electrical de- 
vices and systems require direct currents, it 
has been usual to correct the current alter- 
nations by means of a commutator, instead 
of taking them off directly from the generat- 
ing-coils, 

The superiority of alternating-current ma- 
chines in ail cases where their currents can 
be used to advantage renders their employ- 
_ment very desirable, as they may be much 
more economically constructed and operated; 
and the object of this my present invention 
is to provide means for directing or convert- 
ing at will at one or more points in a civeuit 
alternating into direct currents. 

Stated as broadly as I am able to express 
it, my invention consists in obtaining direct 
from alternating currents, or in directing the 
waves of an alternating current so as to pro- 
duce direct or substantially direct currents 
by developing or producing in the branches 
of a circuit including a source of alternating 
currents, either permanently or periodically, 
40 and by electric, electro-magnetic, or magnetic 
agencies, manifestations of energy, or what 
may be termed active resistances of oppo- 
site electrical, character, whereby the cur- 
rents or current-waves of opposite sign will 
be diverted through different circuits, those 
of one sign passing over one branch and those 
of opposite sign over another. — 

I may consider herein only the case of a 
circuit divided into two paths, inasmuch as 
any further subdivision involves merely an 
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| extension of the general principle. Selecting, 
then, any circuit through which is flowing an 
alternating current, I divide such cireuit at 
any desired point into two branches or paths. 

In one of these paths I insert. some device to 55 
create an electro-motive force counter to the 
waves or impulses of current of one sign and 
asimilar device in the other branch which 
opposes the waves of opposite sign. Assume, 
for exainple, that these devices are batteries, 60 
primary or secondary, or continuous-current 
dynamo-machines. The waves or impulses of 
opposite direction composing the main current 
have a natural tendeney to divide between the 
two branches; but by reason of the opposite 65 
| electrical, character or effect of the two 
branches one will offer an easy passage to a 
current of a certain direction, while the other 
will offer a relatively high resistance to the 
passage of the same curzvent. -The result of 70 
this disposition is, that the waves of cur- 
rent of one sign will, partly or wholly, pass 
over one of the paths or branches, while those 

of the opposite sigr pass over the other. 
There may thus be obtained from an alter- 75 
! nating current two or more direct currents 
without the employment of any commutator 
such as it has been heretofore regarded as 
necessary. to use. The current in either< 
branch may be used In the same way and 80 
for the same purposes as any other direct 
current—that is, it may be made to charge 
secondary batteries, energize electro-magnets, 
or for any other analogous purpose. 

In the drawings [have illustrated some of 
the various ways in which I may carry out 
this invention. ; 

The several figures are diagrammatic in 
character, and will be deseribed in detail in 
their order, 

Figure 1 represents a plan of directing the 
alternating currents by means of devices 
purely electrical in character. Figs. 2, 3, 4, 
5, 6, and'7 are diagrams illustrative of other 
ways of carrying out the invention, which 
will be hereinafter more particularly de- 
scribed. 

In Vig. 1, A designates a generator of alter- 
nating currents, and BB the main or line 
cireuit therefrom. At any given point in 100 
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this circuit at or near which it is desired to 
obtain direct currents I divide the circuit B 
into two paths or branches C D. In each of 
these branches I place an electrical generator, 
which for the present we will assume pro- 
duces direct or continuous currents. The 
direction of the current thus produced is op- 
posite in one branch to that of the current in 
the other branch, or, considering the two 
branches as forming a closed circuit, the gen- 
erators E F are connected up in series there- 
in, one generator in each part or half of the 
circuit. The electro-motive force of the cur- 
rent sources E and F may be equal to or 
higher or lower than the electro-motive forces 
in the branches C D or betwegn the points X 
and Y of the circuit B B. If equal, it is evi- 
dent that current-waves of one sign will be 
opposed in one branch and assisted in the 
other to such an extent that all the waves of 
one sign will pass over one branch and those 
of opposite sign over the other. If, on the 
other hand, the electro-motive force of the 
sources EH F be lower than that between X 
and Y, the currents in both branches will be 
auternating, but the waves of one sign will 
preponderate. One of the generators or 
sources of ‘current E or F may be dispensed 
with; but it is preferable to employ both, if 
they offer an appreciable resistance, as the 
two branches will be thereby better balanced. 
The translating or other devices to be acted 
upon by the current are designated by the let- 
ters G, and they are inserted in the branches 
CD in any desired manner; but in order to 


_better preserve an even balance between the 


branches due regard should be had to the 
number and character of the devices, as will 
be well understood. 

Figs. 2, 3,4, and 6 illustrate what may be 
termed “ electro-magnetic” devices for accom- 
plishing a similar result—that is to say, in- 
stead of producing directly by a generator an 
electro-motive force in each branch of the cir- 
cuit, I may establish a field or fields of force 
and lead the branches through the same in 
such manner that an active opposition of op- 
posite effect or direction will be developed 
therein by the passage or tendency to pass of 
the alternationsof current. In Fig. 2, for ex- 
ample, A is the generator of alternating cur- 
rents, B B the line-cireuit, and C D the 
branches over which the alternating currents 
are directed. In each branch I include the 
secondary of a transformer or induction-coil, 


which, since they correspond in their fune- 


tions to the batteries of the previous figure, I 
have designated by the letters EF. The pri- 
maries H H’ of the induction-coils or trans- 
formers are connected either in parallel or 
series with a source of direct or continuous 
currents I, and the number of convolutions is 
so caleulated for the strength of the current 
from I that the cores J J’ will be saturated. 
The connections are such that the conditions 
in the two transformers are.of opposite char- 


_ acter—that is to say, the arrangement is such 


that a current wave or impulse corresponding 
in direction with that of the direct current in 
one primary, as H, is of opposite direction to 
that in the other primary H’; hence it results 
that while one secondary offers a resistance 
or opposition to the passage through it of a 
wave of one sign the other secondary simi- 
larly opposes a wave of opposite sign. In 
consequence the waves of one sign will, to a 
greater or less extent, pass by way of one 
branch, while those of opposite sign in like, 
manner pass over the other branch. 

In lieu of saturating the primaries by a. 
source of continuous current, I may include 
the primaries in the branches C D, respect- 
ively, and periodically short-circuit by any 
suitable mechanical devices—such as an or- 
dinary revolving commutator—their seconda- 
ries. It will be understood of course that the 
rotation and action of the commutator must 
be in synchronism or in proper accord with 
the periods of the alternations in order. to se- 
cure the desired results. Such a disposition 
I have represented diagrammatically in Fig. 
3. Corresponding to the previous figures, A 
is the generator of alternating currents, B B 
the line, and C D the two branches for the di- 
rect currents. In branch C are included two 
primary coils E E’, and-in branch D are two 
similar primaries F EF’, The corresponding’ 
secondaries for these coils and which are on 
the same subdivided cores J or J’ are in cir- 


‘cuits the terminals of which connect to op- 


posite segments K K’ and L L’, respectively, 
of a commutator. Brushes 0b bear upon the 
commutator and alternately short-circuit the 
plates K and K’ and L and L’ through a con- 
nection c, It is obvious that either thé mag- 
nets and commutator or the brushes may re- 
volve. 

The operation will be understood from a 
consideration of the effects of closing or short- 
circuiting the secondaries. For example, if 
at the instant when a given wave of current: 
passes one set’ of secondaries be short-cir- 
cuited, nearly all the current flows through 
the corresponding primaries; but the second- 
aries of the othey branch being open-circuited 
the self-induction in the primaries is highest, 
and hence little orno current will pass through 
that branch. If,as the current alternates, the 
secondaries of the two branches are alter- 
nately short-circuited, the result will be that 
the currents of one sign pass over one branch 
and those of the opposite sign over the other. 
The disadvantages of this arrangement, which 
would seem to result from the employment of 


sliding contacts, are in reality very slight, in- - 


asmuch as the electro-motive foree of the 


vic) 


75 


80 


85 


go 


95 


Ico 


105 


IIo 


115 


I20 


secondaries may be made exceedingly low, so 


that sparking at the brushes is avoided. 


Fig. 4 is a diagram, partly in section, of an- . 


other plan of carrying out the invention. The 
circuit B in this case is divided, as before, and 
each branch includes the coils of both the 
field and revolving armatures of two induc- 
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tion devices. The armatures O P are prefer- .. 
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ably mounted on the same shaft, and are ad: 
justed relatively to one another in such man- 
ner that when the self-induction in one branch, 
as C, is maximum in. the other branch D itis 
minimum. The armatures are rotated in 
synchronism with the alternations from the 
source A, The winding or position of the 
armature-coils is such that a currentina given 
direction passed through both armatures 
would establish in one poles similar to those 
in the adjacent poles-of the field and in the 
other poles unlike the adjacent field-poles, as 
indicated by n 1 s s in the drawings. If the 
like poles are presented, as shown in circuit 
D, the ‘condition is that of a closed secondary 
upon a primary, or the position of least in- 
ductive resistance; hence a given alternation 
of eurrent will pass mainly throngh D. A 
half-revolution of the armatures produces an 
opposite effect, and the succeeding current im- 
pulse passes through C. Using this figure as 
an illustration, it is evident that the fields N 
Momay be permanent magnets or independ- 
ently excited and the armatures O P driven, 
as in the present case, so as to produce alter- 
nate currents, which will set up alternately 
impulses of opposite direction in the two 
branches D C, which in such case would in- 
elude the armature-circuits and translating 
devices only. 

In Fig. 5 a plan alternative with that shown 
in Fig. 3 is illustrated. In the previous case 
illustrated each branch C and D contained 
one or more primary coils, the secondaries of 


which were periodically short-circuited in. 


synchronism with the alternations of current 
from the main source A,and for this purpose 
a commutator was employed. The latter 
may, however, be dispensed with and an ar- 
mature with a closed coil substituted. 

Referring to Fig. 5,in one of the branches, 
as C, are two coils M’, wound on laminated 
cores, and in the other branches D are similar 
A subdivided or laminated arma- 
ture O’, carrying a closed coil R’, is rotatably 
supported between the coils M’ N’,as shown. 
Tn the position shown—that is, with the coil 
R’ parallel with the convolutions of the pri- 
maries N’ M/—practically the whole current 
will pass through branch D, because the self- 
induction in coils AV’ M’ is maximum. If, 
therefore, the armature and coil be rotated 
at a proper speed relatively to the periods or 
alternations of the source A, the same results 
are obtained as in the case of Fig. 8. 

Fig. 6 is an instanceof what may be called, 
in distinction to the others, a “magnetic” 
means of securing the results arrived atin 
this invention. V and W are two strong 
permanent magnets provided with armatures 
V' W’, respectively. Thearmatures are made 
of thin laminse of soft iron or steel, and the 
amount of magnetic metal which they con- 
tain is so calculated that they willbe fully or 
nearly saturated by the magnets. Around 
the armatures are coils EX F, contained, re- 
spectively, in the cireuits C and D. The 


| connections and electrical conditions in this 
| case are similar to those in lig. 2, exeept 
that the currént sourcelof Fig. 2is dispensed 
i with and the saturation of the core of coils 
' EF obtained from the permanent magnets. 
In the illustrations heretofore given [have 
in each instance shown the two branches or 
| paths containing the translating or induction 
| devices as in derivation one tothe other; but 
this is not always necessary. For example, 
in Fig. 7, A is an alternating-current genera- 
tor; BB, the line wires or cireuit. At any 
given point in the circuit [ form twe paths, 
as D D’, and at another point two paths, as 
C 0’. Either pair or group of paths is simi- 
lar to the previous dispositions with the elec- 
| trical source or induction device in one 
branch only, while the two groups taken to- 
gether form the obvious equivalent of the 
eases in which an induction device or gener- 
ator is included in both branches. In one 
of the paths, as D, are included the de- 
vices to be operated by the current. In the 
other branch, as D’, is an induction. device 
that opposes the current impulses of one di- 
rection anc directs them through the branch 
D. So, also, in branch C are translating de- 
vices G, and in branch.C’ an induetion de- 
vice or its equivalent that diverts through C 


‘verted by the device in branch D’. Ihave 
also shown a special form of induction de- 
vice for this purpose. J J’ are the cores, 
formed with pole-pieces, npon which are 
wound the coils MN. Between these pole- 
pieces are mounted at right angles to one an- 
other the magnetic armatures O P, preferably 
mounted on the same shaft and designed to 
be rotated in synchronism with the alterna- 
tions of eurrent.. When one of the arma- 
tures is in line withthe poles or in the posi- 
tion occupied by armature P, the magnetie 
cireuit of the induction device is practically 
closed; hence-there will be the greatest oppo- 
sition to the passage of. a current through 
coils N N. The alternation will therefore 
pass by wayof branch D. At the same time, 
the magnetic circuit of the other induction 
device being broken by the position of. the 
armature QO, there will be less opposition to 
the current in coils M, which will shunt the 
current from branch C. A reversal of the 
current being attended by a shifting of the 
armatures, the opposite effect is produced. 
There are many other modifications of the 
means or methods of carrying out my inven- 
tion; but [have not deemed it necessary here- 
in to specifically refer to more than those de- 
seribed, as they involve the chief modifiea- 
tions of the plan. In all of these it will be 


observed that there is developed in one or all 
of the branches of a circuit from a source of 
alternating currents an active (as. distin- 
guished from a dead) resistance or opposi- 
tion to the currents ef one sign, for the pur- 
| pose of diverting the currents of that sign 
through the other or another path, but per- 
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‘ mitting the currents of opposite sign to pass 


without substantial opposition. 

Whether the division of the currents or 
waves of current of opposite sign be effected 
with absolute precision or not is immaterial 
to my invention, since it will be sufficient if 
the waves are only partially diverted or di- 
rected, for in such case the preponderating 
influence in each branch of the circuit of the 
waves of one sign secures the same practical 
results in many if not all respects as though 
the current were direct and continuous. 

An alternating and direct current have 
been combined so that the waves of one di- 
rection or sign were partially or wholly over- 
come by the direct current; but by this plan 
only one set of alternations are utilized, 
whereas by my system the entire current is 
rendered available.. By obvious applications 
of this discovery I am enabled to produce a 
self-exciting alternating dynamo, or to oper- 
ate direct-current meters on alternating-cur- 
rent circuit, or to run various devices—such 
as are lainps—by direct currents in the same 
circuit with incandescent lamps or other de- 
vices run by alternating currents. 

It will be observed that if an intermittent 
counter or opposing force be developed in the 
branches of. the cireuit and of higher electro- 
motive force than that of the generator an 
alternating current will result in each branch, 
with the waves of one sign preponderating, 
while a constantly or uniformly acting oppo- 
sition in the branches of higher electro-mo- 
tive force than the generator would produce 
a pulsating current, which conditions would 
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be under some circumstances the equivalent 
to those I have previously described. 

What I claim as my invention is— 

1. The method herein set forth of obtain- 


ing direct from alternating currents, which 


consists in developing or producing in one 
branch of a circuit from an alternating-cur- 
rent source an active resistance to the cur- 
rent impulses of one direction, whereby the 
said currents or waves of current will-be di- 
verted or directed through another branch. 

2. The method of obtaining direct from al- 
ternating currents, which consists in divid- 
ing the path of an alternating current into 
branches, and developing in one of said 
branches, either permanéntly or periodically, 
an electrical force or active resistance coun- 
ter to or opposing the currents or current- 
waves of one sign, and in the other brancha 
force counter to or opposing the currents or 
current-waves of opposite sign, as set forth. 

3. The method of obtaining directfrom al- 
ternating currents, which consistsin dividing 
the path of an alternating current into 
branches, establishing fields of force and 
leading the said branches through the said 
fields of force in such relation to the lines of 
force therein that the impulses of current of 
one direction will be opposed in one branch 
and those of opposite direction in the other, 
as set forth. 


NIKOLA TESLA. 
Witnesses: 
Rost. F. GAYLORD, 
F. B. MURPHY. 
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To all whom té may concern: 
Be it known that I, NIKOLA TESLA, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 
siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro - Magnetic 
Motors, of which the following is a specifica- 
tion, reference being had to the drawings ac- 
companying and forming a part of the same. 
This invention pertains to that class of elec- 
tro-magnetic motors invented by me in which 
two or more independent energizing-circuits 
are employed, and through whicha lternating 
currents differing in phase are passed to pro- 
duce the operation or rotation of the motor. 
. One of the general ways which I have fol- 
lowed in carrying out this invention is to pro- 
duce practically independent currents differ- 
ing primarily in phase and pass these through 
the motor-cireuits. Another way is to pro- 
duce a single alternating current, to divide it 
between the motor-cirenits, and to effect arti- 
ficiaily a lag in one of,.the said cireuits or 
branches, as by giving to the circuits different 
self-inductive capacity, and in other ways. 
In the former case, in which the necessary 
difference of phase is primarily effected in 
the generation of currents, I have, in some in- 
stances, passed the currents through the en- 
ergizing-coils of both elements of the motor— 
the field and armature; but I have made the 
discovery that a new and useful result is or 
may be obtained by doing this under the con- 
ditions hereinafter specified in the case of 
motors in which the lag, as above stated, is 
artificially secured. In this my present in- 
veution resides. 

In illustration of the nature of this inven- 
tion I shall refer to the accompanying draw- 
ings, in which— 

Fig ures 1 to 6, inclusive, are diagrams of dif- 
ferent ways in ‘which the invention is or may 
be carried out; and Fig. 7, a side view of a 
form of motor which I have used for this 
purpose. , 

The diagrams in detail will be described 
separately. 

A Bin Fig. 1 indicate the two energizing- 
circuits of a motor, and C D two circuits on 
the armature. Circuit or coil A is connected 


in series with circuit or coil C, and the two 
circuits B D are similarly connected. Be- 
tween coils A and C is a contact-ring e, form- 
ing one terminal of the latter, and a brush a, 
forming one terminal of the former. A ring 
d and brush ¢ similarly connect coils B and 
D. The opposite terminals of the field-coils 
connect to one binding-post 2 of the motor, 
and those of the armature-coils are similarly 
connected to the opposite binding-post 7 
through a contact-ring f and brush g. 
each motor-circuit while in derivation to the 
other ineludes one armature and one field- 
coil. These circuits are of different self-in- 
duction, and may be madeso in various ways. 
For the sake of clearness I have shown in one 
of these circuits an artificial resistance R 
and in the other a self-induction coil 8. 
When an alternating current is passed 
through this motor it divides between its two 
energizing-circuits. The.higher self-induc- 
tion of one circuit produces a greater retarda- 
tion or lag in the current therein thanin the 
other. The difference of phase between the 
two currents effects the rotation or shifting of 
the points of maximum magnetic effect that 
secures the rotation of thearmature. In cer- 
tain respects this plan of including both 
armature and field coils in circuit is a marked 
improvement. Such a motor has a good 
torque at starting; yetithas also considerable 
tendency to synchronism, owing to the fact 
that when properly constructed the maximum 
magnetic effects in both armature and field 
coincide—a condition which in the usual con- 
struction of these motors with closed arma- 
ture-colls is not readily attained. The motor 
thus constructed exhibits, too, a better regu- 
lation of current from no load to load, and 
there is less difference between the apparent 
and real energy expended inrunning it. The 
true synchronous speed of this form of motor 
is thatof the generator when both are alike— 
that is to say, if the number of the coils on 
the armature and on the field is «, the motor 
will run normally at the same speed as a gen- 
erator driving it if the number of field-mag- 
nets or poles of the same be also a. 

Fig. 2 shows a somewhat modified arrange- 
ment of circuits. Thereisin this case but one 


armature-coil E, the winding of which main- 
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tains effects corresponding to the resultant 
poles produced by the two field-circuits. 

Fig. 8 represents a disposition in which 
both armature and field are wound with two 
sets of coils, all in multiple are to the line or 
main circuit. The armature-coils are wound 
to correspond with the field-coils with respect 
to their self-induction. A modification of 
this plan is shown in Fig. 4—that is to say, 
the two field-coils and two armature-coils are 
in derivation to themselves and in series with 
oneanother. The armature-coils in this case, 
as in the previous figure, are wound for dif 
ferent self-induction to correspond with the 
field-coils. 

Another modification is shown in Fig. 5. 
In this case only one armature-coil, as D, is 
included in the line-vireuit, while the other, 
as C, is, short-circuited. 


In such a disposition as that shown in Fig. } 


2, or where only one armature-coil is em- 
ployed, the torque on the start is somewhat 
reduced, while the tendency to synchronism 
issomewhatincreased. Insuch a disposition, 
as shown in Fig. 5, the opposite conditions 
would exist. In both instances, however, 
there is the advantage of dispensing with one 
contact-ring. 

In Fig. 5 the two field-coils and-the arma- 
ture-coil D are in multiple are. In Fig. 6 


this disposition is modified, coil D being 
shown in series with the two field-coils. 

Fig. 7 is an outline of the general form of } 
motor in which I have embodied this improve- 
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ment. The circuit-connections between the 
armature and field coils are made, as indi- 
cated in the previous figures, through brushes 
and rings, which are not shown. 

In the above description I have made use 
of the terms “armature” and “field;” but it 
will be understood that these are in this ease 
convertible terms, for what is true of the 
field is equally so of the armature, except that 
one is stationary, the other capable of rota- 
tion. 

I donot claim in this application the.method 
or means of operating adouble-circuit motor 
by making its circuits of different self-induc- 
tion or in any way retarding the phases of 
current in one circuit more than in another, 
having made these features subject of other 
applications; but : 

What I claim is— 

1. Inanalternating-current.motor, the com- 
bination, with field-circuits of different self- 
inductive capacity, of corresponding arma- 
ture-circuits electrically connected therewith, 
as set forth. 
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2. Inanalternating-current motor, the com- 


bination, with independent field-coils of dif- 
ferent self-induction, of independent arma- 


'ture-coils, one or more in circuit with the 


field-coils and the others short-circuited, as set 
forth. 
NIKOLA TESLA. 
Witnesses: 
Rost. F. GAYLORD, 
Frank E, HARTLEY. 


60 


(No Model.) 2 Sheets—Sheet 1, 


N. TESLA. 
METHOD OF OPERATING ELECTRO MAGNETIC MOTORS. 
No. 416,192. Patented Dec. 3, 1889. 
kg Z 


VWtnyses: Preveator 
Aan facet. NEA Diksha Zila 
feotdt F ray Looel. By 


LClorsvreys . 


N, PRIERS. Photo-L:thographer, Washington, D.C. 


(No Model.) . "2 Sheets—Sheet 2. 
N. TESLA. 
METHOD OF OPERATING ELECTRO MAGNETIC MOTORS. 
No. 416,192. Patented Dec. 3, 1889. 
i 
i 
Lig. & 


RR 


“0000000 


Witrefees: . Inventor 


of. Clo 7eees - 


N. PETERS, Phato- , Washi L D.C. 


| bl 


Unrrep STATES 


PATENT OFFICE. 


NIKOLA TESLA, OF NEW YORK, N. Y., ASSIGNOR TO THE TESLA ELECTRIC 


* 


COMPANY, OF 


SAME PLACE. 


METHOD OF OPERATING ELECTRO-MAGNETIC MOTORS. 


SPECIFICATION forming part of Letters Patent No. 416,192, dased December 8, 1889. 


Application filed May 20, 1889. 


Lo alt whom it may concern: 

Be it known that I, NIKoLA TESLA, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, and 

5 a-resident of New York, in the county and 
State of New York, have invented certain 
new and useful Improvements in Methods of 
Operating Electro-Magnetic Motors, of which 
the following is a specification, reference be- 
ing had to the drawings accompanying and 
forming a part of the same. 

In a patent granted to me April 16, 1889, 
No. 401,520, I-have shown and described a 
method of starting and operating synchro- 
nizing motors which involved the transforma- 
tion of the motor from a torque to a synchro- 
nizing motor. This I have heretofore done 
by a change of the circuit-connections, where- 
by on the start the poles or resultant attrac- 
tion of the field-magnets of the motor were 
shifted or rotated by the action of the current 
until the motor reached synchronous speed, 
after which the poles were merely alternated. 
The present application is based upon another 
way of accomplishing this result, the main 
features being as follows: If an alternating 
current be passed through the field-coils only 
of a motor having two energizing-circuits of 
different self-induction and the armature- 
coils be short-circuited, the motor will havea 
strong torque, but little or no tendency to 
synchronism with the generator; but if the 
same current which energizes the field be 
passed also through the armature-coils the 
tendency to remain in synchronism is very 
considerably increased. This is due to the 
fact that the maximum magnetic effects pro- 
duced in the field and armature more nearly 
coincide. This principle discovered by me I 
have utilized in the operation of motors. In 
other words, I construct a motor having in- 
dependent field-circuits of different self-in- 
duction, which are joined in derivation to a 
source of alternating currents. The arma- 
ture I wind with one or more coils, which are 
connected with the field-coils through contact 
rings and brushes, and around the armature- 
coils I arrange a shunt with means for open- 
ing orclosing the same. In starting this mo- 
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tor I close the shunt around the armature- 
coils, which will therefore be in closed cir- 
euit. When the current is directed throiigh 
the motor, it divides between the two circuits, 
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(itis not necessary to consider any case where 
there are more than two circuits used,) which, 55 
by veason of their different self-induction, 
secure a difference of phase between the two 
currents in the two branches that produces 

a shifting or rotation of the poles. By the 
alternations of current other currents are 60 
induced in the closed—or short-cireuited— 
armature-coils and the motor has a strong 
torque. When the desired speed is reached, 
the shuntaround the armature-coils is opened 
and the current directed through both arma- 65 
ture and field coils. Under these condi- 
tions the motor has a strong tendency to 
synchronism. 

In the drawings hereto annexed I have 
illustrated several modifications of the plan 70 
above set forth for operating motors. The 
figures are diagrams, and will be explained 
in their order. 

Figure 1: A and B designate the field-coils 
of the motor. Asthe circuits including these 75 
coils are of different self-induction, J have 
represented this by a resistance-coil R in cir- 
cuit with A, and a self-induetion coil § in cir- 
cuit with B. The same result may of course 
be secured by the winding of the coils. Cis 80 
the armature-circuit, the terminals of which 
are rings ab. Brushes ¢ d bear on these 
rings and connect with the line and field 
circuits. D is the shunt or short circuit 
around the armature. E is the switch there- 85 
in. The operation of these devices I have 
stated above. 

It will be observed that in such a disposi- 


‘tion as is illustrated in Fig. 1, the field-cir- 


cuits A and B being of different self-induc- go 
tion, there will always be a greater lag of 
the current in one than the other, and 
that, generally, the armature phases will not 
correspond with either, but with the result- 
ant of both. Itis therefore important to ob- 95 
serve the proper rule in winding the arma- 
ture. For instance, if the motor have eight 
poles—four in each circuit—there will be four 
resultant poles, and hence the armature-wind- 
ing should be such as to produce four poles, 100 
in order to constitute a true. synchronizing 
motor. 

Fig 2: This diagram differs from the pre- 
vious one only in respect to the order of con- 
nections. In the present case the armature- 105 
coil, instead of being in series with the field- 
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coils, isin multiple arc therewith. The ar- 
mature-winding may be similar to that of the 
field—that is to say, the armature may have 
two or more coils wound or adapted for dif- 
ferent self-induction and adapted, prefera- 
bly, to produce the same difference of phase 
as the field-coils. On starting the motor the 
shunt is closed around both coils. This is 
shown in Fig. 3, in which the armature-coils 
are IF G. To indieate their different elec- 
trical character, I have shown in circuit with 
them, respectively, the resistance R’ and the 
self-induetion coil S’. The two armature coils 
are in series with the field-coils and the same 
disposition of the shunt or short circuit D is 
used. Itisofadvantagein the operation of mo- 
tors of this kind to construct or wind the arma- 
ture in such manner that when short-circuited 
on the startit will have a tendency to reach a 
higher speed than that which synchronizes 
with the generator. Forexample, a given mo- 
tor having, say, eight poles should run, with 
the armature-coil short-circuited, at two thou- 
sand revolutions per minute to bring it up to 
synchronism. It will generally happen, how- 
ever, that this speed is not reached, owing to 
the fact that the armature and field currents 
do not properly correspond, so that when the 
current is passed through the armature (the 
motor not being quite up to synchronism) 
there is a liability that it would not “hold 
on,” as it is termed. J therefore prefer to so 
wind or construct the motor that on the start, 
when the armaiure-coils are short-circuited, 
the motor will tend to reach a speed higher 
than the synchronous—as, for instance, double 
the latter. In such ease the difficulty above 
alluded to is not felt, for the motor will al- 
ways hold up to synchronism if the synch- 
ronous speed--ini the case supposed of two 
thousand revolutions—is reached or passed. 
This may be accomplished in various ways; 
but for all practical purposes the following 
will suffice: I wind on the armature two sets 
of coils. On the start I short-circuit one only, 
thereby producing a number of poles on the 
armature, which will tend to run the speed up 
above the synchronous limit. When such 
limit is reached or passed, the current is di- 


rected through the other coil, which, by in-. 


creasing thenumber of armature-poles, tends 
to maintain synchronism. In Fig. 4 such a 
disposition is shown. The motor having, 
say, eight poles contains two field-circuits A 
and B, of different self-induction. The arma- 
ture has two coils Fand G. The-former. is 
closed upon itself, the latter connected with 


- the field and line through contact-rings a 0, 


60 


brushes ¢ d, and a switch E. On the start 
the coil F alone is activeand the motor tends 
to run at a speed above the synchronous; but 
when the coil G is connected to the circuit 
the number of armature-poles is increased, 


- while the motor is made a true synchronous 


65 


motor. This disposition has the advantage 
that the closed armature-circuit imparts to 
the motor torque when the speed falls off, but 
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at the same time the conditions are such that 
the motor comes out of synchronism more 
readily. ‘To increase the tendency to synch- 
ronism, two circuits may be used on the arma- 
ture, one of which is short-circuited on the 
start and both connected with the external 
circuit after the synchronous speed is reached 
or passed. This disposition is shown in Fig. 
5. There are three contact-rings a b e and 
three brushes c df, which connect the arma- 
ture-circuits with the external circuit.. On 
starting, the switch H is turned to complete 
the connection between one binding-post P 
and the field-coils. ‘This short-cireuits one 
of the armature-coils, as G. The other coil 
F is out of circuit and open. When the 
motor is up to speed, the switch H is turned 
back, so that the connection from binding- 
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post P to the field-coils is through the coil .. 
G, and switch K is closed, thereby including - 


coil F in multiple are with the field-coils. 
Both armature-coils are thus active. 

From the above-described instances it is 
evident that many other dispositions for car- 
rying out the invention are possible. 

I do not claim herein the method and 
means described and shown for operating.a 
motor by producing artificially a difference 
of current phase in its independent ener- 
gizing-citeuits; nor do I claim, broadly, a 
motor having independent energizing - cir- 
cuits of different self-induction and arma- 
ture-circuits connected therewith, as these 
features are made subjects of other applica- 
tions which I have filed. 

What I claim is— 

1. The method herein described of operat- 
ing alternating-current motors having inde- 
pendent energizing-circuits, which consists 
in short-circuiting the armature circuit or 
circuits until the motor has reached or passed 
a synchronizing speed and then connecting 
said armature-circuits with the external cir- 
cuit, as set forth. 

2. The method of operating alternating- 
current motors having field-coils of different 
self-induction, which consists in directing al- 
ternating currents from an external source 


‘through the field-cireuits only until the mo- 


tor has reached a given speed and then di- 
recting said currents through both the field- 
circuits and one or more of the armature-cir- 
cuits, as set forth. 

3. The method of operating alternating- 
current motors having field-coils of different 
self-induction, which consists in directing al- 
ternating currents from an external source 
through the field-circuits and short-circuiting 
a part of the armature-circuits, and then when 
the motor has attained a given speed direct- 
ing the alternating currents through both the 
field and one or more of the armature-cireuits, 
as set forth. 
NIKOLA TESLA. 
Witnesses: 

Rost, F. GAYLORD, 
YRANK E. WARTLEY. 
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To all whom it may concern: 

Be it known that I, NikoLa TEsLa, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 
siding at New York, in the county and State 
of New York, have invented certain new and 
useful. Improvements in Electro- Magnetic 
Motors, of which the following is a specifica- 
tion, reference being had to the accompany- 
ing drawings. 

This invention relates to alternating-cur- 
rent motors of the general description in- 
vented by me, and in which two or more en- 
ergizing-circuits are employed, through which 
alternating currents differing in phase are 
passed, with the result of producing a pro- 
gressive shifting or rotation of the poles or 
points of maximum attractive effect. 

In prior patents and applications I have 
shown and described various forms of motors 


‘of this kind.. Among them are motors in 


25 


which both energizing-circuits are electrically 
alike—that is to say, both have the same or 
approximately the same electrical resistance 
and self-induction—in the operation of which 
the alternating currents used are primarily 
of different phase. In others the difference 


- of phase is artificially produced—as, for in- 
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stance, in cases where the .motor-cireuits are 
of different resistance and self-induction, so 
that the same current divided between them 
will be retarded in one to a greater extent 
than in the other, and the requisite phase dif- 
ference secured in this way.  T’o this latter 
class generally my present invention relates. 

The lag or rotation of the phases of an al- 
ternating current is directly proportional to 
the self-induction and inversely proportional 
to the resistance of the circuit through which 
the current flows. Hence, in order to secure 
the proper difference of phase between the 
two motor-circuits, it is desirable to make the 
self-induction in one much higher and the re- 
sistance much lower than the self-induction 
and resistance, respectively, intheother. At 
the same time the magnetic quantities.of the 
two poles or sets of poles which the two cir- 
cuits produce should be approximately equal. 
These requirements, which I have found to 
exist in motors of this kind, have led me to 


the invention of a motor having the follow- 
ing general characteristics: The coils which 
are included in that energizing-circuit which 
is to have the higher self-induction I make of 
coarse wire, or a conductor of relatively low 
resistance, and I use the greatest possible 
length or number of turns. In the other set of 
coils I use a comparatively few turns of finer 
wire or a wire of higher resistance. TFurther- 
more, in order to approximate the magnetic 
quantities of the poles excited by these coils, 
I use in the self-induction cireuit cores much 
longer than those in the other or resistance 
circuit. I have shown in the drawings a mo- 
tor embodying these features. 

Figure | is a part-sectional view of the-mo- 
tor at right angles to the shaft. Fig. 2 is a 
diagram of the field-circuits. 

In Fig. 2, let A represent the coils in 
one motor-cirecuit, and B those in the other. 
The cireuit A is to have the higher self-in- 
duction. I therefore use a long length or a 
large number of turns of coarse wire in form- 
ing the coils of this cireuit. For the circuit 
B, I use a smaller conductor, or a conductor 
of a higher resistance than copper, such as 
German silver or iron, and wind the coils with 
fewer turns. In applying these coils to a mo- 
tor I build up a field-magnet of plates C, of 
iron or steel, secured together in the usual 
manner by bolts D. Each plate is formed 
with four (more or less) long cores E, around 
which is a space to receive the coil and an 


equal number of short projections F to receive 


the coils of the resistance-circuit. The plates 
are generally annular in shape, having an 
open space in the center for receiving the 
armature G, which I prefer to wind with closed 
coils. An alternating current divided be- 
tween the two circuits is retarded. as to its 
phases in the circuit A to a much greater ex- 
tent than in the cireuit B. By reason of the 
relative sizes and disposition of the coresand 
coils the magnetic effect of the poles E and 
F upon the armature-closely approximate. 
These conditions are well understood and 
readily secured by one skilled in the art. 

An important result secured by the con- 
struction herein shown of the motor is, that 
these coils which are designed to have the 
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higher self-induction are almost completely 
surrounded by iron, by which the retardation 
is considerably increased. 

I do not claim herein, broadly, the method 
and means of securing rotation by artificially 


producing a greater lag of the current in one | 


motor-circuit than in the other, nor the use 
of poles or cores of different magnetic sus- 
ceptibility, as these are features which I have 
specially claimed in other applications filed 
by me. 

What I claim is— 

1. An alternating-current motor having 
two or more energizing-cireuits, the coils of 
one circuit being composed of conductors of 
large size or low resistance and those of the 
other of fewer turns of wire of smaller size or 
higher resistance, as set forth. 

2. In an alternating-current motor, the com- 


bination, with long and short field-cores, of | 


energizing-coils included in independent cir- 
cuits, the coils on the longer cores containing 


an excess of copper or conductor over that in 
the others, as set forth. 

3. The combination, with a field-magnet 
composed of magnetic plates having an open 
center and pole-pieces or cores of different 
length, of coils surrounding said cores and 
ineluded in independeht circuits, the coils on 
the longer cores containing an excess of cop- 
per over that in the others, as set forth. 


25 


3° 


4, The combination, with a field-magnet . 


/ composed of magnetic plates having an open 


center and pole-pieces or cores of different 
length, of coils surrounding said cores and 
included in independent circuits, the coils on 
the longer cores containing an excess of cop- 
per over that in the others and being set in 
recesses in the iron core formed by the plates, 


; as set forth. 


NIKOLA TESLA. 
Witnesses: 
Rost. F. GAYLORD, 
FRANK KE. HARTLEY. 
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Application fled May 20,1889, 


fo all whom it may concern: 

Be it known that I, NrkoLa TESLA, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, 
residing at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro- Magnetic 
Motors, of which the following is a. specifica- 
tion. 

This invention relates to the alternating- 


. current electro-magnetic motors invented by 
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me, in which a progressive shifting or ro- 
tation of the poles or points of maximum 
magnetic effect is produced by the action of 
the alternating currents. These motors I 
have constructed i in a great variety of ways. 
As instances, I have built motors with two or 
more energizing-circuits, which I connected 
up with corresponding circuits of a generator 
so that the motor will be energized by alter- 


‘ nating currents differing primarily in phase. 
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I have also built motors with independent 
energizing-circuits of different electrical char- 
acter or self-induction, through which I have 
passed an alternating current the phases of 
which were artificially distorted by the greater 
retarding effect of one circuit over another. 
I have also constructed other forms of motor 
operating by magnetic or electric lag, which 
it is not necessary to describe herein in detail. 
although my present invention is applicable 
thereto. In such motors I use an armature 
wound with acoil orcoils, which is sometimes 
connected with the external circuit and some- 
times closed upon itself, and to both forms 
the present invention applies. In these mo- 
tors the total energy supplied to effect their 


operation is equal to.the sum of the energies 


expended in thearmatureand the field. The 
power developed, however, is proportionate 
to the product of these quantities. This pro- 


duet will be greatest when these quantities are | 


equal; hence in constructing a motor I deter- 
mine the mass of the armatire and field cores 
and the windings of both and adapt the two so 
as to equalize as nearly as possible the mag- 
netic quantities of both. In motors which have 
closed armature-coils this is only approxi- 
mately possible, as the energy manifested in 
the armature is the result of inductive action 
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from the other element; but in motors in 


which the coils of ‘both armature and fjecld 
are connected with the external circuit the 
result can be much more perfectly obtained. 

In further explanation of my object let it 
be assumed that the energy as represented in 
the magnetism in -the field of a given motor 
is ninety and thatof the armature ten. The 
sum of these quantities, which represents the 
total energy expended in driving the motor, 
isone hundred; but, assuming that the motor 
be so constructed that the energy in the field 
is represented by fifty and that in the arma- 


ture by fifty, the sum is still one hundred; . 


but while in the first instance the product is 
nine hundred, in the second itis two thousand 
five hundred, and as the energy developed is 
in proportion to these products it is clear that 
those motors are the most efficient—other 
things being equal—in which the magnetic 
energies developed in the armature and field 
are equal. These results I obtain by using 
the same amount of copper or ampére turns 
in both elements when the cores of both are 
equal, or approximately so, and the same cur- 
rent energizes both; or in cases where the 
currents in one element are induced to those 
of the other I use in the induced coils an 
excess of copper over that in the primary 
element or conductor. 

While I know of no way of illustrating this 
invention by a drawing such as will meet 
the formal requirements of an application for 
patent, I have appended for convenience a 
conventional figure of a motor such as I em- 
ploy. I would state, however, that I believe 
that with the problem before him which I 
have herein stated, and the solution which I 
have proposed, any one skilled in the art will 
be able to carry out and apply this invention 
without difficulty. 

Generally speaking, if the mass of the cores 
of armature and field be equal, the amount 
of copper or ampére turns of the energizing- 
coils on both should also be equal; but these 
conditions will be modified in well-understood 
ways in different forms of machine. It will 
be understood that these results are most ad- 
vantageous when existing under the con- 
ditions presented when the’motor is running 
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with its normal load, and in carrying out the 
invention this fact should be taken into con- 
sideration. 

Referring to the drawing, A is the field- 
magnet, B the armature, C the field-coils, and 
D the armature-coils, of the motor. 

The motors described in this application, 
except as to the features specifically pointed 
out in the claims, are described and claimed 
in prior patents granted to and applications 
filed by me, and are not herein claimed. 

What I claim is— 
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1. An electro-magnetic motor having field 
and armature magnets of equal strength or 
magnetic quantity when energized by a given 
current, as set forth. 

2. In an alternating-current motor, the 
combination, with field and armature cores 
of equal mass, of energizing-coils containing 
equal amounts of copper, as herein set forth. 

NIKOLA TESLA. 

Witnesses: 

Rost. F. GAYLORD, 
FRANK EH. HARTLEY. 
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To all whom it may concern: 

Be it known that I, NikoLa TESLA, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 

5 siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro - Magnetic 
Motors, of which the following is a specifica- 
tion, reference being had to the drawings ac- 

1o companying and forming a part of the same. 

This.invention relates to that form of alter- 
nating-current motor invented by me,in which 
there are two or more energizing - circuits 

- through which alternating currents differing 
15 in phase are caused to pass. I have in prior 
patents and applications shown various forms 

or types of this motor—first, motors having 
two or more energizing-circuits of the same 

- electrical character, and in the operation of 
20 which the currents used differ primarily in 
phase; second, motors with a plurality of en- 
ergizing-circuits of different electrical char- 
acter, in or by means of which the difference 

of phase is produced artificially, and, third, 

25 motors with a plurality of energizing-circuits, 
the currents in one’ being induced from 
currents in another. I shall hereinafter 
-show the application of my present inven- 
tion to these several types. Considering the 
structural and operative conditions of any 
one of them—as, for-example, that first- 
named—the armature ‘which is mounted to 
rotate in obedience to: the co- operative in- 
fluence or action of the energizing-circuits has 
35 coils wound upon-it which are closed upon 
themselves and in which currents are induced 
by the energizing-currents with the object and 
result of energizing the armature-core; but un- 
der any such conditions as must exist in these 
motors it is obvious that a certain time must 
elapse between the manifestations of an ener- 
gizing-current impulse in the field-coils, and 
the corresponding magnetic state or phase in 
the armature established by the current in- 
45 duced thereby; consequently a given magnetic 
influence or effect in the field which is the di- 
rect result of a primary-current impulse will 
have become more or less weakened or lost 
before the corresponding effect in the arma- 
ture indirectly produced has reached its 
maximum. This is a condition unfavorable 
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to efficient working in certain cases—as, for 
instance, when the progress of the resultant 
poles or points of maximum attraction is very 
great, or when a very high number of alter- 55 
nations is employed—for it is apparent that 

a stronger tendeney to rotation will be main- 
tained if the maximum magnetic attractions 

or conditions in both armature and field co- 
incide, the energy developed by a motor. be- 60. 
ing measured by the product of the magnetic 
quantities of the armature and field. 

The object, therefore, in this invention is 
to so construct or organize these motors that 
the maxima of the magnetic effects of the 65 
two elements—the armature and field—shall 
more nearly coincide. This I accomplish in 
various ways, which J may best explain by 
reference to the drawings, in which various 
plans for accomplishing the desired results 70 
are illustrated. — 

Figure 1: Thisis a diagrammatic illustra- 
tion of a motor system such asI have described 
in my prior patents, and in which the alter- 
nating currents proceed from independent 75 
sources and differ primarily in phase. 

A designates the field-magnet or magnetic 
frame of the motor; B B, oppositely-located 
pole-pieces adapted to receive the coils of one 
energizing-circuit; and C C, similar pole- 80 
pieces for the coils. of the other energizing- 

circuit. These circuits are designated, re- 
spectively, by D E, the conductor Dp” forming 
acommon return to the generator G. Be- 
tween these poles is mounted an armature— 85 
for example, a ring or annular armature, 
wound with a series of coils F, forming a 
closed circuit or circuits. The action or op- 
eration of a motor thus constructed is now 
well understood. It will be observed, how- 
ever, that the magnetism of poles B, for ex- 
ample, established by a current-impulse in 
the coils thereon, precedes the magnetic effect 
set up in the armature by the induced cur- 
rent in coils F. Consequently the mutual 95 
attraction between the armature and field- 
polesis considerably reduced. ‘The same con- 
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ditions will be found to exist if, instead of 
assuming the poles B or C as acting inde- 
pendently, we regard the ideal resultant of 100 
both acting together, which is the real condi- 
To remedy this, I construct the motor- 
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field with secondary poles 3’ CG’, which are 
situated between the others. These pole- 
pieces J wind with coils D’ EK’, the former in 
derivation to the coils D, the latter to coils E. 
The main or primary coils Dand Kare wound 
for a different sef-induetion from that of the 
coils D’ and E’, the relations being so fixed 
that if the currents in D and E differ, for ex- 
ample, by a quarter-phase, the currents in 
each secondary coil, as D’ E’, will differ from 
those in its appropriate primary D or E by, 
say, forty-five degrees, or one-eighth of a pe- 
riod. 

J explain the.action of this motor as fol- 
lows: Assuming that an impulse or alterna- 
tion. in circuit or branch E is just beginning 
while in the branch D it is just falling from 
maximum, the conditions of a quarter-phase 
‘difference. The ideal resultant of the at- 
tractive forces of the two sets of poles B C 
therefore may be considered as progressing 
from poles B to poles C while the impulse in 
E is rising to maximum and that in D is fall- 
ing to zero or minimum. The polarityset up 
in the armature, however, lags behind the 
manifestations of field magnetism, and hence 
the maximum points of attraction in arma- 
ture and field, instead of coinciding, are an- 
eularly displaced. This effect is counteracted 

‘by the supplemental poles B’ C’.. The mag- 
netic phases of these poles succeed those of 
poles B C by the same, or nearly the same, 
period of time as elapses between the effect 
of the poles B C and the corresponding in- 
duced effect in the armature; hence the mag- 
netic conditions of poles B’ C’ and of the 
armature more nearly coincide and a better 
result isobtained. As poles B’ C’ act in con- 
junction with the poles in the armature es- 
tablished by poles B C, so in turn poles C B 
act similarly with the poles .set up by B’ C’, 
respectively. Under such conditions the re- 
tardation of the magnetic effect of the arma- 
ture and that of the secondary poles will bring 
the maximum of the two more nearly into 
coincidence and a correspondingly-stronger 
torque or magnetic attraction secured, 

In such a disposition as is shown in Fig. 1 
it will be observed that as the adjacent pole- 
pieces of either circuit are of like polarity 
they will have a certain weakening effect 
upon one another. I therefore prefer to re- 
move the secondary poles from the direct in- 
fluence of the others. This I may do by con- 
structing a motor with two independent sets 
of fields, and with either one or two armatures 
electrically connected, or by using two arma- 
tures and one field. These modifications will 
be illustrated hereinafter. 

Fig. 2is a diagrammatic illustration of a 
motor and system in which the difference of 
phase is artificially produced. Thereare two 
coils D D in one branch and two coils E E in 
the other branch of the main circuit from 
the generator G. These two circuits or 
pranches are of different self-induction, one, 
as D, being higher than the other. For con- 


venience I have indicated this by making 
coils D much larger than coils E. By reason 
of this difference in the electrical character 
of the two circuits the phases of current in 
one are retarded to a greater extent than the 
other. 
A motor thus constructed will rotate under 
the action of an alternating current; but as 
happens in the case previously described the 
corresponding magnetic effects of the arma- 
ture and field do not coincide owing to the 
time that elapses between a given magnetic 
effect in the armature and the condition of 
the field that produces it. I therefore em- 
ploy the secondary or supplemental poles B’ 
C’. There being thirty degrees difference of 
phase between the currents in coils D E, the 
magnetic effects of poles B’ C’ should corre- 
spond to that produced by a current differing 
from the current in coils D or E by fifteen 
degrees. This I may accomplish by winding 
each supplemental pole B’ C’ with two coils IH 
Hl’. The coilsH are included in a derived cir- 
cuit having the same self-induction as circuit 
D, and coils HW’ in a circuit having the same 
self-induction as circuit E,so that if these cir- 
cuits differ by thirty degrees the magnetism of 
poles B’ C’ will correspond to that produced 
by a current differing from that in either D 
or E by fifteen degrees. 
other cases. For example, if in. Fig. 1 the 
coils D’ E’ be replaced by the coiis H H’ in- 
élyded in derived circuits, the magnetism of 
the poles B’ C’ will correspond in effect or 
phase, if it may’ be so termed, to that pro- 
duced by a current differing from that in 
either circuit D or E by forty-five degrees, or 
one-eighth of a period. 

This invention as applied to a derived-cir- 


cuit motor is illustrated in Figs. 3 and 4. The’ 


former is an end view of the motor with the 
armature in section and a diagram of connec- 
tions, and Fig. 4 a vertical section through 
the field. These figures are also drawn to 
show one of the dispositions of two fields that 
may be adopted in carrying out the invention. 
The poles BB CC are in one field, the re- 
maining poles in the other. The former are 
wound with primary coils I J and secondary 
coils I’ J’, the latter with coils KL. The pri- 
mary coils I J are in derived circuits, between 
which, by reason of their different self-induc- 
tion, there is a difference of phase, say, of 
thirty degrees. The coils I’ K are in cireuit 
with one another, as also are coils J’ L, and 
there should be a difference of phase between 
the currents in coils K and L and their corre- 
sponding primaries of, say, fifteen degrees. 
If the poles B Care at right angles, the arma- 
ture-coils should be connected directly across, 
or a single armature-core wound from end to 
end may be used; but if the poles B C be in 
line there should bean angular displacement 
of the armature-coils, as will be well under- 
stood. 

The operation will be understood from the 
foregoing. The maximum magnetic condition 


Let this difference be thirty degrees. . 
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of a pair of poles, as B’ B’, coincides closely 
with the maximum effect in the armature, 
which lags behind the corresponding condi- 
tion in poles B B. 


There are many other ways of carrying out | 


this invention, but they all involve the same 
broad:principle of construction and operation. 

In using expressions herein to indicate a 
coincidence of the magnetic phases or effects 
in one set of field-magnets with those set up 
in the armature by the other I refer only to 
approximate results; but this of course will 
be understood. 

What I claim is— 

1. Inanalternating-current motor, the com- 
bination, with an armature wound with closed 


coils, of main and supplemental field magnets 
or poles, one set of which is adapted to ex- 
hibit their maximum magnetic effect simul- 
taneously with that set up in the armature 
by the action of the other, as set forth. 

2. In an electro-magnetic motor, the combi- 
nation, with an armature, of a plurality of 
field or energizing coils included, respectively, 
in main circuits adapted to produce a given 
difference of phase and supplemental or sec- 
ondary circuits adapted to produce an inter- 
mediate difference of phase, as set forth. 

NIKOLA TESLA,. 

Witnesses: 

R. J. Stoney, Jr., 
JOHN GILLESPIE. 
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Unrtrep: States PATENT OFFICE. 


ALBERT SCHMID, OF ALLEGHENY, AND NIKOLA TESLA, OF PITTSBURG, me 
ASSIGNORS TO THE WESTINGHOUSE ELECTRIC COMPANY, OF PITTS- ~ 
BURG, PENNSYLVANIA. 


ARMATURE FOR ELECTRIC MACHINES. 


SPECIFICATION forming part of Letters Patent No. 417,'794, dated December 24, 1889. x 
Application filed June 28,1889. Serial No, 315,937, (No model.) ‘ , 


To ali whom té may concern: patent of Coerper, No. 9,013 of 1887, and do 
Be it known that we, ALBERT SCHMID and | not claim the constructions shown and de- 50 

NIKOLA TESLA, citizens, respectively, of the | scribed therein. - 

Republic of Switzerland and Smiljan, Lika,| The invention will be described more par- 

5 border country of Austria-Hungary, now re- | ticularly in connection with the accompany- 
siding in Allegheny and Pittsburg, both in | ing drawings, in which— ‘ ; 
the county of Allegheny and State of Penn- Figure 1 is an end view, partly in section, of 55 
sylvania, haveinvented a certain new and use- | an armature embodying the features of the in- 
ful Improvement in Armatures for Electric | vention, and Fig.2 is a plan of the armature. 

10 Machines, (Case No. 310,) of which thefollow- | Referring to the figures, F F indicate field- 
ing is a specification. ; magnet poles, and A represents the body or 

The invention relates to the construction of | core of an armature composed, in this in- 60 
armatures for electric generators and motors, |-stance, of laminee of magnetizable material 
and the object is to provide an electrically- | built up in any suitable manner, the lamine 

r5 efficient armature, the construction of which | being preferably separated by intervening 
is simple and economical, and in which the | strata of insulating material. The individual 
coils‘of insulated conducting wire or ribbon | plates or laminze are constructed with radial 65 
“may be conveniently wound or formed into | openings c, extending a short distance from 
bobbins so located with reference to the body | the surface, and with slots or openings b, which 

2o of the armature as to afford as good results as | extend in different directions from the open- 
possible. ings c. The slots diverge from each other at 

For certain purposes it is desirable to con- | such angles as to cause the two slots upon the 70 
struct the armatures of electric generatorsand | opposite sides of each web e thus formed to 
motors with their cores of magnetizable mate- | lie in the same chord of the circle of the arma- 

25 vial projecting through the coils. into close ture. The plates may also be stamped or 
proximity to the tield-magnet poles. When | formed with openings G to remove the un- 
armatures are constructed in this manner, | necessarymetal. After the plates are formed 75 
some means are necessary for holding the coils | they are laid upin the proper manner to form 
in position and preventing them from being | the entire armatur-core, the slots b being 

30 thrown out by centrifugal force. placed opposite each other to form continuous 

This invention aims+o provide such means | openings through the entire length. of the 
in an armature having polar projections, and | armature. These openings may be lined by 80 
also to form an armature in such manner as | pockets h of insulating material—such, for 
to expose a large area of core-surface to the | instance, as vulcanized fiber—and the wires 
35 field-magnet poles. ave then wound into the slots from the open- 
The invention consists, in general terms, in | ings c¢ and around the respective webs e. 
forming an armature-core which is preferably | Winding-clips & may be placed at the respect- 85 
built up of lamine of magnetizable material | ive ends of the armature opposite each web ¢ 
insulated from each other, with diverging | to hold the wires in the proper positions as 

40 slots or openings for receiving the armature | they are wound in the slots and down upon 
wire or ribbon, which slots are connected with | the armature ends. 
the exterior of the armature by openings} The wires having been wound into their go 
through which the wire may be laid in the | proper positions, they may be held more se- 
slots, and in placing the wire in such slots.in | curely in position by means of blocks K of 


| 45 the proper manner. non-magnetic material, placed at intervals or 
We are aware of the United States Patents | extending through the entire slots or open- 
No. 327,797, granted to Immisch, and No. | ings ¢ and projecting into the slots 0. 35 


292,077, granted to Wenstrom, and the British An armature constructed in the manner 


To 


15 


20 


described is found to be very efficient in its 
operations and at the same time simple in 
its construction. 

The connections between the armature-coils 
and the conductors or collecting-plates may 
be made in any usual well-known manner, ac- 
cording to the purposes desired to be served. 

We claim as our invention— 

1. Acore for electrical machines, composed 
of plates of magnetizable material separated 
by insulation, said plates having diverging 
slots for receiving the armature-conductors 
and_an opening to the exterior of the plate at 
the origin of the diverging slots. 

2. A. core-plate for electrical -machines, 
stamped with diverging slots at intervals near 
its periphery and an opening to the periphery 
at the angle formed by each two diverging 
slots. .~ 

3. A core for electrical machines, composed 
of plates of magnetizable material separated 
by insulation, said plates having diverging 
slots for receiving the armature-conductors 


- and an opening to the exterior of the plate at 


30 


35 


the origin of the diverging slots, the width of 
such openings being approximately equal to 
the width of the slot. 

4, An armature-core for electric machines, 
consisting of plates of magnetizable material 
separated by insulation, having radial open- 
ings at intervals, slots diverging from said 
opeuings for receiving armature-coils, and 
winding blocks or clips at the ends of the core. 

5. An armature-core for electrical appara- 
tus, composed of plates of magnetizable ma- 


417,794 


terial separated by insulation and having 
radial openings at intervals, slots extending 
in opposite directions from said openings for 
receiving wires, and insulating-linings for said 
slots. 

6. An armature for electric machines, con- 
sisting of a laminated core formed with di- 
verging slots for receiving the wires, said slots 
leaving intervening webs, and coils of wire 
wound in said slots. . 

7. An armature for electric machines, con- 
sisting of a laminated core formed with di- 


‘verging slots for receiving the wires, said slots 


leaving intervening webs, coilsof wire wound 
in said slots, and non-magnetizable material 
closing the openings of the adjacent slots out- 
side the wires, substantially as described. 

8. An armature for electric machines, con- 
sisting of a core having its outer surface con- 
tinuous except for narrow longitudinal open- 
ings at intervals and having slots diverging 
from said openings, armature-coils wound in 
said slots, and blocks or strips of non-mag- 
netizable material closing the openings and 
forming with the metal of the armature a 
practically continuous surface. 

In testimony whereof we have hereunto 
subscribed our names this 25th day of June, 
A. D. 1889. 


ALBERT SCHMID. 
NIKOLA TESLA. 
Witnesses: 
W. D. UPPEGRAFF, 
CHARLES A. TERRY. 
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Unrtep STATES PATENT OFFICE. | 


NIKOLA TESLA, OF .NEW YORK, N. Y., ASSIGNOR TO THE TESLA ELECTRIC ; 


COMPANY, ‘OF SAME PLACE. 


ELECTRO-MAGNETIC MOTOR. 


SPECIFICATION forming pait of Letters Patent No, 418,248, dated December 31, 1889. 


Application fTed May 20, 1889,‘ Berial Ro. $11,420, (No model.) 


_ To all whom ii may concern: . - OE (Shown, for. better. illustration, as of dif-. 


' .merly of Smiljan, Lika, border country of Aus- 


5 


- Invented certain new and: useful Improve-. 


10 


-. aecompanyingand forming a partof the same. 
.. In a patent. granted to me April 16, 1889, 


15. 


* @ synchronous speed. and then alternating the 
- poles, or, in other words, by transforming the 
. motor by achangeof cireuit-connections from 


20 ‘one operated by, the action of two or more in- 
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30 


35. . 
. by avchange of the circuit-connections pro-- 
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“netic Motors, of which the following is &speci- 


-. The present invention is a specific way of 


Be it known that I, NikoLa TESLA, a sub- 


. ferent diameters.) 
ject of.the Emperor of Austria-Hungary, for- 


C, and one end of coil B connects with ring D. 


tria-Hungary, but now residing at New York, | The remaining .ends are connected toring E. 


inthe county and State‘of. New York, have 


switch, to be hereinafter described. The field- 
coils have their terminals in binding-posts K 
‘K, and may be either closed upon themselves 


or connected with a source of direet current 
L by meatis of a switch M. ‘The mainorcon- 


ments in-Methods of Operating Electro-Mag- 


‘fieation, reference being had to, the drawing 


No..401,520, 1 have shown. and deser'bed a 


method of-operating alternating-current, mo- 


tors by first shifting or rotating their-mag-. 
netic poles Wntil.they had reathed or passed 


two levers f g, pivoted and connected by an 
insulating cross-bar h,s0 as to move in paral- 
lelism. These levers are connected to the 
tine-wires froma source of alternating cur- 
‘rents N. |. Gontact @ js-connected- to brush.G 
and coll B thraugh a dead-resistance Rand 
wire P. “Contact 0 is connected with brush 


dependent energizing-currents to a motor op- 


erated bya single current or several acting 
asone. ~ ~ 


wire O; Contacts, c and ¢ ard connected. tq 
| peushes G F, respectively, through the wire 
P.O, and contact dis directly connected wit 
‘peush H. The lever f has a widened end) 
‘which may span the contacts ab. When in 
such position and with lever g on contact d, 
the alternating currents divide between the 
two motor-coils, and -by reason of their dif- 
ferent self-induction ‘a difference of current- 
phase is-obtained that starts the motor In ro- 
tation. In starting, ag I have above stated, 
‘the fleld-coils.ave short-circuited. 
- When the motcr has attained the Gesired 
‘gpeed, the switch ié shifted.to the position 
shown in dotted lines—that is to say, with the 
levers f g resting on points ce. - This connects 
up the two armature-coils in series, and the 
‘motor will then *nn/as & synchronous motor. 
The field-coilsave thrown into cireuit with 
the direct-current ‘source when the: main 
‘switch is shifted. 

What I claim herein as my invention is— 

1. The method of operating électro - mag- 
netic motors, which consists in first. progress- 
ively shifting or rotating the magnetic poles 
of ‘one element.until it has reached a synch- 
-wenous speed and then alternating said poles 
‘and passing a. direct current through the coils 
of the other element, as herein set forth. 


carrying out the same invention; and it con-. 
sists in the following method: ‘On the start.I 
progressively ‘shift the magnetic poles of one 
element or field of the motor by alternating 
currents differing in phase a2 passed through 

independent energizing-circuits -and short- : 
circuit the coils of-the other element. When 
the motor thus started reachesor passes the 
limit of speed synchronous with the genera- 
tor, I. connect up the coils previously short- 
circuited with a source of direct current and 


duce a simple alternation of the poles. The- 
motor then continues to run in synchronism’ 
with the generator. ‘There are many specific: 
ally-different ways in which this may be car- : 
ried out; but I have selected one for illastrat- 
ing the principle.- This is illustrated in the 
annexed drawing, which is a side view of a 
motor with a diagram of the circuits and de- |’ 
vices used in the system. - _ ; 

The motor’shown is one of the ordinary 
forms, with field-cores ‘either laminated or 
polid and: with a cylindrical Jaminated arma- 
ture wound, for example, with the coils A B 
at right. angles. The shaft of the armature 
carries three collecting or contact rings C D' 


_ One end of coi! A connects to one ring, as. 


9. The method of operating electro - mag: 


55 


Collecting springs or brushes -F.G H bear 
upon the rings and lead to the contacts ofa . 


‘trolling. switch has five contacts a bedeand -— 
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netic motors, which consists in short-cireuit- rent and through the armature-coilg alternat-’ 
ing thecoils of one element, as the field-mag- 


ing currents coinciding in phase. 
net, and passing through the energizing-coils ~ ” 
of- the other element, as the armature. alter- _ .. N TKOLA TESLA, 
§ nating. currents differing in. phase, and then, |. Witnesses: 
“" When the motor -has attained a given speed, R. J. STONEY, Jr,” 
. passing through the field-coils a direct eur. E.-P. Corrin. . 
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UNITED STATES 


PATENT OFFICE. 


NIKOLA TESLA,.OF NEW YORK, N. Y,, 


ASSIGNOR TO THE TESLA ELECTRIC 


COMPANY, OF. SAME PLACE. 


ELECTRO-MAGNETIC MOTOR. 


SPECIFICATION forming part of Letters Patent No, 424,036, dated March 25, 1890. 
Application filed May 20,1889, Serial No, 311,416. (No model.) 


To all whom it may concern: 

Be itknown thatI, NIKOLA TESLA, a subject 
of the Emperor of Austria-Hungary, from 
Smiljan, Lika, border country of Austria-Hun- 
gary, residing at New York, in the county and 
State of New York, have invented certain new 
and useful Improvements in Electro-Magnetic 

‘Motors, of which the following is a specifica- 
tion, reference being had to the drawings ac- 
companying and forming a part of the same. 

T have invented and elsewhere described 
an electro-magnetic motor operated or adapted 
to be operated by an alternating electric cur- 
rent, and which is now commonly designated, 
whether correctly or not, a “magnetic-lag” 
motor. The main distinguishing features of 
this motor are the folowing: An armature is 
mounted within the magnetizing influence of 
a certain number of field magnets or poles of 
different magnetic susceptibility—that is to 
say, poles of unequal length, mass, or com- 
position—and wound with coils adapted in 
the operation of the motor to be connected 
to a source of alternating currents. When 
an alternating current is passed through the 
coils of such a motor, the field magnets or 
poles do not appear to manifest theirattractive 
effect upon the armature simultaneously, the 
magnetic attraction of some appearing to lag 
behind that of others, with the result of pro- 
ducing a torque and -rotation of the motor. 
Generally I have made such motors with 
closed armature-coils. 

I have invented another form of motor, 
which, for similar reasons, may be called a 
“magnetice-lag” motor; but in operation it dif- 
fers from that which I have above described 
in that the attractive effects or phases of the 
poles, while lagging behind the phases of.cur- 
rent which produce them, are manifested si- 
multaneously and not successively. 

To carry out this invention I employ a mo- 


tor embodying the principle of construction , 


of a motor described and claimed in an ap- 
plication filed by me January 8, 1889, No. 
295,745, to the extent that both the armature 
and field receive their magnetism from a sin- 
gle energizing-coil or a plurality of coils act- 
ing as one. ‘ 

A motor which embodies my invention, 
with certain modifications thereof, is ilus- 
trated in the accompanying drawings. 


\ 
Figtire 1 is a side view of the motor in ele- 
vation. Fig. 2 is a part-sectional view at 
right angles to Fig. 1. Fig. 3 is an end view 
in elevation and part section of a modifica- 
tion, and Fig. 4 is a similar view of another 
modification. 

In Figs. 1 and 2, A designates a base or 
stand, and BB the supporting-frame of the 
motor. Bolted to the said supporting-frame 
are two magnetic cores or pole-pieces C C’, of 
iron or soft steel. These may be subdivided 
or laminated, in which case hard iron or steel 
plates or bars should be used, or they should 
be wound with closed coils. D is a cireular 
disk-armature built up of sections or plates of 
jron and mounted in the frame between the 
pole-pieces C C’, which latter are preferably 
curved to conform to the circular shape there- 
of. I may wind this. disk with a number of 
closed coils E. F F are the main energizing- 
coils, supported in any convenient manner by 
thesupporting-frame, or otherwise, butsoas to 
inelude within their magnetizing influence 
both the pole-pieces C CO’ and the armature D. 
The pole-pieces C C’ project out beyond 
the coils F F on opposite sides, as indicated 
in the drawings. If an alternating current 
be passed through the coils F F, rotation of 
the armature will be produced, and this rota- 
tion I explain by the following apparent ac- 
tion or mode of operation: An impulse of 
current in the coils F F establishes two polari- 
ties in the motor. The protruding end of 
pole-piece ©, for instance, will be of one sign, 
and the corresponding end of pole-piece C’ will 
be of the opposite sign. The armature also 
exhibits two poles at right angles to the coils 
EF I, like poles to those in the pole-pieces 
being on the same side of the coils. While 
the current is flowing there is no appreciable 
tendeney to rotation developed; but after 
each current impulse ceases or begins to fall 
the magnetism in the armature and in the 
ends of the pole-pieces C C’ lags or continues 


‘to manifest itself, which produces a rotation 


of the armature by the repellent force be- 
tween the more closely approximating points 
of maximum magnetic effect. This effect is 
continued by the reversal of current, the po- 
larities of field and armature being simply 
reversed. One or both of the elements—the 
armature or field——may be wound with closed 
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induced coils to intensify this effect, although } ends of opposite sign and to set up in the 


in the drawings I have shown but one of the 
fields, each element of. the motor really con- 
stitutes a field, wound with the closed coils, 
the currents being induced mainly in those 
convolutions or coils which are parallel to the 
coils F I. A modified form of this motor is 
shown in Fig.3. In this form Gis one of two 
standards that support the bearings for the 
armature-shaft. HH Hare uprights or sides of 
a frame, preferably magnetic, the ends C C’ 
of which are bent, substantially as shown, to 
conform to the shape of the armature D and 
form fiéld-magnet poles. ‘Che construction of 
the armature may be the same as in the pre- 
vious figure, or it may be simply a magnetic 
disk or eylinder, as shown, and a coil or coils 
I F are secured in position to surround both 
the armature and the poles CC’. The arma- 
ture is detachable from its shaft, the latter 
being passed through the armature after it 
has been inserted in position. ‘The operation 
of this form of motor is the same in principle 
as that previously described and needs no 
further explanation. 

One of the most important features in alter- 
nating-current motors is that they should be 
adapted to and capable of running efficiently 
in the alternating systems in present use, in 
which almost without exception the gener- 
ators yield a very high number of alterna- 
tions. Such a motor I have designed by a de- 
velopment of the principle of the motor 
shown in Fig. 8, making a multipolar motor, 
which is illustrated in Fig. 4. In the con- 
struction of this motor I employ an annular 
magnetic frame J, with inwardly-extending 
ribs or projections KX, the ends of which all 
bend or turn in one direction: and are gen- 
erally shaped to conform to the curved sur- 
face of the armature. Coils F F are wound 
from one part K to the one next adjacent, 
the ends or loops of each coil or group of 
wires being carried over toward the shaft, 
so as to form U-shaped groups of convolu- 
tions at each end of the armature. The pole- 
pieces C C0’, being substantially concentric 
with the armature, form ledges, along which 
the coils are laid and should project to 
some extent beyond the coils, as shown. The 
cylindrical or drum armature D is of the same 
construction as in the other motors described, 
and is mounted to rotate within the annular 
frame J and between the U-shaped ends or 
bends of the coils. Thecoils F are connected 
in multiple or in series with a source of alter- 
nating currents, and are so wound that with a 
current or current impulse of given direction 
they will make the alternate pole-pieces C of 
one polarity and the other pole-pieces C’ of 
the opposite polarity. The principle of the 


operation of this motor is the same as the other 
herein described, for, considering any two 
pole-pieces C C’, a current impulse passing 
in the coil which bridges them or is wound 
over both tends to establish polarities in their 


armature-core between them a polarity of the 
same sign as thatof the nearest pole-piece C. 
Upon the fall or cessation of the current im- 
pulse that established these polarities the 
magnetism which lags behind the current 
phase, and which continues to manifest itself 
in the polar projections C C’ and the arma- 
ture, produces by repulsion a rotation of the 
armature. The effect is continued by each 
reversal of the current. What occurs in 
the case of one pair of pole-pieces occurs si- 
multaneously in all, so that the tendency to 
rotation of the armature is measured by the 
sun of all the forces exerted by the pole- 
pieces, as above described. 
also the magnetic lag or effect is intensified 
by winding one or both cores with closed in- 
duced coils. 
thus wound. When closed coils are used, the 
cores should be laminated. 

It is evident that a pulsatory as weli as an 
alternating current might be used to drive or 
operate the motors herein described; but I 
prefer to use alternating currents. 

It will be understood that the degree of 
subdivision, the mass of theiron in the cores, 
their size, and the number of alternations in 
the current employed to run the motor must 
be taken into consideration in order to prop- 
erly construet this motor. In other words, in 
all such motors the proper relations between 


the number of alternations and the mass,. 


size, or quality of the iron must be preserved 
in order to secure the best results. These 
are matters, however, that are well under- 
stood by those skilled in the art. 

What I claim is— 

1. Inanalternating-current motor, the com- 
bination, with the armature and field-cores, 
of stationary energizing-coils enveloping the 
said cores and adapted to produce polarities 
or poles in both, the field-cores extending out 
from the coils and constructed so as to ex- 
hibit the magnetic effect imparted to them 
after the fall or cessation. of current impulse 
producing such effect, as set forth. | 

2. In an alternating-current motor, the com- 


In this motor - 


The armature-core is shown as . 


bination, with an armature-core circular in : 


configuration, of a supporting-frame, field- 
cores extending therefrom over portions of 
the periphery of the armature, and energiz- 


ing-coils surrounding said armature and parts 


of the field-cores, as set forth. 

3. The combination, with the rotatably- 
mounted armature, of the circular frame J, 
the ribs K, with polar extensions extending 
over portions of the armature, and the ener- 
gizing-coils F, wound over portions of the pole- 
pieces and carried in loops over the ends of 
the armature, as herein set forth. , 


NIKOLA TESLA. 
‘Witnesses: . 
R. J. Stoney, Jr, 
i, P. Corr. 
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the coil is exposed, and a current in the coil 
is the result...-Then remove the flame or in 
any other way reduce. the temperature of the 
iron. ‘The lowering of its temperature is ac- 


Lo all wivom it may concern: oe 
Be it known that I, Nrkoua TESLA, a sub- 

ject of the Emperor of Austria-Hungary, from 
Smiljan, Lika, bordér country of Austria-Iun- 

5 gary, residing at New York, in the county and 
State of New York, haveinvented certain new 
and useful Improvements in Electrical Genera- 
tors, of which the following is a specification. 
This application is a division of an applica-. 

to tion filed by me May 26, 1887,Serial No. 239,481, 
This invention is an improved form of’ 
electrical generator based upon the following 
well-known laws: First, that electricity or 
electrical energy is developed in any conduct- 

ts ing-body by subjecting such body to @ vary- 
ing magnetic influence, and, second, that the 
magnetic properties of iron or other magnetic 
substance. ‘may: be partially or entirely de- 
‘stroyed or caused to disappear by raising it. 
20 to .a certain temperature, but restored and 
caused to reappear by again lowering its tem- 

. perature toa.certaindegree. Theselaws may 
be applied in the production of electrical cur- 
rents in many ways, the principle of which is. 

25 in all cases the same—viz., to subject a con-- 
ductor to a varying magnetic influence, pro-. 
ducing such variations by the application of 
heat, or, more strictly speaking, by the appli- 
cation or action of a varying temperature 
30 upon the source of the magnetism. ‘This prin- 
ciple of operation may beillustrated by asim- 
ple experiment: Place end to. end, and pref- 
erably in actual contact, a permanently-mag- 
netized steel bar and a strip or bar of. soft 

35 iron. Around the endof. the iron-bar or plate 
. ° wind-a coil of insulated wire. Then apply to" 
the iron between the coil.and the steel bar & 
flame or other source of heat which will be 
capable of raising that portion of the iron to 

40 an orange-red, or a temperature of about 600° 
centigrade. When this condition is reached, 


erties, and another change of magnetic con- 
ditions occurs, accompanied by a current in 


operation may be repeated indefinitely, the 
efféct upon the coil being similar to that 
which would follow from ‘moving the magnet: 
ized_ bar to and from the end of the iron bar 
or plate.. Ds 

. The device forming the subject of my pres- 
ent invention is an improved means of ob- 
taining this resuit, the features of novelty in 
which the invention resides being, first, theem- 


.Second, inclosing the source of heat and that 
portion of the magnetic circuit exposed to the 
‘heat ‘and artificially cooling the,said heated 
part. These.improvements are applicable 
generally to the generators constructed on the 
plan above described—that is to say, I may 
use an artificial cooling device in conjunction 
with .a variable. or varied or uniform source 


‘form heat. 

: In the drawingsI have illustrated a devieo 

constructed in accordance with my invention, 
Figure. 1 is a central vertical longitudinal 

section of the complete apparatus. Fig. 2 is 


; of the generator. 


manént magnet the poles of which are bridged 
by an armature-core composed of a casing or 
Shell B inclosing a number of hollow iron 
tubes C. Around this core are wound the 
‘eonductors EE’, to form the coils in which 
‘the currents are developed. In the circuits 
of these coils are trarislating devices, as FF", 
Dis a furnace or closed fire-box, through 
which the central portion of the ‘core B ex. 
tends. ‘Above the fire is a boiler K, contain- 


the iron somewhat suddenly loses its magnetic 
properties, if it be very thin, and the same 
effects produced as though the iron had been 
45 moved away from the magnet or the heated 
“-. seetion had been removed. This ‘change. of 
condition, however, is accompanied by ashift- 
ing of the magnetic lines, or, in-other words, by 
a variation in the maguetic influence to which 


extend up through the boiler. 
Gisa water-supply pipe, and His the steam- 
exhaust pipe, which communicates with all 


companied by a return of its magnetic prop- 


an opposite direction in the coil. The same: 


ployment of-an artificial fooling device, and,., 


of heat. I prefer, however, to employ a uni- 


ing water. The fiue I: from the fire-box may 
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& cross-section of the magnetic armature-core * 


- Let A represent a@ magnetized core or per- 


85. 


a 


- escaping from the 


un 


{Oo 


15 


by the rapidity of the magnetic .changes or 


20 


_ the application of a variable heat to vary the 
conditions of a field of -foree in- 


25 


the tubes C in the armature B, so that steam 
boiler will pass through 
said tubes. : 


In the steam-exhaust pipe H is a valve V; 


to which is connected the lever I, by the move- 
ment of.which the said valve is opened or 


closed. In such acase as this the heat of the. 


fire may be utilized for other purposes after 


plied to heating the core B. There are spe- 


cial advantages in the employment of a.cool: | 


ing device, in that the metal of ‘the core B is 
not so quickly oxidized. Moreover, the dif- 


ference between the temperature of the ap- 


plied heat and of the steam, air, or whatever. 


gas or fluid be applied as thecooling medium, 
may be increased or decreased at will, where- 


fluctnations may be regulated. . 
In go far as my present itivention, broadly, 


is concerned, the specific construction of the: 
apparatus is largely immaterial. I do not, |. 


however, claim in this. application, broadly, 
maguetic 


whieh an induced conductor js-contained. 
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‘What I claim is— 
~1.In an electrical generator, the combina- 
tion, with a magnetized core or body and a 
conductor within the field of force produced 30 
thereby, of an inclosed source of heat applied 
to a portion of said.core, and an artificial 
cooling device for reducing the temperature 


‘of the heated portion thereof, as set forth. 
as much of it as may be needed Has been ap- | . 


9. Thecombination, with a magnetized core 35 
ut body anda conductor under the influence 
thereof, of an inclosed source of heat applied 
to a portion of said core, means for bringing 
acooling gas or fluid in éontact with the 
heated portion of the core, and means forcon- 40° 


‘trolling the admission of the same. 


3. Thecombination, witha magnetized core 
containing es or channels, and coils 
wound thereon, of means for applying heat to 
a, portion of the core, and. a connection with 45 
a boiler for admitting steam into the chan- 
nels,.as set forth . , 


- NIKOLA. TESLA. 
‘Witnesses: - 
R. J. Sroney, Jr, | 
B. P.-Corrin. 
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To all whom it may concern: 

Be it known that I, NikoLa Tusia, a sub- 
ject of the Emperor of Austria-Hungary, from 
Smniljan, Lika, border country of Austria- 

5 Hungary, residing at New York, in the county 
and State of New York, have invented certain 
new and useful Improvements in Alternating- 
Current Electro- Magnetic Motors, of which 
the following is a specification, reference being 

ic had to the drawings accompanying and form- 
ing a part of the same. 

This invention is an improvement in that 
class of electro-magnetic motors in which the 
rotation is produced by the progressive move- 

15 ment or effect of the maximum magnetic 
points or poles produced by the conjoint ac- 
tion or effect of two energizing - circuits 
through which are passed alternating cur- 

. rents, or currents of rapidly-varying strength 
20 Of a kindred nature. 

‘The improvements subject of this applica- 
tion are more particularly applicable to that 
class of motors in which two or more sets of 
energizing-magnets are employed, and in 

25 which by artificial means a certain interval 
of time ismadeto elapse between the respect- 
ive maximum or minimum periods or phases 
of their magnetic attraction or effect. This 
interval or difference in phase between the 

go two sets of magnets, when artificially pro- 
duced, is limited in extent. It is desirable, 
however, for the economical working of such 
motors that the strength or attraction of one 
set of magnets should be maximum at the 

35 time when that of the other set is minimum 
and conversely; but these conditions have not 
heretofore been realized except in eases where 
the two currents have been obtained from in- 
dependent sources in the same or different 
machines. 

The object of the present invention is to 
establish conditions more nearly approaching 
the theoretical requirements of perfect work- 
ing, or, in other words, to produce artificially 
45 a difference of magnetic phase by means of 

a current from a single primary source suffi- 
cient in extent to meet the requirements of 
practical and economical working. 

In carrying out my invention I employ a 

50 motor with two sets of energizing or field 


40 


magnets, each wound with coils connected 
with a source of alternating or rapidly-vary- 
ing currents, but forming two separate paths 
or circuits. The magnets of one set I pro- 
tect to a certain extent from the energizing 55 
action of the current by means of a magnetic 
shield or screen interposed between the mag- 
net and its energizing-coil. This shield is 
properly adapted to the conditions of partieu- 
lar cases, so as to shield or protect the main 60 
core from magnetization until it has become 
itself saturated and no longer capable of con- 
taining all the lines of force produced by the 
current. By this means it will be seen that 
the energizing action begins in the protected 65 
set of magnets a certain arbitrarily-deter- 
mined period of time later than in the other, 
and that by this means alone or in econjunc- 
tion with other means or devices heretofore 
employed a practically-economieal difference 70 
of magnetic phase may readily be secured. - 

The nature and operation of the invention 
will be more fully explained by reference to 
the accompanying drawings. 

Figure 1 is a view of a motor, partly in sec- 75 
tion, with a diagram illustrating the inven- 
tion. Fig. 2is a similar view of a modifica- 
tion of the same. 

In Fig. 1, which exhibits the simplest form 
of the invention, A A is the field-magnet of a 80 
motor, having, say, eight poles or inwardly- 
projecting cores B and C. The cores B form 
oneset of magnetsand are energized by coils 
D.. The cores C, forming the other set, are 
energized by coils E, and the coils are con- 83 
nected, preferably, in series with one another, 
in two derived or branched circuits F G, re- 
spectively, from a suitable source of current. 
Each coil E is surrounded by a magnetic 
shield I, which is preferably composed of an go 
annealed, insulated, or oxidized iron wire 
wrapped or wound on the coils in the manner 
indicated, so_as to forma closed magnetic 
circuit around the coilsand between the same 
and the magnetic cores C. Between the pole 9§ 
pieces or cores B C is mounted the armature 
K, which, asis usual in this type of machines, 
is wound with coils L closed upon themselves. 
The operation resulting from this disposition 
is as follows: If a current impulse be di+ 100 
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rected through the two circuits of the motor, 
it will quickly energize the cores B, but not 
so the cores C, for the reason that in passing 
through the coils E there is encountered the 
influence of the. closed magnetic circuits 
formed by the shields H. The first effect is 
to effectively retard the current impulse in 
circuit G, while at the same time the propor- 
tion of current which does pass does not mag- 
netize the cores C, which are shielded or 
screened by theshields H. As the increasing 
electro-motive force then urges more current 
through the coils E, the iron wire H becomes 
magnetically saturated and incapable of car- 
rying all the lines of force, and hence ceases 
to protect the cores C, which become mag- 
netized, developing their maximum effect 
after. an interval of time subsequent to the 
similar manifestation of strength in the other 
set of magnets, the extent of which is arbi- 
trarily determined by the thickness of the 
shield H, and other well-understood condi- 
tions. 

From the above it will be seen that the ap- 
paratus or device acts in two ways. Tirst, by 
retarding the current, and, second, by retard- 
ing the magnetization of one set of the cores, 
from which its effectiveness will readily ap- 

ear. 
P Many modifications of the principleof this 
invention are possible. One useful and effi- 


' cient application of the invention is shown in 


35 


40 


Fig. 2. In said figure a motor is shown simi- 


lar in all respects to that above described, ex- 
cept that the iron wire H, which is wrapped 
around the coils E, is in this case connected 
in series with the coils D. The iron-wire 
coils H, are connected and wound, so as to 
have little or no self-induction, and being 
added to the resistance of the circuit F the 


‘action of the current in that circuit will be 


accelerated, while in the othercireuit G it will 
be retarded. The shield H may be made in 
many forms, as will be understood, and used 
in different ways, as appears from the forego- 
ing description. I do not, however, limit my- 
self to any specific form or arrangement; but 

What I claim is— 

1. In an alternating-current motor having 
two energizing-circuits, the combination,with 
the magnetic cores and coils of one of the cir- 
cuits, of interposed magnetic shields orscreens 
for retarding the magnetization of said cores, 
as set forth. 

2. In an alternating-current motor having 
two energizine-circuits, the combination, with 


the magnetic cores and the coils of one of the’ 


circuits wound thereon, of magnetic shields 
or coils wound around said coils at right an- 
gles to their convolutions, as set forth. 

3. In an alternating-current motor having 
two energizing-circuits, the combination, with 
the magnetic cores and the coils of one of the 
circuits which energize the said cores, of mag- 
netic shields forming closed magnetic circuits 
around the coils and interposed between the 
coils and cores, as set forth. 

4. In an alternating-current motor having 
two energizing-circuits derived from the same 
source, the combination, with the cores and the 
coils of one of the circuits that energizes the 
same, of insulated iron-wire coils wound on 
the said energizing-coils at right angles to 
their couvolutions and connected up in series 
with the coils of the other energizing-circuit, 


as set forth. 
NIKOLA TESLA. . 
Witnesses: 
Rost. ¥. GAYLORD, 
PARKER W. PAGE. 
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To alt whom it may concern: 

. Be it known that I, Nrkoua TEsua, a sub- 
ject of the Emperor of Austria-Hungary, from 
Smiljan, Lika, border country of Austria- 

5 Hungary, residing at New York, in the county 
and State of New York, have invented certain 
new and useful Improvements in Alternating- 

Current Motors, of which the following is a 
specification, reference being had to the draw- 

1o ings accompanying and forming a part of the 
same. 

This invention relates to that class of alter- 
nating-current motors in which the field-mag- 
nets are energized by coils connected up in 

15 two circuits derived from the same source 
and having different degrees of self-induc- 
tion, whereby the currents in one circnit or 
branch are retarded more than in the other, 
with the result of producing a progressive 
advance or rotation of the points of maxi- 
mum magnetic effect in the field that main- 
tains the armature in rotation. In motors of 
this kind I have employed, among other 
means, a self-induction coil in oné circuit and 
25 a dead-resistance in the other, or I have se- 
cured the same result by the special charac- 
ter of the winding of the two circuits, and in 
still another instance I have so constructed 
the motor that the retarded-current coils were 
nearly inclosed by iron, whereby the self-in- 
duction of such coils was very greatly in- 
creased. 

The invention subject of this application is 
an improvement on this last-named plan. 
35 In carrying out the invention I construct 
a field-magnet having two sets of poles or in- 
wardly-projecting cores and placed side by 
side, so as practically to form two fields of 
force and alternately disposed—that is to 
say, with the poles of oneset or field opposite 
the spaces between the other. I then con- 
nect the free ends of one set of poles by means 
of laminated-iron bands or bridge-pieces of 
considerably smaller cross-section than the 
45 cores themselves, whereby the cores will all 
form parts of complete magnetic circuits. 
When the coils on each set of magnets are 
connected in multiple cireuits or branches 
from a source of alternating currents, electro- 
motive forces areset up in or impressed upon 
each circuit simultaneously; but the coils on 
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the magnetically bridged or shunted cores 
will have, by reason of the closed magnetic 
circuits, a high self-induction, which retards 
the current, permitting at the beginning of 55 
each impulse but little current to pass. On 
the other hand, no such opposition being en- 
countered in the other set of coils, the cur- 
rent passes freely through them, magnetizing 
the poles on which they are wound. As soon, 60 
however, as the laminated bridges become 
saturated and incapable of carrying all the 
lines of force, which the rising electro-motive 
force, and consequently increased current, 
produce, free poles are developed at the ends 65 
of the cores, which, acting in conjunction with 
the others, produce rotation of the armature. 

The construction in detail by which this 
invention is illustrated is shown in the accom- 
panying drawings. 

Figure 1 is a view in side elevation of a mo- 
tor embodying the invention. Fig.2isaver-_ 
tical cross-section of the same. 

A isthe frame of the motor, which is prefer- 
ably built up of sheets of iron punched out 75 
to the desired shape and bolted together with 
insulation of a proper character between the 
sheets. When complete, the frame makes a 
field-magnet with inwardly-projecting pole- 
pieces B and C. To adapt them to the re- 80 
quirements of this particular case these pole- 
pieces are out of line with one another, those 
marked B surrounding one end of the arma- 
ture and the others, as C, the opposite end, 
and they are disposed alternately—thatis to 85 
say, the pole-pieces of one set.occur in line 
with the spaces between those of the other sets. 

The armature D is of cylindrical form, and 
is also laminated in the usual way and is 
wound longitudinally with coils closed upon 90 
themselves. The pole-pieces C are connected 
or shunted by bridge-pieces E. . These may 
be made independently and attached to the 
pole-pieces, or they may be parts of the forms 
or blanks stamped or punched out of sheet- 95 
iron. Their size or mass is determined by 
various conditions, such as the strength of 
the current to be employed, the mass or size 
of the cores to which they are appplied, and. 
other well-understood conditions. - 100 

Coils FF surround the pole-pieces B, and 
other coils G are wound on the pole-piecesC. 
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These coils aré connected in series in two 
circuits, which are braches of a circuit from a 
generator of alternating currents, and they 
may be so wound, or the respective circuits 
in which they are included may beso arranged, 
that the cirenit of coils G will have inde- 
pendently of the particular construction here- 
in described a higher self-induction than the 
other circuit or branch. 

The function of the shunts or bridges Eis 
that they shall form with the cores C aclosed 
magnetic circuit fora current up to a prede- 
termined strength, so that when saturated by 
such current and unable to carry more lines 
of foree than such a current produces they 
will to no further appreciable extent inter- 
fere with the development by a stronger cur- 


-rent of free magnetic poles at the ends of the 


cores C. 

In such a motor the current is so retarded 
in the coils G and the manifestation of the 
free magnetism in the poles C is delayed be- 
yond the period of maximum magnetic effect 
in poles B that a strong torque is produced 
and the motor operates with approximately 
the power developed in a motor of this kind 
energized by independently-generated cur- 
rents differing by a full-quarter phase. 

What I claim in this application is— 

1. In an alternating-current motor having 
two sets or series of pole-pieces, the combi- 
nation, with one of such sets or series, of mag- 
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netic shunts or bridges connecting their free 
ends, as herein set forth. 

9. In an alternating-current motor having 
two sets or series of pole-pieces energized by 
coils in independent circuits from the same 
source, the combination, with one of the sets 
or series of pole-pieces, of magnetic shunts or 
bridges connecting their free ends, as de- 
scribed. 

3. In an alternating-current motor having 
a laminated or subdivided field-magnet pro- 
vided with two sets or series of cores or pole- 
pieces, the combination, with such pole-pieces, 
of energizing-coils connected, respectively, in 
two cireuits derived from the same source of 
alternating currents and laminated or sub- 
divided ironshunts or bridges of smaller cross- 
section than the pole-pieces and joining the 
free ends of all the cores or pole-pieces of one 
set to form closed magnetic circuits, as set 
forth. 

4, In analternating-current motor, the com- 
bination, with a set or series of field-poles 
and énergizing-coils wound thereon, of an in- 
termediate set of pole-pieces forming portions 
of closed magnetic cireuits and coils thereon 
in a circuit derived from the same source of 
alternating currents as the other, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Roet. F. GAYLORD, 
PARKER W. PAGE. 
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Lo all whom it may concern: 

Be it known that I, Nixona TESLA, a sub- 
ject of the Emperor of Austria-Hungary, from 
Smiljan, Lika, border country of Austria- 
Hungary, residing at New York, in the county 
and State of New York, have invented certain 
new and useful Improvements in Electrical 
Transformers or Induction Devices, of which 
the following is a specification, reference be- 
ing had to the drawings accompanying and 
forming a part of the same. , 

This invention is an improvement in elec- 
trical transformers or converters, and has for 
its main objects the provision of means for se- 
curing, first, a phase difference between the 
primary and secondary currents adapted to 
the operation of my alternating-current mo- 
tors. and other like purposes, and, second, a 
constant current for all loads imposed upon 
the secondary. 

In transformers as constructed now and 
heretofore it will be found that the electro- 
motive force of the secondary very nearly co- 
incides with that of the primary, being, how- 
ever, of opposite sign. At the same time the 
currents, both primary and secondary, lag be- 
hind their respective electro-motive forces; 
but as this lag is practically or nearly the 
same in the case of each it follows: that the 
maximum and minimum of the primary and 
secondary currents will nearly coincide, but 
differ in sign or direction, provided the sec- 
ondary be not loaded or if it contain devices 
having the property of self-induction. On 
the other hand, the lag of the primary behind 
the impressed electro-motive force may be di- 
minished by loading the secondary with'a non- 
inductive or dead resistance—such as incan- 
descent lamps—whereby the time interval be- 
tween the maximum or the minimum periods 
of the primary and secondary currents is in- 
creased. This time interval, however, is lim- 
ited, and the results obtained by phase dif- 
ference in the operation of such devices as 
my alternating-current motors can only be 
approximately realized by such means of pro- 
ducing or securing this difference, as above 
indicated, for it is desirablein such cases that 
there should exist between the primary and 
secondary currents, or those which, however 


produced, pass through the two circuits of the 
motor, a difference of phase of ninety de- 
grees; or, in other words, the current in one 
circuit should be maximum when that in the 
other circuit isminimum. To more perfectly 
attain to this condition I obtain or secure an 
increased retardation of the secondary cur- 
rent in the following manner: Instead of bring- 
ing the primary and secondary coils or cir- 
cuits of a transformer into the closest possi- 
ble relations, as has hitherto been done, I pro- 
tect in a measure the secondary from the in- 
ductive action or effect of the primary by sur- 
rounding either the primary or the secondary 
with a comparatively-thin magnetic shield or 
screen. Under these conditions or circum- 
stances, as long as the primary current hasa 
small value, the shield protects the secondary; 
but as soon as the primary current has reached 
a certain strength, which is arbitrarily deter- 
mined, the protectingmagneticshield becomes 
saturated and the inductive action upon the 
secondary begins. Itresults, therefore, thatthe 
secondary current begins to flow at a certain 
fraction of a period later than it would without 
the interposed shield, and since this retarda- 
tion may be obtained without necessarily. re- 
tarding the primary current also, an addi- 
tional lag is secured, and the time interval be- 
tween the maximum or minimum periods of 
the primary and secondary currents is in- 
creased. I have further discovered that such 
a transformer may, by properly proportion- 
ing its several elements and determining in 
amanner well understood the proper relations 
between the primary and secondary win dings, 
the thickness of the magnetic shield, and other 
conditions, be constructed to yield a constant 
current at allloads. No precise rules can be 
given for the specific construction and pro- 
portions for securing the best results, as this 
is a matter determined by experiment and 
calculation in particular cases; but the gen- 
eral plan of construction which I have de- 
seribed will be found under all conditions to 
conduce to the attainment of this result. 

In the accompanying drawings I have illus- 
trated the construction above set forth. 

Figure 1 is a cross-section of a transformer 
embodying my improvement. Fig. 2 isa simi- 
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lar view of a modified form of transformer, 
showing diagrammatically the manner of 
using the same. 

A A is the main core of the transformer, 
composed of a ring of soft annealed and insu- 
lated or. oxidized iron wire. Upon this core 
is wound the secondary circuit or coil BB. 
This latter is then covered with a layer or 
layers of annealed and insulated iron wires 
CC, wound in a direction at right angles to 
said secondary coil. Over the whole is then 


wound the primary coil or wire DD. From 


the nature of this construction it will soon 
be obvious that as long as the shield formed 
by the wires C is below magnetic saturation 
the secondary coil or circuit is effectually pro- 
tected ot. shielded from the inductive influ- 
ence of the primary, although I would state 
that on open cireuit it may exhibit some elec- 
tro-motive force. When the strength of the 
primary reaches a certain value, the shield C, 
becoming saturated, ceases to protect the sec- 
ondary from inductive action, and current is 
in consequence developed therein. For simi- 
lar reasons, when the primary current weak- 
ens, the weakening of the secondary is re- 
tarded to the same or approximately the same 
extent. 

Thespecific construction of the transformer 
is largely immaterial. In Fig. 2, for exam- 
ple, the core A is built up of thin insulated 
iron plates or disks. The primary circuit D 
is wound next the core A. Over this is ap- 
plied the shield C, which in this case is made 
up of thin strips or plates of iron properly 
insulated and surrounding the primary, form- 
ing a closed magnetic circuit. The secon- 
dary B is wound over the shield C. In Fig. 
2, also, E is a source of alternating or rapidly 
changing currents. The primary of the trans- 
former is connected with the circuit of the 
generator. 

Fisa two-circuit alternating-current mo- 


tor, one of the circuits being connected with 
the main circuit from the source E, and the 
other being supplied with currents from the 
secondary of the transformer. 

Having now described my i 
I claim is— 

1. In an electrical transformer or induction 
device, the combination, with the main mag- 
netic core and the primary and secondary 
coils or circuits, of amagnetic shield or screen 
interposed between said coils, as herein set 
forth. 

9. In an electrical transformer or inductive 
device, the combination, with the magnetic 
core and the primary and secondary coils or 
circuits, of a magnetic shield or screen sut- 
rounding one of said coils only, as set forth. 

3. In an electrical transformer or induction 
device, the combination, with the magnetic 
core and the primary and secondary coils 
wound thereon, of a magnetic shield or screen 
wound on or built up around one only of said 
coils, as described. 

4. In an electrical transformer or induction 
device, the combination, with a main lami- 
nated magnetic core and primary and second- 
ary coils thereon, of a ‘subdivided or lami- 
nated magnetic shield or screen interposed 
between the coils, as set forth. 

5. In an electrical transformer, the combi- 
nation, with a magnetic core and primary 
and secondary coils wound thereon, of a mag- 
netic shield or screen interposed between 
said coils and surrounding one of them and 
adapted to be or capable of being magnetic- 
ally saturated by a predetermined current 
strength below the maximum in the primary, 
as set forth. ; 
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To alt whonr tt may concern: ; 
Be it known that I, NrkoLa TESLA, a sub- 
ject of the Emperor of Austria-ITungary, from 
Smiljan, Lika, border country of Austria- 
5 Hungary, residing at New York, in the county 
‘and State of New York, have invented certain 
new and useful Improvements i in Electro-Mag- 
netic Motors, of which the followingisa specifi- 
cation, reference being had to the drawings ac- 
companying and forming a part of the same. 

This invention is an improvement in alter- 
nating-current motors, and has for its general 
obj ect to produce a single-cireuit altern ating- 
current torque-motor of economical and sim- 
15 ple construction. 

The nature of the invention will be under- 
stood from the following statement. 

Itis well known that if: a magnetic core, even 
if laminated or subdivided, be wound with an 
insulated coil and a current of electricity di- 
rected through the coil the magnetization of 
the entire core does not immediately ensue, 
the magnetizing effect not being exhibited in 
all part fs simultaneously. This I attribute to 
the fact that the action of the current is to 
energize first those laminz or parts of the 
core nearest the surface and adjacent to the 
exciting-coil, and from thence the action pro- 
gresses toward the interior. <A certain inter- 
val of time therefore elapses between the 
manifestation of magnetism in the external 
and the internal sections or layers of the core. 
If the core be thin or of small mass, this effect 
may be inappreciable; but in the case of a 
thick core, or even of a comparatively thin 
one, if the number of alternation or rate of 
change of the current strength be very 
great the time interval occurring between the 
manifestations of magnetism in the interior 
of the core and in those parts adjacent to the 
coil is more marked, and in the construction 
of such apparatus as motors which are de- 
signed to berun by alternating or equivalent 
currents—such as pulsating or undulating 
currents generally—I have found it desirable 
and even necessary to give due consideration 
to this phenomenon and to make special pro- 
visions in order to obviate its consequences. 
The specific object of my present invention is 
to take advantage of this action or effect, and 
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by rendering it more pronounced to utilize it 
in the operation of motors in general. This 
object I attain by constructing a field-magnet 
in which the parts of the core or cores that 
exhibit at different intervals of time the mag- 55 
netic effect imparted to them by alternating 
or equivalent currents in an energizing coil 
or coils are so placed with relation™ to a rotat- 
ing armature as to exert thereon their attract- 


ive effect successively in the order of their 60 


magnetization. Dy this means I secure a 
similar result to that which J have heretofore 
attained in other forms or types of motor in 
which by means of one or more alternating 
currents I have produced a rotation or pro-. 65 
gression of the magnetic poles or points of 
maximum attraction of the field of force. 

In the drawings haveshown asimple form 
of motor, which will serve to demonstrate the , 
principle of the mode of operation, which I 70 
have above described in general terms. 

Figure 1 is a side elevation of such motor. 
Fig. 2 is a side elevation of a more practica- 
ble and efficient embodiment of the inven- 
tion. Fig. 3 is a central vertical section of 75 
the same in the plane cf the axis of rotation. 

Referring to Fig. 1, let X represent alarge 
iron core, which may be composed of a num- 
ber of sheets or lamine of soft iron or steel. 
Surrounding this core is a coil Y, which is 80 
connected with a source E of rapidly-varying 
currents. Let us consider now the magnetic 
conditions existing in this core at any point, 
as b, at or near the center, and any other 
point, as a, nearer the surface. When acur- 
rent-impulse is started in the magnetizing- 
coil Y, the section or part at a, being close to 
the coil, is immediately energized, while the 
section or part at b, which, to use a conven- 
ient expression, is “protected” by the inter- go 
vening sections or layers between a and 8, 
does not at onceexhibitits magnetism. How- 
ever, as the magnetization of a increases, b 
becomes also affected, reaching finally its 
maximum strength some time later than a. 95 
Upon the weakening of the current the mag- 
netization of a first diminishes, while 6 still 
exhibits its maximum strength; but the con- 
tinued weakening of a is attended by a sub- 
sequent weakening of 6. Assuming the cur- roo 
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rent to be an alternating one, a will now be 
reversed, while 0 still continues of the first-im- 
parted polarity. This action continues the 
magnetic condition of b, following that of ain 
the manner above described. If an arma- 
ture—for instance, a simple disk F, mounted 
to rotate freely on an axis—be brought into 
proximity to the core, a movement of rota- 
tion will be imparted to the disk, the direc- 
tion depending upon its position relatively to 
the core, the tendency being to turn the por- 
tion of the disk nearest to the core from a to 
b, as indicated in Fig. 1. This action or prin- 
ciple of operation I have embodied in a prac- 
tiecable form of motor, which is illustrated in 
Vig. 2. Let A in said figure represent a cir- 


cular frame of iron, from diametrically-oppo-. 


site points of the interior of which the cores 
project. Each coreis composed of three main 
parts B, B, and C, and they are similarly 
formed with a straight portion or body e, 
around which the energizing-coil is wound, a 
curved arm or extension ¢, and an inwardly- 
projecting pole or end d. Each core is made 
up of two parts B B, with their polar exten- 
sions reaching in one direction and a part C 
between the other two and with its polar ex- 
tension reaching in the opposite direction. 
Tn order to lessen in the cores the circulation 
of currents induced therein, the several sec- 
tions are insulated from one another in the 
manner usually followed insuch cases. These 
cores are wound with coils D, which are con- 
nected in the same circuit, either in parallel 
or series, and supplied with an alternating or 
a pulsating current, preferably the former, by 
a gencrator E, represented diagrammatically. 
Between the cores or their polar extensions is 
mounted a cylindrical or similar armature 
¥, wound with magnetizing-coils G, that are 
closed upon themselves, as is usual in motors 
of this general class. 

The operation of this motor is as follows: 


When a current impulse or alternation is di- 


rected through the coils D, the sections B B 
of the cores, beingon the surface and iu close 
proximity to the coils, are immediately ener- 
gized. The sections O,on the other hand, are 
protected from the magnetizing influence of 
the coil by the interposed layers of iron BB. 
As the magnetism of B B increases, however, 
the sections C are also energized; but they do 
not attain their maximum strength until a 
certain time subsequent to the exhibition by 
the sections B B of their maximum. Upon 


the weakening of the current the magnetic 
strength of B B first diminishes, while the 
sections C have still their maximum strength; 
but as B B- continue to weaken the interior 


sections are similarly weakened. BB may 
then begin to exhibit an opposite polarity, 
which is followed later by a similar change 
on ©, and this action continues. BB and C 
may therefore be considered as separate field- 
magnets, being extended so as to act on the 
armature in the most efficient positions, and 
the effect is similar to that in my other forms 
of motor—viz., a rotation or progression of 
the maximum points of the field of force. Any 
armature—such, for instance, as a disk— 
mounted in this field would rotate from the 


‘pole first to exhibit its magnetism to that 


which exhibits it later. 

It is evident that the principle herein de- 
scribed may be carried out in conjunction 
with other means, such as I have elsewhere 
set forth, for securitig a more favorable or 
efficient action of the motor. For example, 


the polar extensions of the sections C may be: 


wound or surrounded by closed coils L, asin- 
dicated by dotted lines in Fig.2. The effect 
of these coils will be to still more effectively 
retard the magnetization of the polar exten- 
sions of C. 

I do not wish to be understood as limiting 
myself to any particular construction of this 
form of motor, as the same principle of action 
or operation may be carried out in a great 
variety of forms. 

What I claim is— ; 

J. In an alternating-eurrent motor, the 
combination, with an energizing-coil and a 
core composed of two parts, one protected 
from magnetization by the other interposed 
between it and the coil, of an armature 
mounted with the influence of the ftelds of 
force produced by said parts, as set forth. 

9. The combination, in an alternating-cur- 
rent motor, of a rotating armature, a field- 
magnet composed of a coil and a core with 
two sections in proximity to the coil and an 


inner section between the same, the sections . 


being formed or provided with polar projec- 
tions extending in opposite directions over or 
around the armature, as set forth. 

3. The combination, in an alternating-cur- 
rent motor, of a rotating armature, a frame 
and field-magnets thereon, each composed of 
an energizing-coil wound around a core made 
up of outer and inner or protected magnetic 
sections, each of which is formed or provided 
with independent laterally-extended pole 
pieces or projections, as herein described. 


NIKOLA TEHSLA. 
Witnesses: 
Rost. F. GAYLORD, 
PARKER W. PAGE. 
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To ali whom it may concern: 

Be it known that TI, NIKOLA TESLA, a sub- 
ject of the Emperor of Austria-Hungary, from 
Smiljan, Lika, border country of Austria-Hun- 

5 gary, residing at New York, in the county and 
State of New York, have invented certain new 
and useful Improvements in Electro-Magnetic 
Motors, of whieh the following is a specifica- 
tion, reference being had to the drawings ac- 

ro companying and forming a part of the same. 

«Among the various forms of alternating- 

“current motors invented by me is one which 

I have described in other applications, and 
which is constructed as follows: I build a field- 

15 core with, say, four poles, between which is 


mounted an armature that is generally wound. 


with closed coils. On two of the opposite 
poles of the field I wind primary coils, which 

_ re connected upinthe main circuit. Onthe 
“20 same cores I also wind secondary coils, which 
are closed through coils on the other pair or 
set of poles. Jn this motor when an alternat- 
ing current i3 caused to passthrough the pri- 
mary coils it energizes directly one set of 

25 poles and induces currents in the secondary 
coils, which act to energize the other poles; 
tout the phases of the current in the second- 
ary coils may differ in timefrem those of the 


primary current, and hence a rotation or shift- 


30 ing of the poles is effected that imparts rota- 
tion to the motor. 
‘These motors may be constructed in many 
other ways; but for purposes of this case itis 
only necessary to consider the specific form 


35 which I have thus generally described, as my | 


improvements relate mainly to such form. 
The object of my present invention is to 
render this form of motor more eficient and 

to improve its action or mode of opération. 
In the motors constructed in aécordance 
with this principle I bring two energizing- 
circuits into inductive relation in the motor 
itself—that is to say, the secondary currents 
_which energize one set of. the field-cores are 
45 induced in the motor itself, and the employ- 
ment of an external induction device is thus 
avoided. The operation of these motors, how- 
ever, is dependent upon the existence of a 
certain difference of phase between the cur- 
50 rents in the primary and secondary coils. To 
obtain a difference of phase or lag that is 


40 


-since the sanie laws apply. 


| suited .to working conditions is the specific 


object cf my present invention. 

The following explanations will serve to 
illustrate the principle itpon which said in- 55 
vention is based... Tet it be assumed that an 


‘ordinary alternating-current generator }s con- 


nected up in a cireuit of practically no self- 
induction, such, for example, asacircuifcgn- | 
taining incandescent lamps only. On the ep- 60 


-eration of the machine alternating currepts 


will be developed in the circuit, and the phages 
of. these currents will theoretically coincide 


| with the phases of the impressed electro-mo- 
; tive force. 


Such currents may be regarded 65° . 
and designated asthe “unretarded currents.” : 
It will be understood, of course, that: In 
practice there is always more or less self-in- 
duction in the circuit, which modifies to a cor- 
responding extent these conditions; but for 70 
convenience this may be disregarded in the 
consideration ef the principle of operation, 
Assume next 
that a path of currents be formed across any 
two points of the above cirenit, consisting, 75 
for example, of the primary of an induction 
device. The phases of the currents passing 
through the primary, owing to the self-in- 
duction of the same, will not eoincide with _ 
the phases of the impressed electro-motive 80 
force, but will lag behind tic same, such lag 
being directly proportional to the self-induc- 
tion and ‘inversely proportional to the resist- 
ance of the said coil: The insertion of this 
coil will also cause a lagging or retardation 85 
of the currents traversing and delivered by 
the generator behind the impressed électro- 
motive force, such lag being the mean or re- 
sultant of the lag of the current through the 
primary aloue and that of what I have des- 90 
iguated the “unretarded current” in the 
entire working-cireuit. Next consider the 
conditions imposed by the association in in- 
ductive relation with the primary evil of a 
secondary coil. he current generated in the 95 
secondary coil will react upon the primary 
current, modifying the retardation of the 
same, according to the amount of self-induc- 
tion and resistance in the secondary circuit. 
If the secondary circuit have but little self- too 
induction—as, for instance, when it contains 
incandescent lamps only—it will increase the 
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actual difference of. phase. between its own 
and. the primary current, first, by diminish- 
ing the lag: between the primary current and 
the impressed electro-motive force, and, sec- 


ond, by its own lag or retardation behind 
On the - 


the impressed electro-motive force. 
other hand, if the secondary cirenit have a 


high self-induction its lag behind the cur- 


vent in the primary is directly increased, 
while it will be still further increased if ‘the 
primary have a very lowself-induction. The 
better results. are obtained when the primary 
has a low self-induction. I apply these prin- 
ciples to the construction .of a motor which I 
shall now describe. 


. The details of the improvements are illus-. 


trated in the drawings, in which- 


Figure 1 is a diagram of a motor exhibiting , 
Vig: 2 is a similar diagram of . 


my invention. 
a modification of the same. 

In Fig. 1 let A designate the field-magnet 
of a motor which, as. in all these motors, is 
built up of sections or plates... .B C are polar 
projections upon which thé coils are wound. 
Upon one pair of these poles, as C, I wind 


primary coils D, which are directly connected 
to the circuit of an alternating-current gen- 
erator G. On the same poles Talgo wind sec- 


ondary coils F, either side by side or over or 
under the primary coils, and these I connect 
with other coils E, which surround the poles 
BB. The eurrents in both primary-and sec- 
ondary coils in such a motor will be retarded 
or will lag behind the impressed electro-mo- 
tive foree; but. to secure a proper difference 
in phase between the primary and secondary 
currents themselves J increase the resistance 
of the circuit of the secondary and reduce as 
much as practicable its self-induction. I do 
this by using for the secondary circuit, par- 
ticularly in the coils E, wire of ‘comparativ ely 


.stnall diameter and having but few turns: 


around the cores; or I use some conductor of 
higher specific resistance, such as German 
silver; or I may introduce at some point in 
the secondary circuit.an artificial vesistance 
R. Thus the self-induction of the secondary 
is kept down and its resistaneé increased 
with the result of decreasing the lag between 
the impressed electro-motive force and the 


~eurrent in the primary coils and increasing 


55 


the difference of phase between the primary 
and secondary currents. 


In the disposition shown in Vig. 2 the lag 


in the secondary is increase. by increasing 
the self-induction of that. circuit, while the 
‘ inereased tendency of the primary to lag is 


‘have 


445,207 


-counteraeted by inserting therein a dead re- 
_The primary coils Din this case 


sistance. 
a low self-induction and high resist- 
ance, while the coils E I’, included in the sec- 
ondary circuit, havea high self-induction and 
low resistance. This may be done by the 
proper winding of the coils, or-in the circuit 
including the secondary coils E I', E may in- 


‘troduce a self-induction coil §, while in the 


primary cireuit from the gener ator G and in- 
eluding. coils D, I may insert a dead resist- 


60 


65 


ance. R. By this means the difference of . 


phase between. the primary and secondary is 
inereased. It is evident that both means: of 


by the special winding as well as by the sup- 
plemental or external inductive and dead re- 
sistance—may be employed conjointly. 

In the operation of this motor the curr ent 
impulses in the primary coils induce currents 
in the secondary coils, and by the conjoint 
action of the two the points of greatest mag- 
netic attraction are shifted or rotated. 

In practice I have found it desirable to 
wind the armature with closed ceils in which 
currents are induced by the action thereon 
of the primaries. 

I do not claim, broadly, herein the method 
of operating motors by inducing in one cir- 


7o 


increasing the difference of phase—namely, — 


80 


85 


cuit currents by means of those. in another, . 


nor the other features herein not specifically 
pointed out in the claims, having personally 


filed applications for such features. 


‘What I claim is— 

1. The combination, in a motor, ofa primary 
energizing-circuit adapted to be connected 
with the circuit ofa generator. and a second- 
ary energizing-circuit in induetive relation 
thereto, the two circuits being of -different 
electrical character or resistance, as set forth. 

2, Thecombination, in a motor, of a primary 
energizing-circuit adapted to be connested 
with the circuit of a generator anda second- 


ary energizing-cireuit in inductive relation 


thereto, the. two eircuits being of different 
self-induction, as herein set forth. 

3. The combination, in a motor, of primary 
energizing-coils adapted to be connected toa 
source of current and secondary. energizing- 
coils in a circuit in inductive relation thereto, 
one set of said coils being formed by conduet- 
ors of small size and few turns, the other by 
conductors of larger size, as set.forth: 

NIKOLA TESLA. . 

Witnesses: 

R. J. STONEY, Jr., 
E. P. COFFIN. , 
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UNITED STATES 


PATENT OFFICE. 
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To all whom tt may concern: 

Be it known that I, NrkoLa Tsna, a sub- 
ject of the Emperor of Austria-Hungary, re- 
siding at New York, in the county and State 
of New York, haveinvented certain new and 
useful Improvements in Methods of Operating 
Are Lamps, of which the following is a speci- 
fication. 

This invention consists in an improved 
method of operating electric-arc lamps which 
are supplied with alternating or pulsating 
currents, 

It has now become a common practice to 
run are lamps by alternating or pulsating as 
distinguished from continuous currents; but 
an objection to such systems exists in the fact 
that the ares emit a pronounced sound, vary- 
ing with the rate of the alternations or pulsa- 
tions of current, but under any circumstances 
constituting an objectionable and disagree- 
able feature, for which heretofore no effective 
remedy has been found or proposed. 
noise is probably due tothe rapidly alternating 
heating and cooling and consequent expan- 
sion and contraction of the gaseous matter 
forming the are which corresponds with the 
periods or impulses of the current, for I have 
succeeded in abating it and producing quiet 
and smoothly-acting lamps by increasing, per 
unit of time, the number of alternations or 
pulsations of the current producing the are 
to such an extent that the rate of the vibra- 
tions or changes in the are producing the 
noise approximately equals or exceeds that 
which is generally regarded as the limit of 
audition. Forexample,I may usea generator 
which produces ten thousand or more alter- 
nations of current per second. Insuch a case 
the periodical heating and cooling of the arc 
would occur with such rapidity as to produce 
little or no perceptible effect upon the ear. 

There are a number of ways in which the 
current may be varied at a rate exceeding 
the limit of audition, but probably the most 
practicable known to me at present is by the 
use of an alternating-current generator with 
a large number of poles, and specially con- 
structed for the purpose. Sucha generator, for 
the purpose of the illustration of this case, I 
have shown in the accompanying drawings. 

Figure 1 is a view of the generator in side 
elevation. Fig.2 is a vertical cross-section 
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of thesame with a diagram of the cireuit-con- 
nections. Fig. 3 is an enlarged view, in side 
elevation, of apart of the machine. Fig. 4 is 
an enlarged sectional detail of the armature 
and field. Fig. 5 is a detail section of the 
field-magnets exhibiting the plan of winding. 

A isan annular magnetic frame supported 
by the cross-bars or brackets B, provided with 
feet C, upon which the machine rests. The 
interior of the annulus A is provided with a 
large number of projections or pole-pieces D. 
These may be formed or applied in a variety 
of ways—as, for example, by milling trans- 
verse grooves E. 

Owing to the very large number and small 
size of the polesand thespaces between them, 
I apply the exciting or field coils by winding 
an insulated conductor F zigzag through the 
grooves, as shown in Fig. 5, carrying said wire 
around the annulus to form as many layers 
as is desired. In this way the pole-pieces D 
will be energized with alternately opposite 
polarity around the entire ring. 

For the armature I employ a spider or cir- 
cular frame G on a driving-shaft H, mounted 
in bearings in the brackets B. This spider 
carries a ring J, turned down, except at its 
edges, to form a trough-like receptacle for a 
mass of fineannealed iron wires K, which are 
wound in the groove to form the core proper 
for the armature-coils. Pins Lare set in the 
sides of the ring J,and the coils M are wound 
over the periphery of the armature-structure 
and around the pins. The coils M are con- 
nected together in series, and these terminals 
N carried through the hollow shaft I to con- 
tact-rings P P, from whence the eurrents are 
taken off by brushes O. In this way a.ma- 
chine with a very large number of poles may 
be constructed. It is easy, for instance, to 
obtain in this manner three hundred and 
seventy-five to four hundred poles in a ma- 
chine that may be safely driven at a speed of 
fifteen hundred or sixteen hundred revolu- 
tions per minute, which will produce ten 
thousand or eleven thousand alternations of 
current per second. Are lamps R R are 
shown in diagram as connected up in series 
with the machine in Fig.2. If sucha current 
be applied to running are lamps, the sound 
produced by or in the are becomes practically 
inaudible, for by inereasing the rate of Change 
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in the current, and consequently the number 
of vibrations per unit of time of the gaseous 
material of the are upto or beyond ten thou- 
sand or eleven thousand per second, or to 
what is regarded as the limit of audition, the 
sound due to such vibrations will not be au- 
dible. The exact number of changes or un- 
dulations necessary to produce this result will 
vary somewhat according to the size of the 
arc—that is to say, the smaller the arc the 
greater the number of changes that will be 
required to render it inaudible within certain 
limits. Of course, as the rate of alternations 
or undulations for a given sizeof arc becomes 
very high the sound produced is less percep- 
tible, and hence for some purposes the actual 
limit of audition may only be approached, 
provided the sound be rendered practically 
inaudible. 
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Another advantage gained by increasing as 
above set forth the number of alternations 
is that the are acts more like that produced 
by a continuous current, in that it is more 
persistent, owing to the fact that the time in- 
terval between undulations is so small that 
the gaseous matter cannot cool down so far 
as to increase very considerably in resistance. 

I elaim— 

The method of abating or rendering inau- 
dible the sound emitted by are lamps sup- 
plied with or operated by an alternating or 
pulsating current by increasing the rate of 
such alternations or pulsations up to that of 
the limit of audition, as set forth. 

NIKOLA TESLA. 

Witnesses: 

FRANK B. MURPHY, 
RAPHAEL NETTER. 
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To ali whom it may concern: 

Be it known that I, Nrkoua TESLA, a sub- 
ject of the Emperor of Austria,from Smiljan, 
Lika, border country of Austria-Hungary, re- 
siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Alternating-Current 
Machines, of which the following is a specifi- 
cation, reference being had to the accompa- 
nying drawings. 

In the systems of distribution of electrical 
energy from alternating-current generators 
in present use the generators give ordinarily 
from one to three hundred alternations of cur- 
rent per second. I have recognized and dem- 
onstrated in practice that it is of great ad- 
vantage, on many accounts, to employ in such 
systems generators capable of producing a 
very much greater number of alternations 
per second—say fifteen thousand per second 
or many more.. To produce such a high rate 
of alternation, it is necessary to construct a 
machine with a great number of poles or polar 
projections; but such construction, on this 
account, in order to be efficient, is rendered 
difficult. If an armature without polar pro- 
jections be used, it is not easy to obtain the 
necessary strength of field, mainly in conse- 
quence of the comparatively great leakage of 
the. lines of force from pole to pole. If, on 
the contrary, an armature-core formed or pro- 
vided with polar projections be employed, it 
is evident that a limit is soon reached at 
which the iron is not economically utilized, 
being incapable of following without consid- 
erable loss the rapid reversals of polarity. 
To obviate these and other difficulties, I have 
devised a form of machine embodying the 
following general features of construction. 

I provide a field-magnet core made up of 
two independent parts formed with grooves 
for the reception of one or more energizing- 
coils. The energizing coil, or coils, is com- 
pletely surrounded by the iron core, except 
on one side, where occurs the opening be- 
tween the polar faces of the core, which open- 
ing is made as narrow as the conditions of 
the machine will permit. The polar faces of 
the core of the field are not smooth, but formed 
with a great many projections or serrations, 
the points of which in one side or polar face 
are preferably exactly opposite those in the 
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other. Between the faces so formed I mount 
or support the armature coil or coils and pro- 
vide either for rotating the field-magnet or 
the armature, or both, and I arrange the said 
armature-coil or conductor so that it will be 
symmetrically disposed with respect to the 
field—that is to say,sothat when one portion 
of the conductor is passing through the 
strongest portion of the field the other por- 
tion, which forms the return for the former, 
is passing through the weakest points or 
parts of the field. ‘The strongest points of 
the field, it will be understood, are those be- 
tween the projections or points on the polar 
faces, while the weakest. points lie midway 
between them. 

A field-magnet, when constructed as above 
described, produces, when the energizing-coil 
is traversed by a continuous current, a field 
of great strength, and one which may be made 
to vary greatly in intensity at points not far- 
ther distant from one another than the eighth 
of aninch. In a machine thus constructed 
there is comparatively little of that effect 
which is known as “magnetic leakage,” and 
there is also but a slight armature reaction. 
Either the armature-conductor or the field- 
magnet may be stationary while the other ro- 
tates, and as it is often desirable to maintain 
the conductors stationary and to rotate the 
field-magnet I have made a special modifica- 
tion of the construction of the machine for 
this purpose, and with a view in such case of 
still further simplifying the machine and ren- 
dering it more easy to maintain in operation 
I arrange the armature-conductors and the 
frame or supports therefor so as to support 
also a fixed coil or coils for energizing the ro- 
tating field-magnet, thus obviating the em- 
ployment of all sliding contacts. 


In the accompanying drawings I have illus-. 


trated the two typical forms of my machine 
above referred to. 

Figure 1 is a vertical central section of the 
machine, taken on lines a a of Fig. 2; and 
Fig. 2 is a horizontal section on line y y of 
Fig. 1. The machine in these two figures is 
one in which the armature-conduetor and the 
field-coil are stationary while the field-mag- 
net core revolves. Fig. 3 isa vertical central 
section of a machine embodying the same plan 
of construction, but having a stationary field- 
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fidget and Yotating armatdté: Fig. 4 ig 
diagram illiistrating the peculiar configtira- 
tion of the polar fates and the relation of the 
armatiire conducto# or conductors thereto. 
In Figs. 1 and 2, A A designate two cylin- 
drical castings provided with bracket-arms B 
B, in which latter are bushings C for the ro- 
tating shaft. The conductor in which the 
currents are induced may be constructed or 
arranged in various ways; but I prefer to 
form it in the following manner: I take an 
annular plate of copper D and by means of a 
‘saw or other cutting-tool cut in it radial slots 
from one edge nearly through to the other, 
beginning alternatcly from opposite edges. 
In this way a continuous zigzag conductor is 
formed. ‘To the inner edge of this plate are 


‘secured two rings of non-magnetic metal E, 
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which are insulated from the copper con- 
ductor, but held firmly thereto, as by means 
of bolts ¥. Within the rings Eis then placed 
an annular coil G, which is the energizing- 
coil for the field-magnet. The conductor D 
and the parts attached thereto are supported 
by means of the cylindrical shell or casting 
AA, the two parts of which are brought to- 
gether and clamped by bolts F’ to the outer 
edge of the conductor D. The conductor D 
is also insulated from the shell A. . 

The core for the field-magnet is built up of 
two circular parts H H, formed with annular 
grooves I, which, when the two parts are 
brought together, form a space for the recep- 
tion of the energizing-coil G. 
parts or hubs of the cores H II are trued off, 
so as to fit closely against one another, while 
the outer.portions or flanges which form the 
polar faces J J arereduced somewhat in thick- 
ness to make room for the conductor D, and 
are serrated on their faces or provided in any 
other convenient way with polar projections. 
The two parts of the core H H are mounted 
on and fixed to the shaft K, and are bound 
together by bolts L. The number of serra- 
tions in the polar faces is arbitrary; but there 
must exist between them and the radial por- 
tions of the conductor D a certain relation, 
which will be understood by reference to Fig. 
4, in which N N represent the projections or 
points on one face of the core of the field, 
and §8 the points of the other face. The 
conductor D is shown in this figure in sec- 
tion, a a’ designating the radial portions of 
the conductor, and b the insulating-divisions 
between thesame. The relative width of the 
parts a a’ and the space between any two 
adjacent points N Nor § § is such that when. 
the radial portions a of the conductor are 
passing between the opposite points N §, 
where the field is strongest, the intermediate 
radial portions a’ are passing through the 
widest spaces midway between such points 
and where the field is weakest. Since the 
core on one side is of opposite polarity to the 
part facing it, all the points or projections of 
one polar face will be of opposite polarity to 
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spacé betwéén any two Adjacent points on thé 
samiéfacé nidy Ue éxtiemely small, theré Will 
be no léakagé of thd riagnetic lines bet ween 
any two points of the same name; but the 
lines of force will pass across from one set of 
points to the other. The ¢onstruction fol- 
lowed obviates to a great degree the distor- 
tion of the magnetic lines by the action of the 
current in the conductor D, in which it will 
be observed the current is flowing at any 
given time from the center toward the pe- 
riphery in one set of radial parts a and in the 
opposite direction in the adjacent parts a’. 
In order to connect the energizing coil G 
with a source of continuous current, I have 
found it convenient to utilize two adjacent ra- 


dial portions of the conductor D for connect - 


ing the terminals of the coil G with two bind- 
ing-posts M. For this purpose the plate D is 
cut entirely through, as shown, and the break 
thus made is bridged over by a short con- 
ductor c. 

At any convenient point the plate D is cut 
through to form two terminals d, which are 
connected to binding-posts N. 

The core HH, when rotated by the driving- 


pulley P, generates in the conductors D an 


alternating current, which is taken off from 
the binding - posts N. Jt will be observed 
that from the nature of the construction de- 
scribed this machine is capable of producing 
an alternating current of an enormously high 
rate of alternations. 7 

When it is desired to rotate the conductor 
between the faces of a stationary field-mag- 
net, I adopt the construction shown in Fig. 3. 
The conductor D in this case is or may be 
made in substantially the same manner as 
above deseribed by slotting an annular con- 
ducting-plate and supporting it between two 
heads O, held together by bolts o and fixed 
to the driving-shaft K. The inner edge of 
the plate or conductor D is preferably flanged 
to secure a firmer union between it and the 
heads O. It is insulated from said head. 
The field-magnet in this case consists of two 
annular parts H H, provided: with annular 
grooves IJ for the reception of the coils. The 
flanges or faces surrounding the annular 
groove are brought together, while the inner 
flanges are serrated, as in the previous case, 
and form the polar faces. The two parts H 
H are formed with a base R, upon which the 
machine rests. 

8 8 are non-magnetic. bushings secured or 
set in the central opening of the cores. 

The conductor D is cut entirely through at 
one point to form terminals, from which in- 
sulated conductors T are led through the 
shaft to collecting-rings V.. , 

What I elaim is— 

1. The combination, in an annular field of 
force formed by opposing polar faces with 
radial grooves or serrations and with said 
poles, of a connected series of radial conduct- 
ors so disposed with relation to the serrations 


those of the otherface. _Hence, although the | that while one portion of the radial conduct- 
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ors is passing between the strongest parts of | polar faces being placed with their grooves 
the field, or the points where the two poles | opposite to each other, and a conductor or coil 


most nearly approach, the adjacent or inter- 
mediate conductors will pass through the 
weakest parts of the field, or the points where 
the two poles are most remote, as set forth. 

2. The combination, with a conneeted se- 
ries of radial conductors forming an annular 
coil, ofastationary two-partsupporting-frame 
clamped to and insulated from the outer 
ends of said conductors, a ring formed in two 
parts clamped to the inner ends of the same, 
an energizing-coil contained in said ring, and 
a field-core made in two parts and inclosing 
said energizing-coil and presenting annular 
polar faces to the series of radial conductors, 
as described. 

8. The combination, with the annular con- 
ducting-plate slotted to form a connected se- 
ries of radial conductors, a sectional support- 
ing-frame secured to and insulated from the 
outer edge of the slotted plate, a sectional 
ring secured to and insulated from the inner 
edge of said plate, a hollow energizing-coil 
contained in said ring, and a field-core com- 
posed of two parts bolted together and recessed 
to inclose the energizing-coll, said cores being 
mounted in a rotating shaft, as set forth. 

4, The combination, with two annular po- 
lar faces of opposite magnetic polarity and 
formed with opposite points, projections, or 
serrations, of a conductor turned back upon 
itself in substantially radial convolutions and 
mounted in theannular field, whereby a rota- 
tion of the field or said conductor will develop 
therein an alternating current, as set forth. 

5. The combination, with a polar face of 
given polarity formed with grooves or serra- 
tions, of a polar face of opposite polarity with 
corresponding grooves or serrations, the two 
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mounted between said faces with the capa- 
bility of movement across the lines of force 
in a direction at right angles to that of the 
grooves or serrations, as set forth. 

6. In a magneto-electric machine, the com- 
bination of a sectional frame, a field-magnet 
core composed of two connected parts, a rotat- 
ing shaft on which said core is mounted, a 
conductor in which currents are to be in- 
duced, the convolutions of which are radially 
disposed: between the polar faces of the field- 
core and secured to and supported by the 
frame, and an energizing-coil for the field- 
core supported by the induced-current coil 
and contained in an annular recess formed. 
by grooves in the faces of the two sections of 
the field-core. 

7. The combination, with opposing field- 
magnet poles formed with projections or ser- 
rations in their faces, the highest parts or 
prominences of one face being opposite to 
those of the other, of a conductor the convo- 
lutions of which are adapted to pass at right 
angles through the magnetic lines between 
the opposing prominences, as set forth. 

8. The combination, with a rotating field- 
magnet core having two opposing aud annu- 
lar polar faces with radial grooves or serra- 
tions therein systematically disposed, so that 
the highest parts or prominences of one face 
lie opposite to those of the other, of astation- 
ary conductor with radial convolutions and 
mounted between the polar faces, as set forth. 


NIKOLA TESLA. 


Witnesses: 
Rost. F. GAYLORD, 
PARKER N, PAGE. 
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To ali whonr it may concern: 

Be it known that 1, NIKOLA ‘l'esLa, a sub- 
ject of the Emperor of Austria-IIungary, from 
Smiljan, Lika, border country of Austria-Hun- 
gary, and aresident of New York, in the county 
and State of New York, have invented certain 
new and useful Improvements in Methods of 
and Apparatus for Electric Lighting, of which 
the following is a specification, reference be- 
ing had to the drawings accompanying and 
forming a part of the same: co 

This invention consists in a novel method 
of and apparatus for producing light by means 
of electricity. 

or a better understanding of the inven- 
tion it may be stated, first, that heretofore I 
have produced and employed currents of very 
high frequency for operating translating de- 


- Vices, such as electric lamps, and, second, 


3 


that currents of high potential have also been 


produced and employed for obtaining lumi- 


nous effects, and this, in a broad sense, may . 


be regarded for purposes of this case as the 
prior state of the art; but I have discovered 
that results of the most useful character may 
be secured under entirely practicable condi- 
tions by means of electric currents in which 
both the above-described condifions of high 
frequency and great difference of potential 
are present. In other words, I have made the 


discovery that an electrical current of an ex- 


cessively small period and very high poten- 


- tial may be utilized economically-and prac- 
- ticably to great advantage for the production 


° 


: ut 


heretofore been. regarded as practicable. 


of light. . ss 
It is difficult for me to- define the exact lim- 


its of frequency and potential within which my 


discovery is comprised, for the. results ob- 
tained are due to both conjointly; but I would 
make it clear that as to the inferior limits of 
both, the lowest frequency and potential that 
I contemplate using are far above what have 
As 
an. instance of what I regard as the lowest 
practicable limits I would state that I have 
obtained fairly good results by a frequency 
as low as fifteen thousand to twenty thousand 


- per second and a potential of about twenty 


thousand volts. 


Both frequency and poten- 
tial may be enormously increased above these 


figures, the practical liniits being determined: 


by the character of the apparatus and its ca- 
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pability of standing thestrain. Ido not mean 
by the term “excessively small. period” and 
similar expressions herein to imply that I 
contemplate any number of pulsations or vi- 
brations per second approximating to the 
number of light-waves, and this will more 
fully appear from the description of the na- 
ture of invention which is hereinafter con- 
tained. 

The carrying out of this invention and the 
full realization of the conditions necessary to 
the attainment of the desired results involve, 
first, a novel method of and apparatus for 


producing the currents or electrical effects of. 


the character described; second, a novel 
method of utilizing and applying the same 


55 


for the production of light, and, third, a new | 


form of translating device or light-giving ap- 
plianee. These I shall now describe. 


‘T'o produce acurrent of very high frequeney | 


and very high potential, certain well-known 


devices may be employed. For instance, as 
the primary souree of current or electrical 
energy a continuous-current generator may 


be used, the circuit of which may be inter- 


rupted with extreme rapidity by mechani- - 


cal devices, or a magneto-electric machine 
specially constructed to yield alternating eur- 
rents of very small period may be used, and 
in either case, should the potential be too low, 
an induction-coil may be employed:to raise it; 
or, finally, in ordér to overcome the mechani- 


eal: difficulties, which in such cases become 


practically insuperable before the best results 
are reached, the principle of the disruptive 
discharge may be utilized. By means of this 
latter plan I produce a much greater rate of 
change in the current than by the other means 


suggested, and in illustration of my invention 


Lshall confine the description of the means or 


‘apparatus for producing the current to this 


plan, although I would not be understood as 
limiting myself to its use. The current of 
high frequency, therefore, that is necessary 


to the successful working of my invention I 


produce by the disruptive discharge of the 
aceumulated energy of a condenser main- 
tained by charging said condenser from a 
suitable source and discharging it into or 


through a circuit under proper relations of 
self-induction, capacity, resistance, and period 


in well-understood ways. Such a discharge is 
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known to be, under proper conditions, inter- 


. inittent or oscillating in character, and in this 


wn 
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way 8 current varying in strength atan enor- 
mously rapid rate may be produced, Having 
produced in the above manner a current of ex- 
cessive frequency, I obtain from it by, means 
of an induction-coil enormously high poten- 
tials—that is to say, in the cirevit through 
which or into.which the disruptive discharge 
of the condenser takes place I include tho pri- 
mary of a suitable induction-coil, and by a sec- 
ondary coil of much longer and finer wire I con- 
vert to currents of extremely high potential. 
The differences in the length of the primary 
and secondary coils in connection with the 
enormously rapid rate of change in the pri- 
mary current yield a secondary of enormous 
frequency and excessively high potential, 
Such currents are not, so far as I] am aware, 
available for use in the usual ways; but I have 
discovered that if I connect to either of the 
terminals of the secondary coil or source of 


_ current of high potential the leading-in wires 
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of such a device, for example, as an-ordi- 
nary incandescent lamp, the carbon may be 
brought to and maintained at incandescence, 
or, in general, that any body capable of con- 


. ducting the high-tension current described 


o 
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35 


te) 


4 


and properly inclosed in a rarefied or ex- 
hausted receiver may be rendered luminous 
or incandescent, either when connected di- 
rectly with one terminal of the Secondary 
source of energy or placed in the vicinity of 
such terminals so as to be acted upon induct- 
ively. : 

Without attempting a detailed explanation 
of the causes to which this phenomenon may 
be ascribed, I deem it sufficient to state that, 
assuming the now generally accepted theories 
of scientists to be correct, the effects thus 
produced are attributable to molecular bom- 


 bardment, condenser action, and electric or 
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wi 


etheric disturbances. Whatever part each 
or any of these causes may playin producing 
the effects noted, it is, however, a fact that a 
Strip of carbon or a mass of any other shape, 
either of carbon or any more or less conduct- 
ing substance in a rarefied or exhausted re- 


. ceiver and connected directly or inductively 
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to a souree of electrical energy such as I 
have described, may be maintained at incan- 
descenceif the frequency and potential of the 
current be sufficiently high. o ; 

I would here state that by the terms “ eur- 
rents of high frequency and high potential” 
and similar expressions which I have used in 
this description I do not. mean, necessarily, 
currents in the usual acceptancé of the term, 
but, generally speaking, electrical disturb- 
ances or effects such as would be produced in 
the ‘secondary source by the action of the 
primary disturbance or electrical effect. - 

It is necessary to observe ‘in carrying out 


: -this invention that care must be taken. to re- 
65 
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ondary 9’, 


intermediate to the source of current and the 
light-giving body. or this purpose the con- 
ductors should be free from projections and 
points and well covered or coated witha good 
insulator. 

The body to be rendered incandescent 
should be selected with a view to its eapa- 
bility of withstanding the action to whieh it 
is exposed without being rapidly destroyed, 
for some conductors will be much more speed- 
ily consumed than others, oo 

I now refer to the accompanying drawings, 
im which— 

Figure 1 is a diagram of one of the special 
arrangements that I have employed in earry- 
ing out my discovery, and Figs. 2 and 3 are 
vertical sectional views of modified forms of 
light-giving devices that Ihave devised for 
use with the system. 

I would state that as all of the apparatus 
herein shown, with the exception of certain 
special forms of lamp invented by me, is or 
may be of well-known construction and in 
common use for other purposes, I have indi- 


cated such well-known parts therefor by con- 


ventional representations, 

G is the primary source of current ar elec. 
irieal energy. I have explained above how 
various forms of generator might be used for 
this purpose; but in the present illustration 
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I assume that G is an alternating-cnrrent | 


generator of comparatively low electro-motive 
foree. Under such circumstances I raise the 
potential of the current by means of an in- 
duction-coil having a primary P and a see- 
ondary 8. Then by the current developed in 
this secondary I charge a condenser ©, and 
this condenser I discharge through or into a 
circuit A, having an air-gap a, or, in general, 
means for maintaining a disruptive discharge. 
By the means above described a current of 
enormous frequency is produced. My object 
is next to convert this into a working-cireuit 
of very high potential, for which purpose I 
connect up in the circuit A the primary P’ of 
an induction-cail having a long fine wire sec- 
The current. in 
develops in the secondary 8’ 
trical effect of corresponding frequency, but 
of enormous difference of potential, and the 


Secondary 8’ thus becomes the source of the 


manned wae: 


duce to aminimum the opportunity for the 


- . dissipation of the energy from the. conductors 


energy to be applied to the purpose of pro- 
ducing light. 


The light-giving devices may be connected. 


to either terminal of the secondary 8’. If de- 
sired, one terminal may 
conducting-wall W of ‘a room or spase to be 
lighted and the other arranged for con nection 
of the lamps therewith. In such case the 


-walls-should be coated with some metallic or 
conducting substance in order that they may 


have ‘sufficient conductivity. 

The lamps or light-giving devices may be 
an ordinary ineandescent lamp; but I prefer 
to. use specially-designed ‘lamps, examples of 
which T have shown in-detail in the draw- 


be connected to a’ 
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_ the interior of the neck of the globe, and’ 
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- type of those designed for direct electrical 
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’ metallic plate o, 
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. is electrically connected with the said plate 
.. by 
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‘of the globe 
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ings. ‘'his lamp consists of a rarefied ‘or 
exhausted bulb or globe which ineloses a 
refractory conducting body, as carbon, of 
comparatively small bulk and any desired 
shape. This body is to be connected to the 
secondary by one or more conductors sealed 
in the glass, as in ordinary lamps, or is ar- 
ranged to be inductively connected thereto. 
For this last-named purpose the body is in 
electrical contact with a metallic sheet in 


on the outside of said neck is a second sheet 
which is to be connected with the source of 
current. These two sheets form the arma- 
tures of a condenser, and by them the cur- 
rents or potentials are developed in the light- 
giving body. As many lamps of this or other 
kinds may be connected to the terminal of 8’ 
asthe energy supplied is capable of maintain- 
ing at incandescence. 

In Fig. 3, 0 is a rarefied or exhausted glass 
globe or receiver, in which is a body of car- 
bon or other suitable conductor e. To this 
body is connected a_ metallic conductor f, 
which passes through and is sealed in the 
glass wall of the globe, outside of which it is 
united to a copper or other wire g, by means 
of whicli it is to be electrically connected to 
one pole or terminal of the source of current. |. 
Outside of the globe the conducting-wires are 
protected by a coating of insulation h, ofany 
suitable kind, and inside the globe the sup- 
porting-wire is inclosed in and insulated by a 
tube or coating k of a refractory insulating 
substance, such as pipe-clay or the like. A 
veflecting-plate / is shown applied to the out- 
side of the globe 0. This form of lamp is a ) 


connection with one terminal of the source 
of current; but, as above stated, there need 
not be a direct connection, for the carbon or 
other illuminating body may be rendered lumi- 
nous by inductive action of thecurrent there- 
on, and this may be brought about in sey- 
eral ways. The preferred form of lamp for 
this purpose, however, is shown in Fig. 2. 
In this figure the globe 0 is formed with a ey- 
lindrieal neck, within which is a tube or sheet 
m of conducting material on the side and 
over the end of a cylinder or plug ” of any 
suitableinsulating material. The lower edges 
of this tube are in electrical contact with a 
secured to the cylinder 7, all 
the exposed surfaces of such plate and of the 
other conductors being carefully coated and 
protected by. insulation. The light-giving 
body e, in this case a straightstem of carbon, 


awire or conductor similar to the wire f, 
Fig. 3, which is.coated in like manner witha 
refractory insulating material hk. The neck 
fits into a socket composed of an 
insulating tube or cylinder 7), with a more or 
less complete’ metallic lining s, electrically 
connected by a metallic head or plate 7 with 
2 conductor g, that is to be attached to ono 


pole of the source of current. ‘Ihe metallic 
lining s and the shect m thus compose the 
plates or armatures of a condenser. 

~ This invention is not limited to the special 
means described for producing the results 
hereinabove set forth, for it will be seen that. 
various plans and means of producing eur- 
rents of very high frequency are known, and 


also means for producing very high poten- 


tials; but I have only deseribed -herein cer- 
tain ways in which I have practically carried 
out the invention. 

WhatIclaimis— . 

1. The improvement in the art of electric 
lighting herein described, which consists in 
generating or producing for the operation of 
the lighting devices currents of enormous fre- 
quency and excessively high potential, sub- 
stantially as herein described. 

2, The method of producing an electric cur- 
rent for practical application, such as for elec- 
tric lighting, which consists in generating or 
producing a current of encrmous frequency 
and inducing by such current in a working 
circuit, or that to which the lighting devices 
are connected, a current of corresponding 
frequency and excessively high potential, as 
set forth. . i . 

3. The method of producing an electric cur- 
rent for practical application, such as for elec- 
triclighting, which consists in charging a con- 
denser by a given current, maintaining an 
intermittent or oscillatory discharge of said 
condenser through or into a primary circuit, 
and producing thereby in a secondary work- 
ing-cireuit in inductive relation to the pri- 
mary very high potentials, as set forth. 

4, The method of producing electric light 
by incandescence by electrically or induct- 
ively connecting a conductor inclosed in a 
rarefied or exhausted receiver to one of the 
poles or terminals of a source of electric 
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energy or current of a frequency and poten- . 


tial sufficiently high to render said body in- 
candescent, as set forth. . : . 

5. A system of electric lighting, consisting 
in the combination, with a source of. electric 
energy or current of enormous frequency 
and excessively high potential, of an incan- 
descent lamp or lamps consisting of a.con- 
ducting body inclosed in a rarefied or ex- 
hausted receiver and connected directly or 
inductively to one pole or terminal of the 
source of energy, as set forth. 

6. In a system of electric lighting, the com- 
bination, with asourceof currents of enormous 
frequency and excessively high potential, 
of incandescent lighting devices, each con- 
sisting of a conducting body inclosed ina 
rarefied or exhausted receiver, said conduct- 
ing body being connected directly or induct- 
ively to one pole or terminal of the source of 
current, and a conducting body or bodies in 
the vicinity of said lighting devices con- 
nected to the other pole or terminal of said 
source, as set forth. 
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?, In & system of electric lighting, the com- 
bination, with asource of currents of enormous 
frequency of excessively high potential, of 
gating devices, each consisiing of a con- 
Gusting body inclosed in a rarefied or ex- 


hausted recoiver and connected by conduct-' 


ors direcily or inductively with one of the 
yorminals of said soutee, all parts of the con- 


ductors intermediate to the said souree and 
the light-giving body-being insulated and pro- 
tected to prevent the dissipation of the elec- 
tric energy, as herein set forth. 
NIKOLA TESLA.. - 
Witnesses: 
PARKER W. PaGs, 
MM. G. Tracy. 
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Lo ali whom it may concern: 

Be it known that I, NrkoLa Tesia, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, and 
residing at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro-Magnetie Mo- 
tors, of which the following is a specification, 
reference being had to the accompanying 
drawings. 

The subject of my present invention is an 
improvement primarily designed for applica- 
tion to alternating-current motors of the 


special type invented by me, and of which the | 


operation is due to the action of alternating 
currents differing in phase and directed 
through or developed in independent ener- 
gizing-circuits in the motor, and causing a 
shifting or rotation of the magnetic poles or 
their resultant attractive forces upon the ro- 
tating element or armature. 

My improvements are based upon certain 
laws governing the action or effects produced 
by a condenser when connected to an electric 
circuit through which an alternating orin gen- 


-eral an undulating current is made to pass. 
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Some of these effects, and those mostimportant 
inconnection with myinvention,areasfollows: 
Trirst, if the terminals or plates of a condenser 
be connected with two points of a circuit, the 
potentials of which are made to rise and fall 
in rapid succession, the condenser allows the 
passage or, more strictly speaking, the trans- 
ferrence of a current, although its plates or 
armatures may be so carefully insulated as to 
prevent almost completely the passage of a 
current of unvarying strength or direction 
and of moderate electro-motive force; second, 
if a circuit the terminals of which are con- 
nected with the plates of the condenser pos- 
sess a certain self-induction, the condenser 
will overcome or counteract to a greater or 
less degree, dependent upon well-understood 
conditions, the effects of such self-induction; 
third, if two points of a closed or complete 
circuit through which a rapidly rising and 
falling current flows be shunted or bridged 
by a condenser, a variation in the strength of 
the currents in the branches and also a dif- 
ference of phase of the currents therein is pro- 
duced. These effects I have utilized and ap- 


plied in a variety of ways in the construction 4 core adapted to the invention. Fig. 3 


and. operation of my motors, as by producing 
a difference in phase in the two energizing- 
circuits of an alternating-current motor by 
connecting the two circuits in derivation and 
connecting up a condenser in series in one of 
the circuits; but such applications seem to be 
obvious to one familiar with my motors and 
the facts above enumerated. 

My present improvements, however, possess 
certain novel features of practical value and 
involve a knowiedge of facts less generally 
known. These improvements comprise the 
use of a condenser or condensers in connec- 
tion with the induced or armature cireuit of 
a motor and certain details of the construe- 
tion of such motors. In an alternating-ceur- 
rent motor of the type to which I have par- 
ticularly referred above, orin any other which 
has an armature coil or circnit closed upon 
itself, the latter represents not only an in- 
ductive resistance, but one which is periodi- 
cally varying in value, both of which facts 
complicate and render difficult the attainment 
of the conditions best suited to the most effi- 
cient working of the motors. The most effi- 
cient working conditions, in other words, re- 
quire, first, that for a given inductive effect 
upon the armature there should be the e'reat- 
est possible current through the armature or 
induced coils, and, second, that there should 
always exist between the currents in the en- 
ergizing and the indueed circuits a given re- 
lation of phase. IIence whatever tends to 
decrease the self-induction and increase the 
current in the induced circuits will, other 
things being equal, increase the output and 
efficiency of the motor, and the same will be 
true of causes that operate to maintain the 
mutual attractive effect between the field- 
magnets and armature at its maximum. I 
secure these results by connecting with the 
induced circuit or circuits a condenser, in the 
manner hereinafter described, and I also, 
with this purpose in view, eonstruet. the mo- 
tor in a special manner, 

Referring to the drawings for a particular 
description of the invention, Figure 1 is a 
view, mainly diagrammatic, of an alternating- 
current motor to which my present invention 
is applied. Fig. 2 is a central section, inline 
with the shaft, of a special form of armature- 
sis a 
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similar section of a modification of the same. 
Fig. 4 is one of the sections of the. core de- 
tached. Vig. 5 is a diagram showing a modi- 
fied disposition of armature or induced cir- 
cuits. 

The general plan of the invention is illus- 
trated in Fig. 1. A A in this figure repre- 
sent the frame and field-magnets of an alter- 
nating-current motor, the poles or projections 
of which are wound with coils B and C, form- 
ing independent energizing-circuits connect- 
ed either to the same or to independent sources 
of alternating currents, as is now well under- 
stood, so that the currents flowing through 
the circuits, respectively, will have a differ- 
ence of phase. Within the influence of this 
field is an armature-core D, wound with coils 
E. In my motors of this description hereto- 
fore these coils have been closed upon them- 
selves, or connected ina closed series; but in 
the present case each coil or the connected 
series of coils terminates in the opposite 
plates of a condenser F. For this purpose 
the ends of the series of coils are brought out 
through the shaft to collecting-rings G, which 
are connected to the condenser by contact- 
brushes II and suitable conductors, the con- 
denser being independent of the machine. 
The armature-coils are wound or connected 
in such manner that adjacent coils produce 
opposite poles. 

The action of this motor and the effect of 
the plan followed in its construction are as 
follows: The motor being started in opera- 
tion and the coils of the field-magnets being 
traversed by alternating currents, currents 
are induced in the armature-coils by one set 
of field-coils, as B, and the poles thus estab- 
lished are acted upon by the other set, as C. 
The armature-coils, however, have necessa- 
rily a high self-induction, which opposes the 
flow of the currents thus set up. The con- 
denser I’ not only permits the passage or trans- 
ferrence of these currents, but also counter- 
acts the effects of self-induction, and by a 
proper adjustment of the capacity of the con- 
denser, the self-induction of the coils, and the 
periods of the currents the eondenser may 
be made to overcome entirely the effect of 
the self-induction. 

Tt is preferable on account of the undesir- 
ability of using sliding contacts of all kinds 
to associate the condenser with the armature 
directly, or make it a partof the armature. 
In some cases I build up the armature of an- 
nular plates K K, held by bolts L between 
heads M, which are secured to the driving- 
shaft, and in the hollow space thus formed I 
place a condenser F, generally by winding the 
two insulated plates thereof spirally around 
the shaft. In other cases I utilize the plates 
of the core itself as the plates of the con- 
denser. Jor example, in Figs. 3 and 4, N is 
the driving-shaft, M M are the heads of the 
armature-core, and K K’ the iron plates of 
which the core is built up. These plates are 
insulated from theshaft and from one another, 
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and are held together by rods or bolts L. The 
bolts pass through a large hole in one plate 
and a_small hole in the one next adjacent, 
and so on, connecting electrically all of plates 
IK, as one armature of a condenser, and all of 
plates K’ as the other. 

To either of the condensers above described 
the armature-coils may be connected, as eXx- 
plained by reference to Fig. 1. 

Tn motors in which the armature-coils are 
closed upon themselves—as, for example, in 
any form of alternating-current motor in 
which one armature coil or set of coils is in 
the position of maximum induction with re- 
spect to the field coils or poles, while the other 
is in the position of minimum induction—the 
coils are preferably connected in one series, 
and two points of the cireait thus formed are 
bridged by a condenser. ‘This is illustrated 
in Fig. 5, in which E represents one set 
of armature-coils and E’ the other. Their 
psints of union are joined through a con- 
denser F. It will be observed that in this 
disposition the self-induction of the two 
branches E and E’ varies with their position 
relatively to the field-magnet, and that each 
branch isalternately the predominating source 
of the induced current. Hence the effect of 
the condenser Fistwofold. First, itincreases 
the current in each of the branches alter- 
nately, and, secondly, it alters the phrase of 
the currents in the branches, this being the 
well-known effect which results from such a 
disposition of a condenser with a circuit, as 
above described. This effect is favorable to 
the proper working of the motor, because it 
inereases the flow of current in the armature- 
circuits due to a given inductive effect, and 
also because it brings more nearly into coin- 
cidenece the maximum magnetic effects of the 
coacting field and armature-poles. 

It will be understood, of course, that the 
causes that contribute to the efficiency of con- 
densers when applied to such uses as above 
must be given due consideration in determin- 
ing the practicability and efficiency of the 
motors. Chief among these is, as is well 
known, the periodicity of the current, and 
hence the improvements which I have here- 
in described are more particularly adapted to 


| systems in which a very high rate of alterna- 


tion or change is maintained. 

Although this invention has been illustrated 
herein in connection with a special form of 
motor, it will be understood that it is equally 
applicable to any other alternating-current 
motor in which there isa closed armature- 
coil wherein the currents are induced by the 
action of the field, and, furthermore, I would 
state that the feature of utilizing the plates 
or sections of a magnetic core for forming the 
condenser, I regard as appHeable, generally, 
to other kinds of alternating-current appa- 
ratus. 

Having now described my invention, what. 
I claim is— 

1. Inanalternating-current motor, the com- 
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bination, with the field-magnets and energiz- 
ing-cirenit, of an armature-circuit and a core 
adapted to be energized by currents induced 
in its cireuit by the currents in the field-cir- 
cuit, and a condenser connected with thearma- 
ture-circuit only, as set forth. 

2. Inan alternating-eurrent motor, the com- 
bination, with armature-coils in inductive re- 
lation to the field and connected in a closed | 
circuit, of a condenser bridging said cireuit, 
as set forth. 

3. Inan alternating-current motor, the com- 
bination, with an armature and two enereiz- 
ing-cireuits formed by coils wound thereon in 
different inductive relations to the field and 
joined in a continuous or closed series, of a 
condenser the plates of which are connected, 
respectively, to the junctions of the cireuits 
or coils, as set forth. 

4. In an alternating-current motor, the com- | 


UV 


bination, with the indueed energizing coil or 
coils of the armature, of a condenser con- 
nected therewith and made a part of the ar- 
mature or rotating element of the motor. 

5. Inanalternating-current motor, the com- 
bination, with an armature-core composed of 
insulated conducting-plates alternately con- 
nected to form a condenser, of an induced en- 
ergizing coil or coils wound thereon and con- 
nected to the plates or armatures of the said 
condenser. 

6. A magnetic core for alternating-current 
apparatus, composed of plates or sections in- 
sulated from each other and alternately con- 
nected to form the two parts or armatures of 
a condenser. 

NIKOLA TESLA. 

Witnesses: 

PARKER W. PAGE, 
FRANK LB. MURPHY. 
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Lo all whom tt may concern: 

; Beit known that I, NrkoLA TEsLa, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, and 
aresidentof New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electrical Meters, of 
which the following is a specification, refer- 
ence being had to the drawings accompany- 
ing and forming a part of the same. 

My invention pertains to methods of and 
apparatus for estimating the electrical energy 
that has been expended in an electric circuit 
or any given portion of the same. 


The principle of theinvention is embodied. 


in any form of apparatus in which a con- 
ductor immersed in an electrolytic solution is 
so arranged that metal may be deposited upon 
it or taken away from it in such manner that 
its electrical resistance is varied in a definite 
proportion to the strength of the current the 
energy of which is to be computed, whereby 
such variation in. resistancé may serve as a 
measure of the energy or may be utilized in 
various well-understood ways to bring into ac- 
tion suitable automatic registering mechan- 
ism when the resistance exceeds or falls below 
predetermined limits. 

In carrying out my invention I prefer. to 
employ an electrolytic cell, through which ex- 
tend two conductors parallel and in close 
proximity to each other. Iconnect these con- 
ductors in series through a resistance, but in 
such manner that there isan equal difference 
of potential between them throughout their 
entire extent. The free ends or terminals of 
the conductors are connected either in series 
in the circuit supplying the. current to the 
lamps or other devices or in parallel to a re- 
sistance in the said circuit and in series with 
the translating devices. Under such cireum- 
stances a current passing through the con- 
ductors establishes a difference of potential 
between them which is proportional to the 
strength of the current, in consequence of 
which there is a leakage of current from one 
conductor to the other across the solution. 
The strength of this leakage current is pro- 
portional to the difference of potential, and, 
therefore, in proportion to the strength of the 
current passing through the conductors. 
Moreover, as there is a constant difference of 


“ 

potential between the two conductors through- 
out the entire extent that is exposed to the 
solution, the current density through such so- 
lution is thesame atall corresponding points, 
and hence the deposit is uniform along the 
whole of one of the conductors, while the 
metal is taken away uniformly from the other. 
The resistance of one conductor is by this 
means diminished, while that of the other is 
increased both in proportion to the strength 
of the current passing through the conductors. 
From such variation in the resistance of either 
or both of the conductors forming the positive 
and negative electrodes of the cell the current 
energy expended may be readily computed. 

Other modified arrangements of the con- 
ductors are contemplated, as will be under- 
stood from the following description and ref- 
erence to the drawings. 

The figures are diagrams showing the me- 
ter in operative relations to a working-cireuit 
and under slightly-modified arrangements. 

In Fig: 1, G designates a suitable direct- 
current generator. L L are the conductors 
of the cirenit extending therefrom and in- 
eluding and supplying lamps or other trans- 
lating devices T.. A is a tube, preferably of 
glass, the ends of which are sealed, as by 
means of insulating plugs or capsBB. CC’ 
are two conductors extending through the 
tube A, their ends passing out through the 
plugs B to terminals thereon. These con- 
ducters may be corrugated or formed in other 
proper ways to offer the desired electrical te- 
sistance. Ris a resistance connected in se- 
ries with the two conductors C C’, which by 
their free terminals are connected up in the 
circuit of one of the conductors L. . 

The method of using this device and com- 
puting by means thereof the energy of the 
current’ will be readily understood. First, 
the resistances of the two conductors C C’, 
respectively, are accurately measured. and 
noted. Then a kuowh current is passed 
through the instrument fora given time, and 
by a second measurement the increase and 
diminution of the resistances of the two con- 
ductors respectively taken. Irom these data 
the constant is obtained—that is to say, for 
example, the incréase of resistance of one 
conductor or the diminution of the resistance 
of the other per lamp-hour. These two meas- 
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trements evidently serve as a check, since 
the gain of one conductor should equal the 
loss of the other. A further check is afforded 
by measuring both wires in series with the re- 
sistance, in which case the resistance of the 
whole should remain constant. 

In Fig. 2 the conductors C C’ are connected 
in parallel, the current device at X pass- 
ing in one branch first through a resistance 
R’ and then through conductor C, while in 
the other branch it passes first through con- 
ductor C’, and then through resistance R”. 
The resistances R’ R”’ are equal, as also are 
the resistances of the conductors C ©’. It is, 
moreover, preferable that the respective re- 
sistances of the conductors C C’ should be a 
known and convenient fraction of the coils 
or resistances R’ R’’. It will be observed 
that in the arrangement shown in Fig. 2 there 
is a constant potential difference between the 
two conductors C C’ threughout their entire 
length. 

It will be seen that in both cases illus- 
trated the proportionality of the increase or 
decrease of resistance to the current strength 
will always be preserved, for what one con- 
ductor gains the other loses, and the resist- 
ances of the conductors C C’ being small as 
compared with the resistances in series with 
them. Jt will be understood that after each 
measurement or registration of a given varia- 
tion of resistance in one or both conductors 
the direction.of the current should be changed 
or the instrument reversed, so that the de- 
posit will be taken from the conductor which 
has gained and added to that which has lost. 
This principle is capable of many modifica- 
tions. For instance, since there is a section 
of the cireuit—to wit, the conductor C or C’— 
that varies in resistance in proportion to the 
eurrent strength, such variation may be util- 
ized, as is done in many analogous cases, to 
effect the operation of various automatic de- 
vices, such as registers. I prefer, however, 
for the sake of simplicity to compute the en- 
ergy by measurements of resistance. 

The chief advantages of this invention are, 
first, that it is possible to read off directly the 
amount of the energy expended by means of 
a properly-constructed ohm-meter and with- 
out resorting to weighing the deposit; second, 
it is not necessary to employ shunts, for the 
whole of the current to be measured may be 
passed through the instrument; third, the ac- 
curacy of the instrament and correctness of 
the indications are but slightly affected by 
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changesin temperature. In addition to these 
advantages the invention possesses the merit 
of economy in the waste of energy and sim- 
plicity, compactness, and cheapness in con- 
struction. 

What I claim is— 

1. The method of computing the amount of 
electrical energy expended ina given time in 
an electric cireuit, which consists in main- 


taining by the current a potential difference 


between two conductors in an electrolytic so- 
lution uniform throughout the whole extent 
of such conductors exposed to the solution 
and measuring the variation of the resistance 
in one or both of said conductors due to the 
gain or loss of metal by electro-deposition, as 
set forth. 

2. The combination, with an electric cir- 
cuit, of a meter composed of an electrolytic 
cell and two conductors passing through the 
same, the said conductors being in or con- 
nected with the main cireuit and so that a 
potential difference uniform throughout the 
whole extent exposed to the solution will be 
maintained between them, as set forth. 

8 The combination, with an eleetric cir- 
cuit containing translating devices, of a me- 
ter composed of an electrolytic cell and two 
conductors passing through the same and 
connected in series with the translating de- 
vices, and one or more resistances connected 
therewith for establishing a potential differ- 
ence between the two conductors through the 
solution of the cell, as set forth. 

4. An electrical meter consisting of an elec- 
trolytic cell, two parallel conductors extend- 
ing through the same, the said conductors be- 
ing connected together in series through a re- 
sistance and having terminals at their free 
ends for connection with a circuit, these parts 
being combined in the manner substantially 
as set forth. 

5. An electric meter consisting of a tubular 
cell containing an electrolytic solution and 
closed at the ends, two parallel conductors ex- 
tending through the cell, a resistance-connec- 
tion between the end of one conductor and 
the opposite end of the other, and terminals 
for the remaining ends of the respective con- 
ductors, these parts being combined as set 
forth. 

NIKOLA TESLA. 

Witnesses: 

20BT. k, GAYLORD, 
PARKER W. PAGE. 
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To all whom tt may concern: 

Be it known that I, NIKOLA TESLA, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 
siding at New. York, in the eounty and State 
of New York, have invented certain new and 
useful Improvements in Electric Incandes- 
cent Lamps, of which the following is a speci- 
fication, reference being had to the draw- 
ings accompanying and forming a part of the 
same. 

My invention is a new form of lamp for 
giving light by the incandescence of carbon 
or other suitable refractory conductor pro- 
duced by electrical energy. 

In order to more distinctly point out those 
features which distinguish my invention, I 
would state that heretofore electric lamps 
have been made, first, by mounting a re- 
fractory conductor on metallic supporting- 
wires leading into a hermetically-sealed re- 
ceiver from which the air has been exhausted 
or replaced by an inert gas, and, second, by 
placing two independent conductors in a re- 
ceiver or‘globe and partially exhausting the 
air therefrom. In the first case the carbon 
or other conductor is rendered incandescent 
by the actual flow or passage of a current 
through it, while in the second the luminous 
effects, as heretofore produced, or, in fact, 


the only luminous effects that could be pro- 


duced by any means heretofore known, were 
due to an actual discharge of current from 
one conductor to the other across the inter- 
mediate space of rarefied air or gas. 

It may be further remarked that in various 
forms of Geissler or vacuum tubes the termi- 
nals or points within the tube become or have 
a tendency to become heated by the action 
of the high-tension secondary discharge. In 
such tubes, however, the degree of exhaustion 
is comparatively low, as a high vacuum. pre- 
vents the well-known Geissler discharge or 
effect. Moreover, with such low degrees of 
exhaustion the points or wires, if heated and 
allowed to become incandescent, are speedily 
destroyed. . . 

I have discovered that two conducting- 
bodies mounted in a very highly exhausted 
receiver may be rendered incandescent and 
practically utilized as a source of light if 
connected directly or inductively to the ter- 


minals of a source of current of very great 
frequency and very high potential. 

The practical requirements of this inven- 
tion are widely different from those employed 
in producing any of the phenomena hereto- 
fore observed, such differences being mainly 
in respect to the current, which must be one 
of enormous frequency and of excessively 
high potential, and also to the degree of. ex- 
haustion of the globe or receiver, which must 
be carried at least beyond the point at which 


‘a spark-will pass, or to the condition known 


as a “non-striking vacuum,” and it may be 
as much farther as possible. ; 
This application is confined to a particular 
form of lamp which I employ in anew system 
invented by me, which system involves, as 
one of its essential characteristics, the em- 
ployment of currents or electric effects of a 
novel kind. In. an application filed by me 
April 25, 1891, No. 390,414, I have shown and 
described this system in detail, and I there- 
fore deem it sufficient. for the present case to 
say that the lamps herein described, while 
utterly inoperative on any of the circuits now, 
or, so far as I am aware, heretofore employed 
become highly efficient sources of light if the 
frequency of the current by which they are 
operated be sufficiently great and the poten- 
tial sufficiently high. ‘To produce such ecur- 
rents, any known means may be utilized or 
the plan described in my said application fol- 
lowed of disruptively discharging the accumu- 
lated energy in a condenser into or through 
a primary circuit to produce a current of very 
high frequency, and inducing from this cur- 
rent acecondary current of avery much higher 
potential. 
. I now refer to the drawings in illustration 
of the invention. 
Figure 1 isavertical sectional viewof a lamp 


| constructed with leading-in wires for direct 


connection with a circuit or source of current. 
Fig. 2 is a similar view of a form of lamp ar- 
ranged for inductive connection with such 
source, 
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The common methods or steps followed in - 


the manufacture of the ordinary incandescent 
lamps and Geissler tubes may be employed 
in the manufacture of these improved lamps 
as far as ‘applicable. ; 

Ais a glass globe or receiver with a neck 
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or base B. Conducting-wires C C enter this 
globe and are sealed in the walls thereof. 
The entering wires C aresurrounded by small 
tubes or cups D. The joints between the 
wires © and the incandescing conductors are 
made within these cups in any ordinary man- 
ner, and the lower parts of the cups are filled 
with bronze-powder E or other suitable ma- 
terial to effect a good electrical connection. 
The cups are then filled up with fire-clay or 
other refractory. non-conductor F, which is 
molded around thecarbons G. The carbons or 
other refractory conductors or semi-conduct- 
ors G arecompletely isolated from one another. 
They are here shown as slender strips; but 
they may have any other desired shape. 
Lamps thus made are attached to a vacu- 
um-pump in the usual way. After the pro- 
cess of exhaustion has been carried on for 
some time they are brought to incandescence 
by a suitable current, by which the fire-clay 
is thoroughly baked and the occluded gases 
are driven off. The exhaustion is carried to 
the highest possible point, and the globe 
finally sealed off at H. Inasmuch as there is 
a tendency to sparking when the current is 
turned on before the exhaustion has been 
carried very high, it is well, when the char- 
acter of the carbon admits of it, to cause their 
ends to approach, in order that the sparks 
may leap across between such points, where- 
by the danger of injury to the carbons or the 
lamp is lessened. ‘The conductors outside the 
globe, as well as all those which convey the 
current from the source, should be carefully 
insulated to prevent the dissipation of the 
current. 

In lieu of connecting the two carbons di- 
rectly to the circuit through leading-in wires, 
provision may be made for inductively con- 
necting them, as by means of condensers. 
Fig. 2 shows a form of lamp of this descrip- 
tion that I have employed. The globe A has 
two extended tnbular portions B B’. Inside 
of these tubular extensions are condenser- 
coatings KK’. 

J J are plugs of fire-clay or the like con- 
tained in the extensions B B’. The two con- 
ductors G G are supported by these plugs 
and connected by metallic strips M with the 
condenser-coatings K K’, respectively. Over 
the outside of the extensions B B’ are fitted 
insulating-caps N N’, having metallic linings 
O O’, with terminals adapted for connection 
with the cireuit-wires. With such currents 
as are employed to operate these lamps. con- 
densers of small capacity, such as those thus 
made, transmit the energy from the outside 
circuit to the carbons within the globe with 
little loss. This lamp is exhausted and sealed 
off from the pump in the same mannerasthat 
first described. ‘There is no electrical con- 


nection at any time between the two carbons 
of this lamp and no visible discharge or trans- 
fer of current from one to the other through 
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the highly-rarefied medium between them. 


The fact, therefore,.of their being rendered, 


incandescent by the action of sucha current 
as I haye described seems to be mainly at- 
tributable to condenser action. 

The carbons, or whatever substance may 
be used in their stead, may be of any desired 
form and may be placed in different relative 
positions. 

The manner of making 
general form of the lamp as a whole may be 
varied in numberless ways. I have merely 
shown herein typical forms which embody 
the principle of the invention and which by 
experience I have demonstrated to be prac- 
tical lamps. 

As the lamps which I employ and which 
are made as above described are absolutely 
inoperative in any system from which the 
hereinbefore- described conditions of poten- 
tial and frequency are absent, so the various 
lamps heretofore devised for use with high- 
potential currents, in which the exhaustion, of 
necessity, has not been carried to or beyond 
the non-striking point, are practically worth- 
less in my new system, and this is the distin- 
guishing feature of novelty in my lamps—viz., 
that they are exhausted to or beyond the non- 
striking point. 

What I claim as my invention is— 

1, An ineandescent lamp consisting of two 
isolated refractory conductors contained ina 
non-striking vacuum and adapted to produce 
light by incandescence, each being provided 
with a terminal for connection with a source 
of electrical energy, as set forth. 

'9, The combination, with a globe or re- 
ceiver exhausted to the non-striking point, of 
two isolated bodies of refractory conducting 
material adapted to emit light by incandes- 
eence and mounted within said globe, and 


the lamp and the 
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means for connecting said bodies with ihe - 


two poles or terminals, respectively, of a 
souree of electrical energy. 

3, In an incandescent electric lamp, the 
combination, with a globe or receiver ex- 
hausted to the non-striking point, of metallic 
wires sealed therein,. a refractory body 
mounted on or electrically connected to each 
wire, the said wires within the globe and such 
parts of the refractory body as are not to be 
rendered incandescent being coated or cov- 
ered with insulation, as set forth. 

4. The combination, with a globe or re- 
eeiver exhausted to the non-striking point, of 
metallic wires sealed therein, a refractory 
conductor united to each of said wires with- 
in the globe, an insulating-covering around 
the wires and joint, and a refractory insulat- 
ing-body surrounding the refractory conduet- 
ors near the joint, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Rost. EF. GAYLORD, 
PARKER W. PAGE. 
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SPECIFICATION forming part of Letters Patent No. 459,772, dated September 22, 1891, 
Application filed April 6, 1889, Serial No. 306,165. (No model.) , 


To alt whom it may concern: | with a current of a very high number of al- 
Be it known that I, NIKOLA TESLA, a sub-| ternations the motor may not respond prop- 
ject of the Emperor of Austria, from Smiljau, | erly. To avoid this objection and to startup | 
Lika, border country of Austria-Hungary, re- | a synchronizing motor in which these condi- §5 
5 siding at New York, in the county and State | tions obtain is the object of my present in- 
of New York, have invented certain new and | vention. I have therefore combined two mo- 
useful Improvements in Electro-Magnetic | tors, one a synchronizing motor, the other a 
Motors, of which the following is a specifica- |; multiple-circuit or torque motor, and by the 
tion, reference being had to the drawings ac-'| latter I bring the first named up to speed, 60 
ro companying and forming a part of the same. | and then either throw the whole current into 
As is well known, certain forms of alternat- ; the synchronizing motor or operate jointly 
ing-current machines have the property, when | both of the motors. 
connected in circuit with an alternating-cur- This invention involves several novel and 
rent generator, of running as a motorin syn-| useful features. It will be observed, in the 65 
15 chronismtherewith; but while the alternating | first place, that both motors are run without 
‘current will ran the motor after it has at- | commutators of any kind, and, secondly, that 
« tained a rate of speed synchronous with that | the speed of the torque motor may be higher 
of the generator it will notstartit. Hencein | than that of the synchronizing motor, as will 
all instances heretofore when these “synchro- | be the case when it ccntains a fewer number 70 
20 nizing motors,” as they are termed, have been | of pules or sets of poles, so that the motor will 
run, Some means have been adopted to bring | be more readily and easily brought up to speed. 
the motors up to synchronism with the gen- | Thirdly, the synchronizing motor may be con- 
erator, or approximately so, before the alter- | structed soas to havea much morepronounced 
nating current of the generator is applied to | tendency to synchronism without lessening 75 
25 drive them. the facility with which it is started. 
In an application filed February 18, 1889, In the drawings I have illustrated the in- 
Serial No. 800,220, [haveshown and described | vention. 
an improved system of operating this class Figure 1 is a part sectional view of the two 
of motors, which consists, broadly, in wind- | motors; Fig. 2,an end view of the synchroniz- 80 
30 ing or arranging the motor in such manner | ing motor; Fig. 3, an end view and part sec- 
that by means of suitable switches it could | tion of the torque or double-circuit motor; 
be started as a multiple-cireuit motor, or one | Fig. 4, a diagram of the circuit connections 
operating by a progression of its magnetic | employed; and Figs. 5, 6, 7, 8, and 9 are dia- 
poles, and then, when up to speed, or nearly | grains of modified dispositions of the two mo- 85 
35 so, converted into an ordinary synchronizing | tors. 
motor, or one in which the magnetic poles Inasmuch as neither motor is doing any 
were simply alternated. In some cases, as | work while the current is acting upon the 
when a large motor is used and when the | other, I prefer torigidly connect the two arma- 
number of alternations is very high, there is | tures. I therefore mount both upon thesame go 
40 more or less difficulty in bringing the motor | shaft A, the field-magnets B of the synehro- 
to speed as a double or multiple-cireuit mo- | nizingand Cof the torque motor being secured 
tor, for the plan of construction which renders | to the same base D. The preferably larger 
the motor best adapted to run as a synchro- | synchronizing motor has polar projections on 
nizing motor impairs its efficiency as a torque | its armature, which rotate in very close prox- 95 
45 or double-cireuit motor under the assumed | imity to the poles of the field, and in other 
conditions on the start. This will be readily | respects it conforms to the conditions, now 
understood, for in a large synchronizing mo- |} well understood, that ave necessary to secure 
tor the length of the magnetic cireuitofthepo- | synchronous action. I prefer, however, to 
lar projections and their massare so great that | wind the pole-pieces of the armature with roo 
50 apparently considerable time is required for | closed coils E, as this obviates the employ- 
magnetization and demagnetization. Mence | ment of sliding contacts. The smaller or 
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torque motor, on the other hand, has, prefer- 
ably, a cylindrical armature F, without polar 
projections and wound with closed coils G,as 
I have described in my previous patents, 
5 notably No. 382,279, dated May 1,1888. ‘The 
field-coils of the torque motor are connected 
up in two series H and I,and the alternating 
currentfrom the generator is directed through 
or divided between these two circuits in any 
10 manner to produce a progression of the poles 
or points of maximum magnetic effect. IJ 
secure this result in a convenient way by 
connecting the two motor-cireuits in deriva- 
tion with the circuit from the generator, in- 
15 serting in one motor-circuit a dead resist- 
ance and in the other aself-induction coil, by 
which means a difference in phase between 
the two divisions of the current is secured. 
If both motors have the same number of field- 
poles, the torque motor for a given number 
of alternations will tend to run at double the 
speed of the other, for, assuming the connec- 
tions to be such as to give the best results, its 
poles are divided into two series and the 
a5 numberof poles is virtually reduced one-half, 
which being acted upon by the same number 
of alternations tend to rotate the armature 
at twice the speed. By this means the main 
armature is more easily brought to or above 
the required speed. When the speed neces- 
sary for synchronism is imparted to the main 
motor, the current is shifted from the torque 
motor into the other. ; 

A convenient arrangement for carrying out 
35 this invention is shown in Fig. 4. In said 
figure J J are the field-coils of the sychroniz- 
ing, and HI the field-coils of the torque, mo- 
tor, IL L’are the conductors of the main 
line. One end of, say, coils His connected to 
wire I through a self-induction coil M. One 
end of the other set of coils I is connected to 
the same wire through a dead resistanee N, 
The opposite ends of these two circuits are 
connected to the contact m of a switch the 
45 handle or lever of which is in connection with 
the line-wire L’. One end of the field-cireuit 
of the synchronizing motor is connected to 
the wire L. The other terminatesintheswitch- 
contact 2. From the diagram it will be read- 
ily seen that if the lever P be turned onto 
contact m the torque motor will start by 
reason of the difference of phase between the 
currents in its two energizing-circuits. Then 
when the desired speed is attained if the le- 
55 ver P be shifted onto contact 1 the entire 
eurrent will pass through the field-coils of the 
synchronizing motor and the other will be 
doing no work. 

The torque motor may be constructed and 
operated in various ways, many of which J 
have described in other applications; butI do 
not deem it necessary in illustration of the 
principle of construction and mode of opera- 
tion of my present invention to describe these 
65 further herein. It is not necessary that one 

motor be cut out of circuit while the other is 
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in, for both may be acted upon by the eur- 
rent at the same time, and I have devised va- 
rious dispositions or arrangements of the two 
motors for accomplishing this. Some of these 70 
arrangements are illustrated in Figs. 5 to 9. 

Referring to Fig. 5, let T’ designate the 
torque or multiple-circuit motor and 5 the 
synchronizing motor, LL’ being the line-wires 
from a source of alternating current. The 75 
two circuits of the torque motor of different 
degrees of self-induction, and designated by 
NM, are connected in derivation to the wire 
L. They are then joined and connected to 
the energizing-circuit of the synchronizing 
motor, the opposite terminal of which is con- 
nected to wire L’. The two motors are thus 
in series. To start them J short-circuit the_ 
synchronizing motor by a switch P’, throwing 
the whole current through the torque motor. 85 
Then when the desired speed is reached the 
switch P’ is opened, so that the current passes 
through both motors. In such an arrange- 
ment as this it is obviously desirable for 
economical and other reasons that a proper 
relation between the speeds of the two motors 
should be observed. 

In Fig. 6 another disposition is illustrated. 
Sis the synchronizing motor and T the torque 
motor, the circuits of both being in parallel. 95 
W is acircuit also in derivation to the motor- 
circuits and containing a switch PP’. 8’ isa 
switch in the synchronizing-motorcireuit. On 
the start the switch 8’ is opened, cutting out 
the motor 8. Then P” is opened, throwing 
the entire current through the motor T, giv- 
ing it a very strong torque. When the de- 
sired speed is reached, switch 8’ is closed and 
the current divides between both motors. By 
means of switch P’” both motors may be cut 105 
out. 

In Fig. 7 the arrangement is substantially 
the same, except that a switch ‘I’ is placed in 
the circuit which includes the two circuits of 
the torque motor. 

Fig. 8 shows the two motors in series, with 
a shunt around both containing a switch S T. 
There is also a shunt around the synchroniz- 
ing motor S, with a switch P’. 

In Fig. 9 the same disposition is shown; 
but each motor is provided with a shunt, in 
which are switches P’ and T’’, as shown. 

The manner of operating the systems will 
be understood from the foregoing descrip- 
tions. 

I do not claim herein the torque motor nor 
any part thereof, except in so far as they en- 
ter into the combination which forms the sub- 
ject of this application, for I have made the 
distinguishing features of said motor the sub- 125 
ject of other applications. 

What I now claim is— 

1. An alternating-current non-synchroniz- 
ing electric motor coupled with a synchroniz- 
ing alternating-current motor, substantially 
as set forth, whereby the former starts the 
latter and throws it into synchronism with 
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its actuating-current, and switch mechanism 
for directing the current through either or 
both of the motors, as set forth. 

2. The combination of two motors the ar- 
matures of which are mounted upon the same 
shaft, one of said motors being an alternating- 
current torque motor, or one in which the 
magnetic points or poles are progressively 
shifted by the action of the energizing-cur- 
rent, the other motor being an alternating- 
currentsynchronizing motor, and switch mech- 
anism for directing the current through either 
or both of said motors, as set forth. 

3. The combination, with an alternating- 
current synchronizing motor having one en- 
ergizing-field, of an alternating-current torque 
motor having a plurality of energizing-cir- 
cuits and adapted to be operated by currents 
differing in phase, and a switch for directing 
the alternating current or currents through 
the several circuits of one motor or the single 
circuit of the other, as and for the purpose 
set forth. 

4. The combination, with an alternating- 
current motor having field-cores wound with 
coils adapted to be connected to a source of 
alternating currents and an armature wound 
with induced coils closed upon themselves, of 


a starting device for bringing said motor into 
synchronism with the generator with which 
it is connected. 

5. The combination, with an alternating- 
current motor composed of a multipolar al- 
ternating field-magnet, and an armature hav- 
ing poles wound with coils closed upon them- 
selves, of a starting device, as set forth. 

6. Inan alternating-current motor, the com- 
bination of a field-magnet having poles wound 
with coils adapted when connected with a 
source of alternating current to produce si- 
multaneously opposite magnetic polarities 
and an armature provided with poles or pro- 
jections and wound with coils connected in 
a continuously-closed unconnected circuit, as 
set forth. 

7. The herein-described method of operat- 
ing alternating-current motors, which consists 
in actuating a motor by an alternating cur- 
rent to bring a second alternating - current 
motor up to synchronizing speed relative to 
the actuating-current and then switching the 
synchronizing motor into circuit. 

NIKOLA TESLA. 

Witnesses: 

GEORGE N. Monro, 
EDWARD T. EVANS. 
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To ail whom it may concern: 

Be it known that I, NIKOLA TESLA, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 
siding at New ¥ork, in the county and State 
of New York, have invented certain new and 
useful Improvements in Methods of and Ap- 
paratus for Electrical Conversion and Distri- 
bution, of which the following is a specifica- 


tion, reference being had to the drawings ac- 


companying and forming a part of the same. 

This invention is an improvementin meth- 
ods of and apparatus for electrical conversion, 
designed for the better and more economi- 
cal distribution and application of electrical 
energy for general useful purposes. 

My invention is based on certain electrical 
phenomena which have been observed by 
eminent scientists and recognized as due to 
laws which have been in a measure demon- 
strated, but which, so far'as I am aware, have 
not hitherto been utilized or applied with 
any practically useful results. Stated brief- 
ly, these phenomena are as follows: First, if 
a condenser or conductor possessing capacity 
be charged from a suitable. generator and 
discharged through a circuit, the discharge 
under certain conditions will be of an inter- 


‘mittent or oscillatory character; second, if 


two points in an electric circuit through which 
acurrent rapidly rising and falling in strength 
is made to flow be connected with the plates 
or armatures of a condenser, a variation in 
the current’s strength in the entire circuit or 
in a portion of the same only may be :pro- 
duced; third; the amount or character of 
such variation in the current’s strength is 


’ dependent upon the condenser capacity, the 


45 


50 


. self-induction and resistance of the cireuit or 
42" 


its sections, and the period or time rate of 
change of the current. It may be observed, 
however, that these several factors—the ea- 
pacity, the self-induction, resistance, and pe- 
yiod—are allrelatedin a manner well under- 
stood by electricians; but to render such con- 
version as may be effected by condensers 
practically available and useful it is desir- 
able, chiefly on account of the increased out- 
put and efficiency and reduced cost of the 
apparatus, to produce current-impulses suc- 


ceeding each other with very great rapidity, 


or, in other words, to render the duration of 


each impulse, alternation, or oscillation of 
the current extremely small. To the many 
difficulties in the way of effecting this me- 
chanieally, as by means of rotating switches 
or interrupters, is perhaps due the failure to 
realize practically, at least toany marked de- 
gree, the advantages of which such a system 
is capable. To obviate these difficulties, I 
have in my present invention taken ad- 
vantage of the fact above referred to, and 
which has been long recognized, that if a con- 
denser or a conductor possessing capacity be 
charged from a suitable source and be dis- 
charged through a circuit the discharge un- 
der certain ‘conditions, dependent on the ca- 
pacity of the condenser or conductor, the self- 
induetion and resistance of the discharging 
circuit, and the rate -of supply and decay of 
the electrical energy, may be effected inter- 
mittently or in the form of oscillations of ex- 
tremely small period. “ 

Briefly stated in general terms, the plan 
which I pursue in carrying out my invention 
is as follows: 

I employ a generator, preferably, of very 
high tension and eapable of yielding either 
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direct oralternatingcurrents. Thisgenerator . 


J connect up with a condenser or conductor 
of some capacity and discharge’ the aecumu- 
lated electrical energy disruptively through 
an air-space or otherwise into a working cir- 
cuit containing translating devices and, when 
required, condensers. These discharges may 
be of the same direction or alternating and 
intermittent, succecding each other more or 
less rapidly or oscillating to and fro with ex- 
treme rapidity. In the working circuit, by 
reason of the condenser action, the current 
impulses or discharges of high tension and 
small volume are converted into currents of 
lower tension and greater volume. The pro- 
duction and application of a current of such 
rapid oscillations or alternations (the number 
may be many millions per second) secures, 
among others, the following exceptional ad- 
vantages: First, the capacity of the condens- 
ers'for a given output is much diminished; 
second, the efficiency of the condensers is in- 
creased and the tendency to. become heated 
reduced, and, third, the range of conversion 
is enlarged. Ihave thus suceceded in pro- 
ducing a system or method of conversion 
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radically differeut from what has been done { rate at which the eireuit including the gen- 
heretofore—first, with respect to the number | erator is expable of taking up and getting rid 
of impulses, alternations, or osciilations of eur- | of the energy. Since the resistance and self- 
rent per unit of time, and, second, with respect | induction of the working circuit C and the 
to the manner in which the impulses are ob- rapidity of the successive discharges may be 
tained. To express this result, I define the | varied at will, the eurrent strength in the 
working current asone of an excessively small | working and generating circuit may bear to 
period or of an excessively large numberof im- | one another any desired relation. _ 
pulses or alternations or oscillations per unit | ‘To understand the action of the local con- 
of time, by which I mean not a thousand or | denser E in Fig. 2, let. a single discharge be 
even twenty orthirty thousand persecond, but | first considered. This discharge has two 
paths offered—one to the condenser H, the 
other through the part L of the working cir- 
cuit C. -The part L, however, by. virtue of its 
self-induction, offers a strong opposition to 
such a sudden discharge, while the condenser, 
more in detail of the nature of my invention, | on the other hand, offers no such opposition. 
referring to the accompanying drawings. | The result is that practically no current 
The two figures are diagrams, each repre- | passes at first through the branch L, but pre- 
senting a generating-circuit, a working cir- | sumably opposite electricities rush to the 
cuit, means for producing an intermittent condenser-coatings, this storing for the mo- 
or oscillating discharge, and condensers ar- | mentelectrical energyin the condenser. Tite 
ranged or combined as contemplated by my | is gained by- this means, and the condenser 
invention. . —_ then discharges through the branch 1, this 
in Figure 1, A represents a generator of high | process being repeated for each discharge oc- 
tension; B B, the conductors which lead out curring at D. The amount of -electrical en- 
from the same. To these conductors are con- ergy stored in the condenser at each. charge 
nected the conductors © of a working cireuit | is dependent upon the capacity of the con- 
containing translating devices, such as in- | denser and the potential of its plates. it is 
candescentlampsormotorsG. In oneor both evident, therefore, that the quicker the dis- 
conductors B is a break D, the two ends be- charges succeed each other the smailer for a 
ing separated by an air-space or a film of insu- | given output need be the capacity of the con- 
lation, through which a disruptive discharge | denser and the greater is also the efficiency of 
takes place. F is a condenser, the plates of | the condenser. This is confirmed by prac- 
which are connected tothe generating-circuit. | tical results. ; : . 
if this cirenit possess itself sufficient capacity, The discharges occurring at D, as stated, 
the condenser F may be dispensed with. may be of the same direction or may be alter- 
in Fig. 2 the generating-cireuit B B con- nating, and in the former case the devices 
tains a condenser F and discharges through | contained in the working circuit may be trav- 
the air-gaps D into the working circuit C, to | ersed by currents of the same or alternately- 
any two points of which is connected a con- opposite direction. It may be observed, how- 
denser E. The condenser EKis-used to modify | ever, that each intermittent discharge occur- 
the current in any partof the working cireuit, | ring at D may consist of a number of oscilla- 
such as LL. tions in the working circuit or branch L. 
it may conduce to a better understanding | ° A periodically-oscillating discharge will oc- 
of the invention to considér more in detail | cur at D in Fig. 1 when the quantities con- 
the conditions existing in such a. system as 
is illustrated in Fig. 1. Let it be assumed, 
therefore, that in the system there shown the 
rate of suppiy of the electrical energy, the 
capacity, self-induction, and the resistance of 
the circuits are so related that a disruptive, 
‘intermittent, or oscillating discharge occurs 
at D. Assume that the first-named takes 
place. This will evidently occur when the 
rate of supply from the generator is not ade- 
quate to the capacity of the generator, con- 
ductors B B, and condenser F. Each time 
the condenser ¥ is charged to such an extent. 
that the potential or accumulated charge over- 
comes the dielectric strength of the insulat- 
ing-space at D the condenser is discharged, 
it is then recbarged from the generator A, and 
this process is repeated in more or less rapid 
succession. The discharges will follow cach 
other the more rapidly the more nearly the | 
rate of supply from the generator equals the 


nade intermittent, alternating, or oscillating 
of itself without the employment of mechani- 
eal Gevices. - 

i now preceed to an explanation somewhat 


well-known formule and ascertained by sim- 
ple experiment. . In this case it is demon- 
strated in theory and practice that the ratio 
of the strength of the current in the working 
to that in the generating circuits is the greater 
the greater the self-induction, and thesmaller 
the resistance of the working circuit. the 
smaller the period of oscillation. 

I do not limit myself to the use of any spe- 
cific forms of the apparatus described in con- 
nection with this invention nor to the precise 
arrangement of the system with respect to its 
details herein shown. In the drawings re- 
turn-wires are shown in the cireuit; but it will 
be understood that in any case the ground 
may be conveniently used in lieu of the re- 
turn-wire. ; 

' Whaticlaimis—— - 

1. The method of electrical conversion here- 

in described, which consists in charging a2 eon- 
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denset or conductor possessing capacity and | more air-gaps or breaks in the conducting 


maintaining a succession of intermittent or 
oscillating disruptive discharges of said con- 
ductor into a working circuit containing 
translating devices. ~~ oy 
2, In a system of electrical conversion, the | 
combination of a generator or source of elec- 
tricity and a line or generating circuit con- 
taining a condenser or possessing capacity, 
and a working circuit operatively connected 
with the generating-circuit through one or 


medium, the electrical conditions being so ad- 
justed that an intermittent or oscillating dis- 
ruptive discharge from the generating into 

t the working circuit will be maintained, as set 
forth. 


NIKOLA TESLA. 


Witnesses: 
Rost. F, GAYLORD; 
PARKER W. PAGE. 
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ELECTRO-MAGNETIC MOTOR. 


SPECIFICATION forming part of Letters Patent No. 464,666, dated December 8, 1891. 
Application filed July 13,1891, Serial No, 399,312, (No model.) 


Lo all whom it may concern: 

Be it known that I, NikoLa TESLA, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Ilungary, re- 
siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro - Magnetic 
Motors, of which the following is a specifica- 
tion, reference being had to the drawing ac- 
companying and forming a part of the same. 

The general object of my present invention 
is to secure artificially a difference of a quar- 
ter of a phase between the currents in the 
two energizing-circuits of an alternating-cur- 
rent electro-magnetic motor of that general 
class invented by me, in which the action or 
operation is dependent upon the inductive in- 
fluence upon a rotating armature of inde- 


pendent field magnets or coils exerted suc-. 


cessively and not simultaniously. 

It is a well-known fact that if the field or 
energizing circuits of such a motor be both 
derived from the same source of alternating 
currents and a condenser of proper capacity 
be included in one of the same, approxi- 
mately the desired difference of phase may 
be obtained between the currents flowing di- 
rectly from the source and those flowing 
through the condenser; but the great size and 
expense of condensers for this purpose that 
would meet the requirements of the ordinary 
systems of comparatively low potential are 
practically prohibitory to their employment. 

Another now well-known method or plan 
of securing a difference of phase between the 
energizing-currents of motors of this kind is 
to induce by the currents in one circuit those 
in the other circuit or circuits; but no means 
have heretofore been proposed that would se- 
cure in this way between the phases of the 
primary or inducing and the secondary or in- 
duced currents that difference-—theoretically 
ninety degrees—that is best adapted for prac- 
tical and economical working. 

I have devised a means which renders prac- 
ticable both theabove-described plans or meth- 
ods, and by which Iam enabled to obtain an 
economical and efficient alternating-current 
motor, my invention consisting in placing a 
condenser in the secondary or induced cireuit 
of the motor above described and raising the 
potential of the secondary currents to such a 


degree that the capacity of the condenser, 
which is in part dependent on the potential, 
need be quite small. The value of this con- 
denser will be determined in a well-under- 
stood manner with reference to theself-induc- 
tion and other conditions of the circuit, so as 
to cause the currents which pass through it 
to differ from the primary currents by a quar- 
ter-phase. 

The drawing is a partly-diagram matic illus- 
tration of a motor embodying my invention. 

LThave illustrated the invention as embodied 
in a motor in which the inductive relation of 
the primary and secondary circuits is secured 
by winding them inside the motor partly 
upon the same cores; but it will be under- 
stood that the invention applies, generally, to 
other forms of motor in which one of the en- 
ergizing-currents is induced in any way from 
the other. 

Let A B represent the poles of an alternat- 
ing-current motor, of which C is the arma- 
ture wound with coils D, closed upon them- 
selves, as is now the general practice in mo- 
tors of this kind. The poles A, which alter- 
nate with poles B, are wound with coils of or- 
dinary or coarse wire FE in such direction as 
to make them of alternate north and south 
polarity, as indicated in the diagram by the 
characters NS. Over these coils or in other 
inductive relation to the same are wound long 
fine-wire coils f F and in the same direction 
throughout as the coils E. These coils are 
secondaries, in which currents of very high 
potential are induced. I prefer to connect 
all the coils E in one series and all the sec- 
ondaries F in another. 

On theintermediate poles B are wound fine- 
wire energizing-coils G, which are connected 
in series with one another and also with the 
series of secondary coils Ff, the direction of 
winding being such that a current-impulse 
induced from the primary,coils K imparts the 
same magnetism to the poles B as that pro- 
duced in poles A by the primary impulse. 
This condition is indicated by the characters 
N’S’. 

Jn the circuit formed by the two sets of 
coils If and G is introduced a condenser H; 
otherwise the said circuit is closed upon itself, 
while the free ends of the circuit of coils E 
are connected to a source of alternating cur- 
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rents. As the condenser capacity which is 
needed in any particular motor of this kind 
is dependent upon the rate of alternation or 
the potential, or both, its size or cost, as be- 
fore explained, may be brought within eco-. 
noniecal limits for use with the ordinary cir- 
euits if the potential of the secondary circuit 
in the motor be sufficiently high. By giving 
to the condenser proper values any desired 
difference of phase between the primary and 
secondary energizing-cireuits may be ob- 
tained. 

‘What I claim is— 

1. Inan alternating-current motor provided 
with two or more energizing or field circuits, 
one of which is adapted for connection with 
a source of currents and the other or others 
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in inductive relation thereto, the combination, 
with the secondary or induced cireuit or ¢cir- 
cuits, of acondenser interposed in the same, 
as set forth. 

2. In'‘analternating-current motor, the com- 
bination of two energizing-circuits, one con- 
nected or adapted for connection with a source 
of alternating currents, the other constitut- 
ing a high-potential secondary circuit in in- 


ductive relation to the first, and a condenser - 


interposed in said secondary circuit, as set 
forth. 
NIKOLA TESLA. 


Witnesses: 
Rost, IF’, GAYLORD, 
ERNEST HOPKINSON. 
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To ali whom it may coneern: 
Be it known that I, NrkoLA TESLA, a citi- 
zen of the United States, residing at New 


’ York, in the county and State of New York, 
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have invented a certain new and useful Im- 
provement in Electrical Condensers, of which 
the following is a specification, reference be- 
ing had to the accompanying drawings. 


The subject of my present application is a | 


new and improved electrical condenser con- 
structed with a view of obviating certain de- 
fects which I have observed to exist in the or- 
dinary forms of such apparatus when em- 
ployed in the system devised by me of pro- 
ducing light and other effects by means of 
currents of high freyuency and high poten- 
tial. . 

I have found that insulating material such 
as glass, mica, and, in general, those bodies 
which possess the highest specific inductive 
capacity are inferior as insulators in such 
devices when currents of the kind described 
are employed to those possessing high insu- 
lating power, together with a smaller specific 
inductive capacity, and I have also found that 
it is very desirable to exclude all gaseous mat- 
ter from the apparatus, or any access to the 
same to the electrified surfaces, in order to 


prevent heating by molecular bombardment | 


and the loss or injury consequentthereon. I 
have found that I may accomplish these re- 
sultsand produce highly efficient and reliable 
condensers by using oil as the dielectric, and 
in this my invention resides. 

No special construction of the condenser is 
necessary to a demonstration of the inven- 
tion; but the plan admits of a particular con- 
struction of condenser, in which the distance 
between the plates is adjustable, and of which 
I take advantage. 

In the accompanying drawings, Figure 1 is 
a section of a condenser constructed in ac- 
cordance with my invention and having sta- 


tionary plates, and Fig. 2 is asimilar view of 
a condenser with adjustable plates. 

I use any suitable box or receptacle A to 
contain thé plates or armatures. These lat- 
ter are designated by B and C and are con- 
nected, respectively, to terminals D and E, 
which pass out through the sides of the case. 
The plates ordinarily are separated by strips 
of porous insulating material F, which are 
used merely for the purpose of maintaining 
them in position. The space within the can 
is filled with oil G. Such a condenser will 
prove highly efficient and will not become 
heated or permanently injured. 

In many cases it is desirable to vary or ad- 
just the capacity of a condenser, and this I 
provide for by securing the plates to adjust- 
able supports—as, for example, to rods IT— 
passing through stuffing-boxes IK in the sides 
of the case A and furnished with nuts L, the 
ends of the rods being threaded for engage- 
ment with the nuts. 

It is well known that oils possess insulating 
properties, and it has been a common prac- 
tice to interpose a body of oil between two 
conductors for purposes of insulation; but I 
have discovered peculiar properties in oils 
which render them very valuable in this par- 
ticular form of device, their employment in 
which has never heretofore and, so far as I 
am aware, been regarded as necessary or even 
desirable. 

What I claim is— 

1. An electric condenser composed of plates 


| or armatures immersed in oil. 


2.'An electrical condenser composed of 
plates or armatures adjustable with respect 
to one another and immersed in oil. 


NIKOLA TESLA. 
Witnesses: 


PARKER W. PAGE, 
MARCELLA G. TRACY, 
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To all whom it may concern: 
’ Be it known that I, NIKOLA TESLA, a sub- 
ject of the Emperor of Austria-Hungary, for- 
merly of Smiljan, Lika, border country of Aus- 
5 tria-Hungary, but now residing at New York, 
inthe county and Stateof New York, have in- 
vented certain new and useful Improvements 
in Systems for the Electrical Transmission of 
Power, of which the following is a specifica- 
ro tion, reference heing had to the drawings ac- 
companying and forming a part of the same, 
This invention is an improvement in sys- 
tems of electrical distribution of power where- 
in are employed motors having two or more 
15 independent energizing-cireuits, through 
which are passed alternating currents differ- 
ing in phase that are produced by a magneto- 
electric machine having independent induced 
circuits, or that are obtained from any other 
20 suitable source or by any other suitable means. 
In illustration of the various conditions which 
I regard asmost importantto an attainment 
of the best results from the use of motors of 
this character, I have heretofore used gener- 
25 ally forms of generator in which therelations 
of the induced or current-generating coils and 
field-magnets were such that but twoimpulses 
' or current are produced in each coil by a sin- 
gle revolution of the armature or field cores. 
30 The rate, therefore, at which the different 
phases orimpulses of current in the line-cir- 
cuits succeeded one another was so little 
greater than that at which the armature of 
the generator revolved that without special 
35 provision the generator required to be run at 
very high speed to obtain the best results. 
Jt is weli known that the most efficient re- 
sults are secured in the operation of such mo- 
tors when they are run at high speeds; butas 
40 the practicable rate of speed is much limited 
by mechanical conditions, particularly in the 
case of large generators, which would be re- 
quired when a number of motors are run from 
asingle souree, I have sought to produce a 
45 greater number of current impulses by a slow 
or slower speed than that at which the ordi- 
nary bipolar machines may be economically 
operated. Itherefore adapttomy system any 
of the various types of multipolar alternat- 
50 ing-current machines which yield a consid- 


992, (No model.) 


erablenumberof current reversals orimpulses 
for each revolution of the armature by ob- 
serving the main condition essential to the 
operation of my system that the phases of the 
currents in the independent induced circuits 
of the generator should not coincide, but ex- 
hibitasufficient difference in phase to produce 
the desired results. I may accomplish this in 
a variety of ways, which, however, vary only 
in detail, since they are based upon the same 
underlying principle. Forexample, toadapta 
given type of alternat:ng-current generator I 
may couple rigidly two complete machines, se- 
curing them so that the requisite difference 
in phase between the currents produced by 
each will be obtained, or J may secure two 
armatures to the same shaft within the influ- 
ence of the same field and with an angular 
displacement that will produce the proper 
differencein phase between the two currents, 
or I may secure two armatures to the same 
shaft with their coils symmetrically disposed, 
and place two sets of field-magnets at such 
angle as tosecure the same result, or, finally, 
I may wind on thesame armature the two sets 
of coils alternately, or in such manner that 
they will develop currents, the phases of 
which differ in time sufficiently to produce 
rotation of the motor. 

Another feature of my invention is in the 
plan which I have devised for utilizing gen- 
erators and motors of this type, whereby a 
single generator may be caused to run a nuin- 
ber of motors either at the same speed as its 
own or allat differentspeeds. This I accom- 
plish by constructing the motors with fewer 
poles than the generator, in which case their 
speed will be greater than that of. the gener- 
ator, the rate of speed being higher as the 
number of their poles is relatively less. This 
will be understood from an example. Sup- 
pose the generator has two independent gen- 
erating-coils which revolve between two pole- 
pieces oppositely magnetized and that the 
motor has energizing-coils that produce at 
any given time two magnetic pules in one 
element that tend to set up a rotation of the 
motor. A generator thus constructed yields 
four impulses or reversals of current by each 
revolution, two in each of its independent 
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cireuits, and J have demonstrated that the ef- 
fect upon a motor such asthat mentioned is 
to shift the magnetic poles through three 
hundred and sixty degrees. It is obvious 
that if the four reversals in the same order 
could be produced by each half-revolution 
of the generator the motor would make two 
revolutions to the generator’s one. This 
would be readily accomplished by adding two 
intermediate poles to the generator or alter- 
ing it in any of the other equivalent. ways 
above indicated. The same rule applies to 
generators and motors with multiple poles. 
Yor instance, if a generator be constructed 
with two circuits, each of which produces 
twelve reversals of current to a revolution, 
and ihese currents be directed through the 
independent energizing-coils of a motor, the 
coils of which are so applied as to produce 
twelve magnetic poles at all times, the rota- 
tion of the two will be synchronous; but if 
the motor-coils produce butsix poles the mov- 
able element will be rotated twice while the 
generator rotates once, or if the motor have 
four poles its rotation will be three times as 
fast as that of the generator. 

These features, so far as it is necessary to 
an understanding of the invention, are illus- 
trated in the accompanying drawings. 

Figure 1 is a diagrammatie illustration of 
a generator constructed in accordance with 
my invention. Fig. 2 is a similar view of a 
correspondingly-construeted motor. Fig. 3is 
adiagram of agenerator of modified construc- 
tion. Fig. 4 is a diagram of a motor of cor- 
responding character. Fig. 5 is a diagram of 
a system containing a generator and several 
motors adapted to run at various speeds. 

In Fig. 1, let C represent a cylindrical arma- 


; ture-core wound longitudinally with insulated 


coils A A, which are connected up in series, 
the terminals of the series being connected 
to collecting-rings a a on the shaft G. By 
means of this shaft the armature is mounted 
to rotate between the poles of an annular 
field-magnet D, formed with polar projec- 
tions wound with coils E, that magnetize the 
said projections. The coils E are included 
in the circuit of a generator F, by means of 
which the field-magnet is energized. If thus 
constructed, the machine isa well-known form 
of alternating-current generator. To adapt 
it to my system, however, I wind on armature 
Ca second set of coils B B intermediate to 
the first, or, in other words, in such positions 
that while the coils of one set are in the rela- 
tive positions to the poles of the field-magnet 
to produce the maximum current those of the 
other set will be in the position in which they 
produce the minimum current. The coils B 
are connected, also, in series and to two col- 
lecting-rings } b, secured generally to the shaft 
at the opposite end of the armature. 

The motor shown in Fig. 2 has an anuular 
field-magnet H, with four pole-pieces wound 
with coils I The armature is constructed 
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similarly to that of the genérator, but with 
two sets of two coils in closed circuits to cor- 
respond with the reduced number of mag- 
netie poles in the field. 

From the foregoing it is evident that one 
revolution of the armature of the generator 
producing eight current impulses in each cir- 
cuit will produce two revolutions of the mo- 
tor-armature. 

The application of the principle of this in- 
vention is not confined toany particular form 
of machine. In Figs. 3 and 4a generator and 
motor of another well-known type are shown. 
In Vig. 3, J J are magnets disposed in a circle 
and wound with coils K, which are in circuit 
with a generator which supplies the current 
that maintains the field of foree. Inthe usual 
construction of these machines the armature- 
conductor L is carried by a suitable frame,so 
as to be rotated in face of the magnets J J or 
between these magnets and another similar 
set in face of them. The magnets are ener- 
gized so as to be of alternately-opposite po- 
larity throughout the series, so that as the 
conductor C is rotated the current impulses 
combine or are added to one another, those 
produced by the conductor in any given posi- 
tion being allin thesame direction. To adapt 
such a machine to my system, Tadd a second 
set of induced conductors M, in al respects 
similar to the first, but so placed with refer- 
ence to it that the currents produced in each 
will differ by a quarter-phase. With such re- 
lations it is evident that as the current de- 
creases in conductor L it increases in con- 
ductor M, and conversely, and that any of the 
forms of motor invented by me for use in this 
system may be operated by such generator. 

Fig. 4 is intended to show a motor corre- 
sponding to the machine in Fig.3.. The con- 
struction of the motor is identical with that 
of the generator, and if coupled thereto it will 
run synchronously therewith. J’ J’ are the 
field-magnets, and K’ the coils thereon. TL’ is 
one of the armature-conductors and M’ the 
other. 

Fig. 5 shows in diagram other forms of ma- 
chine. The generator N in this case isshown 
as consisting of a stationary ring O, wound 
with twenty-four coils P P’, alternate coils 
being connected in series in two circuits. 
Within this ring is a disk or drum Q, with 
projections Q’ wound with energizing-coils in- 
cluded in circuit with a generator R. By driv- 
ing this disk or cylinder alternating currents 
are produced in the coils P and P’, which are 
carried off to run the several motors. 

The motors are composed of a ring or an- 
nular field-magnet 5, wound with two sets of 
energizing-coils T T’, and armatures U, hav- 
ing projections U’ wound with coils V, all 
connected in series in a closed circuit or each 
closed independently on itself. 

Suppose the twelve generator-coils P are 
wound alternately in opposite directions, so 
that any two adjacent coils of the same set 
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tend to produce a free pole in the ring O be- 
tween them and the twelve coils P’ to be 
similarly wound. A single revolution of the 
disk or cylinder Q, the twelve polar projec- 
tions of which are of opposite polarity, will 
therefore produce twelve current impulses in 
each of the cireuits WW’. Hence the motor 
X, which has sixteen coils or eight free poles, 
will make one and a half turns to the gener- 
ator’s one. The motor Y, with twelve coils or 
six poles, willrotate with twice the speed of the 
generator, and the motor Z, with eight coils or 
four poles, will revolve three times as fast as 
the generator. These multipolar motors have 
a peculiarity which may be often utilized to 
great advantage. For example, inthe motor 
X, Fig. 5, the eight poles may be either alter- 


nately opposite or there may be at any given 


time alternately two like and two opposite 
poles. This is readily attained by making 
the proper electricalconnections. The effect 
of such a change, however, would be the same 
as reducing the number of poles one-half, 
and thereby doubling thespeed of any given 
motor. In these and other respects it willbe 
seen that the invention. involves many im- 
portant and valuable features. 

It isobvious that the electrical transform- 
ers described in prior patents to me and 
which have independent primary currents 
may be used with the generators herein de- 
scribed. 


| 
It may be stated with respect to the de- 


vices hereinafter set forth that the most per- 
fect and harmonious action of the generators 
and motors is obtained when the numbers of 
the poles of each are even and not odd. If 
this is not the case, there will be a certain 
unevenness of action which is the less appre- 
ciable as the number of poles is greater; but 
even this may be in a measure corrected by 
special provisions which it is not here neces- 
sary to explain. It also follows, as a matter 


of course, and from the above it is obvious, 
that if the number of the poles of the motor 
be greater than that of the generator the mo- 


tor will revolve at a slower speed than the 
generator. 7 

What I claim as myinventionis— _ 

1. The combination, with an alternating- 
current generator comprising independent 
armature-circuits formed by conductors al- 
ternately disposed, so that the currents de- 
veloped therein will differ in phase, and field- 
magnet poles in excess of the number of arma- 
ture-circuits, of a motor having independent 
energizing-circuits connected to the armature- 
circuits of the generator, substantially as set. 
forth. 

2. The combination, with a source of alter- 
nating currents which differ in phase and com- 
prising a rotating magneto-electric machine 
yielding agiven number of current impulses 
or alternations for each turn or revolution, of 
a motor or motors having independent ener- 
gizing-cireuits through which the said cur- 
rents are caused to flow, and poles which in 
number are less than the number of current 
impulses produced in each motor-cireuit by 
one turn or revolution of the magneto-ma- 
chine, as set forth. 

3. The combination, with a multipolar al- 


‘| ternating-current machine having independ- 


ent induced or current-generating circuits, of 
motors having independent energizing-cir- 
cuits and a smaller number of poles than the 
generator, as set forth. 

4. The combination, with an alternating- 
current generator having independent in- 
duced circuits and constructed or adapted to 
produce a given number of current impulses 
or alternations for each turn or revolution, of 
motors having corresponding energizing-cir- 
cuits and poles which in number are less 
than the number of current impulses pro- 
duced in each circuit in a turn or revolution 
of the generator, as set forth. 


NIKOLA TESLA. 
Witnesses: 
FRANK E. HARTLEY, 
FRANK B. MURPHY. 
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Lo att whom tt may concern: 
_ Be it known that I, NrkoLa TRsra, a sub- 
ject of the Emperor of Austria-Hungary, from 
Smiljan, Lika, border country of Austria-Hun- 
5 gary, residing at New. York, in the county 
and State of New York, have invented cer- 
tain new and useful Improvementsin the Elec- 
trical Transmission of Power, of which the 
following is a specification, reference being 
10 had tothe drawings accompanying and form- 
ing a part of the same. 

In certain patents heretofore granted, Ihave 
shown and described a system of electrical 
power transmission, in which each motor con- 

13 tained two or more independent energizing 
.cireuits through which were caused to pass al- 
ternating currents, having in each circuit such 
a difference of phase that by their combined 
orresultantaction they produced a rotary pro- 
#0 gression of the poles or points of maximum 
magnetic effect of the motor and thereby 
maintained the rotation of its movable ele- 
ment. In the system referred to and de- 
scribed in said patents, the production or 
25 generation of the alternating currents upon 
the combined or resulant action of which the 
operation of the system depends, is effected 


by the employment of an alternating current | 


generator with independent induced circuits 
30 which, by reason of the windingor other con- 
struction of the generator produced currents 
differing in phase, and these currents were 
conveyed directly from the generator to the 
corresponding motor coils by independent 
35 lines orcircuits. Ihave, however, discovered 
another method of operating these motors, 
which dispenses with one of the line circuits 
and enables me to run the motors by means 
of alternating currents from a single original 
40 source. 

Broadly stated this invention consists in 
passing alternating currents, obtained from 
one original source, through both of the en- 
ergizing circuits of the motor, and retarding 

45 the phases of the current in one cireuit to a 
greater or less extent than in the other. 

The distribution of current between the 
two motor circuits may be effected by induc- 
tion or by derivation. In other words, I may 

50 pass the alternating current from the source 


i 


such current a second current in the other 
energizing circuit. Or, on the other hand, I 
may connect up the two energizing circuits 

of the motor in derivation or multiple are 55 
with the main cireuit from the source. In 
either event I make due provision for main- 
taining a difference of phase between the cur- 
rents in the two cirenits or branches. 

In carrying out my invention I have used 60 
various means for securing this result. For 
example, when J induce a current in one of 
the circuits from the current fiowing in the 
other, I employ a form of converter or bring 
the two circuits into such inductive felations 65 
as will produce the necessary difference of 
phase, Or, when I obtain the two energizing 
currents by derivation, I make the two eir- 
cuits of different degrees of self induction by 
inserting aresistance or a self induction coil 70 
in one of said circuits, or I combine these de- 
vices in different ways as I shall more specifi- 
cally describe hereinafter. 

Theaecompanying drawings to which Lnow 
refer in further illustration of my invention, 75 
are a series of diagrams illustrating, not the 
specific construction of the particular devices 
which J may or may not have used, but rather, 
the electrical connections and relations to be 
adopted in carrying out the present system 80 
by means of devices which are now well 
known. 

Figure Lis a diagram illustrating the meth- 
od of operating the motors by inducing one of 
the energizing currents by the other. Fig.2 $5 
is a similar diagram of the method of operat- 
ing the motors where the two energizing cur- 
rents are obtained by derivation from a sin- 
glesource. Fig. 3isa modified application of 
this principle. 

Referring to Fig. 1 let A represent the 
source of alternating currents which are to 
be utilized in operating the motor or motors. 
It will be understood that considered as a 
source of current it may be either a primary 95 
or secondary generator. 

B B designate the conductors of the circuit 
which convey the alternating currents to one 
or more motors, The motor has two energiz- 
ing cirenits,or sets ofcoils CD. Oneofthese too 
cirenits as C is connected directly with the 
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through one energizing circuit and induce by | circnit B. The other set of coils as D, is con- 
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nected up in the secondary cireuit of an elec- 
trical transformer or induction coil T. The 
primary coil P of this transformer, is ineluded 
inthe circuit B. The alternations of current 
in the circuit B tend to establish in their pas- 
sage through the coils C, a polarity at tight 
angles to that set up by the coils D, and if 
the currents in the two sets of coils accorded 
in their phases, no rotary effect would be pro- 
duced. But the secondary current developed 


in the coil P’ of the transformer, will lag be- 


hind that in the primary which lag or re- 
tardation may be increased as I have shown 
in another application, to a sufficient extent 
to practically obtain the same result as though 
two independent alternating currents were 
used to energize the motor. 

In Fig. 2 the two energizing circuits of the 
motor are shown connected in multiple are 
to the circuit B B, and in one of these circuits 
is a resistance R. Assuming the two motor 
circuits to have the same self induction and 
resistance no rotary effect will be produced 
by the passage through them of an alternating 
current from the souree A. Butif oneof the 
motor circuits, as C, be varied or modified by 
the introduction of a dead resistance R, the 
self-induction of that circuit or branch is re- 
duced, and the phases of current therein re- 
tarded to a correspondingly less extent. The 
relative degrees of retardation of the phases 
of the current in the two motor circuits with 
respect to those of the unretarded current in 
the circuit B thus produeed, will set up a ro- 
tation of the motor which may be practically 
utilized for many purposes. 

In Fig. 3, the arrangement of the parts is 
similar to that shown in Fig. 2, except that a 
self-induction coil as § is introduced into one 
branch or energizing circuit of the motor. 
The effect of thus increasing the self-induc- 
tion in one of the circuits is to retard the 
phases of the current passing therein to a 


greater extent than in the other cireuit, and 
in this way to secure the necessary difference 
in phase between the two energizing currents 
to produce the rotation of the motor. 

In an application filed, of even date here- 
with, I have shown and described other ways 
of accomplishing this result, among which 
may be noted the introduction of a resistance 
capable of variation in each motor cireuit, or 
the use of a resistance in one circuit and a 
self-induction coil in the other. . 

In the above description I have referred 
mainly to motors with two energizing circuits, 
but it is evident that the invention applies 
equally to those in which there are morethan 
two of such circuits, the adaptation of the 
same being a matter well understood by those 
skilled in the art. 

I do not claim in this application the spe- 
cific devices employed by me in carrying out 
the invention, having made these the sub- 
jects of other applications. 

What I claim herein is— _ 

1. The method of operating motors having 
independent energizing circuits, as herein set 
forth, which consists in passing alternating 
currents through both of the said circuits and 
retarding the phases of the current in one 
circuit to a greater or less extent than in the 
other. 

2. The method of operating motors having 
independent energizing circuits, as herein set 
forth, which consists in directing an alternat; 
ing current from a single source through both 
circuits of the motor and varying or modify- 
ing the relative resistance or self-induction of 
the motor circuits and thereby producing in 
the currents differences of phase, as set forth. 


NIKOLA TESLA. 


Witnesses: 
FRANK E, HARTLEY, 
FRANK B. MURPHY.. 
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To atl whonr it may concern: 

Be it known that I, NIKoLA TESLA, a sub- 
jectof the Emperor of Austria-Hungary, from 
Smiljan, Lika, border country of Austria-Hun- 

5 gary, residing at New York, in the county 
and State of New York, have invented cer- 
tain new and useful Improvements in Sys- 
tems of Electrical Power Transmission, of 
which the following is a specification, refer- 

1o ence being had to the drawings accompany- 
ing and forming a part of the same. 

In certain patents heretofore granted, I have 
shown and described a system of electrical 
power transmission in which each motor con- 

rs tained two or more independent energizing 
circuits through which were caused to pass 
alternating currents having in each circuit 
such difference of phase that by their com- 
bined or resultant action they produced a ro- 
20 tary progression of the poles or points of max- 
imum magnetic effect of the motor and there- 
by maintained the rotation of its movable 
element. In the system referred to and de- 
seribed in the said patents the production or 
25 generation of the alternating currents, upon 
the combined or resultant effect of which the 
operation of the system depends, is effected 
by the employment of an alternating current 
generator with independent induced circuits 
30 which, by reason of the winding or other con- 
struction of the generator, produces currents 
differing in phase, and these currents are con- 
veyed directly from the generator to the cor- 
responding motor coils by independent lines 
35 or circuits. I have, however, discovered that 
I may produce the same or a similar result 
by an alternating current from a single origi- 
nal source using between the generator and 
motors but one line or transmission circuit. 
40 Broadly stated, this system or method in- 
volves a source of alternating or equivalent 
currents, a single transmission circuit, a mo- 
tor having independent energizing circuits 
connected with or adapted for connection 
45 with the transmission circuit, means for ren- 
dering the magnetic effects due to the ener- 
gizing circuits of different phase, and an ar- 
mature within the influence of the energiz- 
ing circuits; the means foraecomplishing this 
50 result being of such a nature as to retard the 
current in one energizing cirenit toa greater 


or less extent than inthe other. The distri- 
bution of the main or original current through 
the two motor circuits may be effected by in- 
duction or by derivation. In other words, I 55 
may pass the alternating current from the 
source through one energizing cireuit, and in- 
duce by such eurrent a second current in the 
other energizing cirenit. Or, on the other 
hand, I may connect up the two energizing 60 
circuits of the motor in derivation or multi- 
ple are with the main circuit from the source. 

Jn either event I make due provision for main- 
taining a difference of phase between the cur- 
rents in the two circuits or branches. 6 

In an application filed by me May 15, 1888, 
Serial No. 275,993, [have shown and described 
the means which I have employed for secur- 
ing this result by inducing one energizing 
current from the other. 70 

My present application relates to the means 
employed when the two energizing currents 
are obtained from a single original source by 
derivation. 

In explanation of what appears to be the 75 
principle of the operation of my invention 
and of the functions of the several instru- 
mentalities comprised thereby, let it be as- 
sumed that the two energizing circuits of an 
alternating current motor, such, forexample, 80 
as [have deseribed in my Patent No. 382,280, 
dated May 1, 1888, are connected up in deri- 
vation or multiple are with the conductors 
of a circuit including an alternating current 
generator. It is obvious thatif both circuits 85 
are alike and offer the same resistange to the 
passage of the current no rotary effect will be 
produeed, for althongh the periods of the cur- 
rents in both circuits will lag or be retarded 
to a certain extent with respect to an un- go 
retarded current from the main cireuit, their 
phases will coincide. If, however, the coils 
of one circuit have a greater number of con- 
volutions around the cores, or a self induction 
coil be included in one of the circuits, the 95 
phases of the current in that cireuit are re- 
tarded by the increased self induction. The 
degree of retardation may readily be secured 
by these means which will produce the dif- 
ference in electrical phase between the two roo 
currents necessary for the practical operation 
of the motor. If in lieu of increasing the 
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self induction of one cirenif a dead resist- 
ance be inserted, the self induction of such 
circuit exerts a correspondingly diminished 
effect, and the phases of the current flowing 
in that branch are brought more nearly in 
unison with those of an unretarded current 
from the main line and the necessary differ- 
ence of phase between the currents in the two 
energizing circuits thus secured. I take ad- 
vantage of these results in several ways. 
For example, I may insert variable resist- 
ances in both branches or energizing circuits 
and by varying one or the other so as to bring 
the phases of the two currents more or less in 
unison with those of the unretarded current, 
I may thus vary the direction of the rotation 
of the motor. In lieu of resistances I may 
employ variable self induction coils, in both 
circuits. Or I may use a resistance in one 
and aself induction coil in the other and vary 
either or both. This system or means of op- 
erating the motors is rendered of great prac- 
tical value by employing an armature wound 
with energizing coils closed upon themselves, 
in which currents are induced by the alter- 
nating currents passing in the field coils that 
serve to greatly increase the mutual attract- 
ive effect between the armature and the field 
magnets. This use of the armature with 
closed coils I regard as an important feature 
of my invention. These several features of 
the invention I shall now describe more in de- 
tail by reference to the accompanying draw- 
ings. 

Figure 1 is a diagram of the system in 
which the motor coils or energizing circuits 
are in derivation to the main line with a dead 
resistance inserted In one circuit. Fig. 2 is 
a diagram showing dead resistances in both 
motor circuits. Fig. 3 is a diagram showing 
a self induction coil in one motor circuit. 
Fig. 4 is a diagram showing a dead resistance 
in one circuit and a self induction coil in the 
other. Fig. 5 in like manner shows a self in- 
duction coil in each motor cireuit. Fig. 6 is 
a diagram showing the two motor circuits of 
different electrical character. Fig. 7 is a dia- 
gram illustrating means for varying at will 
the electrical character of the motor circuits. 

Referring to Fig. 1, A designates a suitable 
source of alternating currents and B B the 
line wires running therefrom. It will be un- 
derstood that the generator A may be a pri- 
mary or secondary generator, and the line B 
B may be the main transmission circuit or a 
local circuit from a transformer connected 
at any point in the line of a main or trans- 
mission circuit. For convenience in this 
case, it will be considered as a line from a 
given source of current to one or more motors. 
The motor contains a given number of pole 
pieces wound with tio sets of coils C and D. 
The armature is wound with permanently 
closed energizing coils E in which currents 
are developed by inductive action when the 
motor is in operation which magnetize the 
armature core and greatly increase the effi- 


ciency of the motor. Assuming the two mo- 
tor circuits to have the same degree of self 
induction and resistance no rotary effect will 
be produced by the passage through them of 
an alternating current from the source A. 
But if in one of the motor circuits, as D, a 
dead résistance represented by R be intro- 
duced, the self induction of that cireuit or 
branch is reduced and the phases of current 
therein retarded to a correspondingly less 
extent. The relative degrees of retardation 
of the phases of the current in the two motor 
circuits with respect to those of an unretarded 
current from the circuit B thus produced will 
set up a rotation of the motor which may be 
practically utilized for many purposes. 

If, as in Fig. 2, a dead resistance R,.R’ be 
introduced into each motor cireuit, no rotary 
effect will be produced as long as the resist- 
ances are equal, but by varying the resist- 
ance in one circuit the retardation of the cur- 
rent in that circuit will be varied, and corre- 
sponding effects produced. For example, a 
reduction of the resistance in one cireuit im- 
parts to the motor rotation in one direction 
while a reduction of the resistance in the 
other circuit will produce. a rotation in the 
opposite direction. By means of the two ro- 
sistances, therefore, capable of variation or 
of being bodily withdrawn from or inserted 
in the eireuits by any well known means, a 
perfect regulation of the motors.is secured. 

In Fig. 3 the arrangement of all the parts 
is similar to that shown in Fig. 1 except that 
a self induction coil as S is introduced into 
one branch or energizing circuit of the motor. 
The effect of thus increasing the self induc- 
tion in one of the circuits is to retard the 
phases of the current passing therein to a 
greater extent than in the other circuit ‘and 
in this way to secure the necessary difference 
in phase between the two energizing currents 
to produce the rotation of thet motor. 

In Fig. 4 a self induction coil S is included 
in oneof the motorcircuits and a dead resist- 
ance Rin the other. The increased self in- 
duction in one circuit thus produced acts to 
increase the difference of phase between the 
current in such motor circuit and the unre- 
tarded eurrent in the main line B. On the 
other hand, the introduction of the dead re- 
sistance in the other motor circuit reduces the 
retardation and brings the phases of the eur- 
rent therein more closely in accord with those 
of the unretarded current, thus producing a 
correspondingly greater difference of phase 
between the two “eurrents in the energizing 
cireuits C and D. 

In Fig. 5, two self induction coils 8, 8’ are 
shown, one in each motor or energizing cir- 
cuit. One of thesecoils as 8’ is much smaller 
than the other and has less self induction or 
counter electro motive force than the other, 
so that the phases of current will be retarded 
to a less extent than in the other. The two 


self induction coils may be of the same char- 
acter or size if it is desired to use but one at 
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_ 4 time for the purpose of reversing the motor, 


~ or if they be constructed in well known ways 
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25 


so that they may be varied. 

In Fig. 7 the usual means for varying the 
resistance or self-induction of the motor cir- 
cuits at will are indicated by the lever M slid- 
Ing over a series of resistance plates, and by a 
core N which is adapted to be moved in and 
out of the induction coil 8. 

Similar results may be secured by such a 
construction or organization of the motor as 
will yield the necessary differences of phase. 
For example, one set of energizing coils may 
be of finer wire than the other, or have a 
greater number of convolutions, or each cir- 
cuit may contain the same number of convo- 
lutions, but composed of different conductors, 
as, for instance, one of copper, the other of 
German silver. I have represented this in 
Fig. 6, in which the coils C are indicated by 
closer lines than coils D. 

There are other ways of varying the retarda- 
tion due to the self induction in the two ener- 
gizing circuits. For example, the motor coils 
may be all alike, but those of one energizing 
circuit connected in parallel while the others 
are connected in series, or the connection in 
each emrgizing circuit may be alike, but the 


“ourrents directed through them may be of 
‘ga. different strength, as when one of the cur- 
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50 


ents is supplied from asourceof higher elec- 
tre-motive force. 

In the above description I have referred 
mainly to motors with two energizing circuits, 
but it is evident that the invention applies 
equally to those in which thefeare more than 
two of such circuits, the adaptation of the 
same being a matter well understood by those 
skilled in the art. 

In using in the claims the term active re- 
sistance as applied to the motor circnits in 
this case, it will be understood that the term 
refers to the opposing or retarding force ex- 
isting in the circuits to the passage of the al- 
ternating currents. Thus, the two cireuits 


may have the same dead resistance, but dif- 
ferent degrees of self induction. 

What I claim as my invention is— 

1. The combination with a source of alter- 
nating currents, and a circuit from the same, 
of a motor having independent energizing cir- 
cuits connected with the said circuit, and 


means for rendering the magnetic effects due 
to said energizing circuits of different phase 
and an armature within the infivence of said 
energizing circuits. 

2. The combination with a source of alter- 
nating currents and a circuit from the same, 
of a motor having independent energizing cir- 
cuits connected in derivation or multiple are 
with the said circuit, the motor or energizing 
circuits being of different electrical character 
whereby the alternating currents therein will 
have a difference of phase, as set forth. 

3.-The combination with a source of alter- 
nating currents and a cireuit from the same, 
of amotor having independent energizing cir- 
cuits connected in derivation or multiple are 
with the said circuit and of different active 
resistance, as set forth. 

4, In an alternating current motor, the com- 
bination with field magnets, of independent 
energizing circuits, adapted to be connected 
in multiple are with the conductors of the 
line or transmission circuit and a resistance 
or self induction coil in one or both of the 
said motor circuits, as set forth. 

. Inan alternating current motor, the com- 
bination with the field magnets or cores of in- 
dependent energizing coils, adapted to be con- 
nected in multiple arc with.the line.or trans- 
mission circuit, and a variable resistance or 
self induction coil incladed iz one.or both of 
the motor circuits as set forth. 

6. In an alternating current motor, the com- 
bination with the field magnets or cores and 
independent energizing circuits of different 
active resistance and adapted to be connected 
with the line or transmission cirenit, of an 
armature wound with closed energizing coils 
or conductors, as set forth. 

7. The combination of a generator of alter- 
nating currents, a pair of mains connected 
thereto, a multiple circuit differential phase, 
and an electric motor having one circuit con- 
nected directly to said mains, and the other 
circuit connected to said mains through an 
interposed electro-motive phase-changing de- 
vice adapted to change the time period of the 
currents passing through it. 

NIKOLA TESLA. 

Witnesses: 

FRANK E. HARTLEY, 
FRANK B. MURPHY. 
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It is hereby certified that in Letters Patent No, 911,560, granted December 26, 1S), 


upon the application of Nikola Tesla, of New York, N.Y. for an improvement in 


“ Systems of Electrical Power Transmission.” an error appears in the privted « ee) Moa 
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tion requiring ec 
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therein that the 

Signed and se 
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aled this 9th day of June, A. D.. 1903. 
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UNITED STATES 


PATENT OFFICE. 


NIKOLA TESLA, OF NEW YORK, N. Y., ASSIGNOR TO THE TESLA ELECTRIC 
COMPANY, OF SAME PLACE, 


ELECTRICAL TRANSMISSION OF POWER. 


SPECIFICATION forming part of Letters Patent No. 511,91 5,dated January 2, 1894. 


Original application filed May 15,1888, Serial No, 273,993, Divided and this application filed December 3,1888. Serial No. 
292,478, (No model.) 


To alt whom it may concern: 
. Be it known that I, NrkoLA TESLA, from 
Smiljan,.Lika, border country of Austria- 


Hungary, asubject of the Emperor of Austria- 


Pungary, residing at New York, in thecounty 
and State of New York, have invented a new 
and useful Method of Electrical Transmis- 
sion of Power, of which the following is a de- 
scription, this application being a division of 
an application filed by me on May 15, 188£, Se- 
rial No. 273,998, and for the method of oper- 
ating motors contained in such application. 


In former patents granted to meI have | 


shown and described a system for the elec- 
trical transmission of power characterized by 
the following particulars: The motor contains 
independent energizing circuits and the gen- 
erator has corresponding induced or current 
generating circuits which are connected by 
independent line circuits with those of the 
motor. The disposition of the generator coils 
is such that the currents developed in the cir- 
cuits including them will have a certain dif- 
ference of phase, for example, that the maxi- 
mum periods of the currents generated in one 
of its circuits coincide with the minimuin pe- 
riods of the currents produced in the other 
circuit, and the corresponding energizing cir- 
cuits of the motor are so arranged that the 
two currents co-operate to effect a progress- 
ive shifting of the magnetic poles or the points 
of maximum magnetic effect in the motor in 
consequence of which a rotation of its mov- 
able element is maintained. 

My present invention involves this system 
of electrical power transmission; its distin- 
guishing characteristic being the mode or 
method of generating or producing the alter- 
nating currents which run or operate the 
motor, 

This invention is carried out in the follow- 
ing way: Instead of generating directly the 
alternating currents in each of the cirenits 
which include the energizing coils of the mo- 
tor, as by means of the induced coils of a 
magneto electric machine, I generate or pro- 
duce an alternating current in but one of 
such circuits directly and by means of such 
currentinduce the proper current in the other 


pendent currents are both produced in the 
magneto machine it will be observed thatthe 


two line or transmitting circuits will of ne- 
cessity extend the entire distance from the 


generator to the motor, but that by the method = 


herein provided, one line circuit may be dis- 
pensed with as one circuit or that from the 
generator may be brought into the proper in- 
ductive relation to the other at any desired 
point. 

The following is illustrative of the manner 
in which I carry out this invention: Temploy 
as a motor, for example, a subdivided annu- 
lar field magnet within which is mounted a 
suitable armature, such as a cylinder or disk 
wound with two coils at right angles, each of 
which is closed upon itself. On opposite sides 
of the annular feld magnet I wind two coils 
of insulated wire of asizeadapted to carry the 
current from the generator. Over these coils 
or close to them in any of the well understood 
ways I wind secondary coils. JT also wind on 
the annular ficld magnet midway between the 
first mentioned coils a pair of coils which I 
connect up in cirenit with the secondary coils. 
The last pair of coils I make of finer wire 
than the main orline and secondary coils and 
with a greater number of convolntions that 
they may havea greater relative magnetizing 
and retarding effect than either of the others. 
By connecting up the main coils in cireuit 
with a generator of alternating currents the 
armature of the motor will be rotated. It is 
probable that this action is explained by the 
following theory: A current impulse on the 
line passing through the main coils estab- 
lishes the magnetic poles of the annular field 
magnets at points midway between said coils. 
But this impulse produces in the secondary 
eoils a current which, circulating through the 
second pair of energizing coils tends to estab- 
lish the poles at points ninety degrees re- 
moved from their first position with the result 
of producing a movement or shifting of the 
poles in obedience to the combined magnetiz- 
ing effect of the two sets of coils. This shift- 
ing continued by each successive current im- 
pulse establishes what may be termed a rotary 
effort and operates to maintain the armature 


so energizing motor cireuit. When the inde- ! in rotation. 
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In the drawings annexed I have shown in 
Figure 1 an alternating current generator con- 
nected with a motor, shown diagrammatically 
and. constructed in accordance with my. in- 
vention, and in Fig. 2 a diagram of a modified 
form of motor. 

A designates any ordinary form of alter- 
nating current generator and B B the line 
wires for connecting the same with the motor. 

Cis the annular field magnet of the motor. 

D D are two main coils wound on opposite 
sides of the ring or annular field and con- 
nected up with the line, and having a tend- 
ency to magnetize the ring C with opposite 


poles midway between the two coils. 


E E are two other magnetizing coils wound 
midway between coils D D, but having a 
stronger magnetizing influence for a current 
of given strength than coils D D. — 

F F are the secondary coils which are asso- 
ciated with the main coils D D. They arein 
circuits which include the coils E E respect- 
ively, the connections béing made in such 
order that currents induced in coils F and 
circulating in coils E will act in opposition to 
those in coils D in so far only as the location 
of the magnetic poles in the ring C is con- 
cerned, . 

The armature may be of ‘any of the forms 
used by me in my alternating current system 
and is shown as wound with two closed coils 
G Hat right angles to each other. 

In order to prolong the magnetizing effect 
of the induéed eurrents in producing a shift- 
ing of the poles, I have carried the principle 
of the construction exhibited in Fig. 1 farther, 
thereby obtaining a stronger and better rotary 
effect. 

Referring to Fig. 2, C is an annular field 
magnet having three pairs or oppositely lo- 
cated sets of polar projections K L M. Upon 
one pair of these projections, as K, the main 
energizing coils D are wound. Over these 
are wound the secondary coils E. On the 


next polar projections LL are wound the sec-’ 


ond energizing: coils F which are in cirenit 
with coils E. Tertiary induced coils E’ are 
then wound over the coils F and on the re- 
maining polar projections M the third ener- 
gizing coils F’ are wound and connected up 
in the circuit of the tertiary coils E’.. The 


cylindrical or disk armature core N in this 
motor has polar projections wound with coils 
O forming closed circuits. My object in con- 
structing the motor in this way is to effect 
more perfectly a shifting of the points of 
maximum magnetic effect. For assuming the 


511,915 


operation of the motor to be due to the action 
above set forth—the first effect of a current 
impulse in this motor will be to magnetize 
the pole pieces K K, but the current thereby 
induced in coils E magnetizes the pole pieces 
L and the current induced in tarn in coils EH’ 
magnetizes the pole pieces M. The pole pieces 
are not magnetized, at least to their full ex- 
tent, simultaneously by this means, but there 
is enough of a retardation or delay to produce 
a rotary effect or influence upon the arma- 
ture. The application of this principle is not 
limited to the special forms of motor herein 
shown, as any of the double circuit alternat- 


| ing current motors invented by me and de- 


scribed in former Letters Patent to me may 
beadapted to the same purpose. This method 
or mode of producing the currents in the in- 
dependent energizing circuits of the motor 
may be earried out in various ways, and it is 
not material to the invention broadly con- 
sidered, what devices be employed in effect- 
ing the result, viz: the induction from or by the 
current from the generator or souree, of the 
current or currents which co-operate there- 
with in producing the rotation of the motor. 

I would state that in using the word gen- 
erator, I mean either a primary generator, 
such as a magneto machine, or a secondary 
generator, such as an electrical converter, 
and in claiming protection for inducing the 
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current in one set of energizing coils by the - 


current which circulates in another, I would 
be understood.as including the induction of 
the secondary eurrent from the current from 
the same source as that which traverses the 
motor coils whether it be flowing in thesame 
branch or part of the circuit or not. 

What I claim is— 

1. The method of operating electro-mag- 
netic motors having independent energizing 
circuits, as herein described, which consists 
in passing an alternating current through one 
of the energizing circuits and inducing by 
such current the current in the other ener- 
gizing circuit of the motor, as set forth. 

2. The method of operating electro-mag- 
netic motors having independent energizing 
circuits as herein described, which consists in 
developing an alternating current in one of 
said energizing cirenits and inducing there- 
by currents in the other energizing circuit or 
circuits, as herein set forth. - 

‘ NIKOLA TESLA. 

Witnesses: 

GEO. N. Monro, 
EDWARD T. Evans. 
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Unrrep STATES 


PaTENT OFFICE 


NIKOLA TESLA, OF NEW YORK, N. Y. 


ELECTRIC GENERATOR. 


SPECIFICATION forming part of Letters Patent No, 511,916, dated January 2, 18284. 
Application filed Angust 19,1893, Serial No. 483,562, (No model.) 


To all whom tt nvay concern: 

Beit known thatI, NrkOLA TESLA, a citizen 
of the United States, residing at New York, in 
the county and State of New York, have in- 
vented certain new and useful Improvements 
in Electric Generators, of which the follow- 
ing is a specification, reference being had to 
the drawings accompanying and forming a 
part of the same. 

In an application of even date herewith, 
Serial No. 483,563, I have shown and described 
a form of engine invented by me, which, un- 
der the influence of an applied force such as 
the clastic tension of steam or a gas under 
pressure, yields an oscillation of constant 
period. ; 

Tn order that my present invention may be 
more readily understood I will explain the 
conditions which are to be observed in order 
to secure this result. 

It is a well known mechanical principle 
that if a spring possessing a sensible inertia 
be brought under tension, as by being 
stretched, and then freed, it will perform vi- 
prations which are jsochronous, and as to 
period, in the main, dependent upon the ri- 
gidity of the spring, and its own inertia or that 
of the system of which it may form an imme- 
diate part. This is known to-be true in all 
cases where the force which tends to bring the 
spring or movable system intoa given position 
is proportionate to the displacement. 

In the construction of my engine above re- 
ferred tol have followed and applied this 
principle, that is to say, Temploy a cylinder 
and a piston which in any suitable manner I 
maintain in reciprocation by steam or gas 
under pressure. ‘To the moving piston or to 
the cylinder, in case the latter reciprocate 
and the piston remain stationary, a spring Is 
connected soas to be maintained in vibration 
thereby, and whatever may be the inertia of 
the piston or of the moving system and the 
rigidity of the spring relatively to each other, 
provided, the practical limits within which 
the law holds true that the forces which tend 
to bring the moving system toa given position 
are proportionate to the displacement, are not 
exceeded, the impulses of the power impelled 
piston and the natural vibrations of the spring 
will always correspond in direction and coin- 
eideintime. Inthe case of the engine referred 


to, the ports are soarranged that the movement 
of the piston within the cylinder in either di- 
rection ceases when the force tending to impel 
it and the momentum which it has acquired 
are counterbalanced by the increasing press- 
ure of the steam or compressed air in that end 
of the cylinder toward which itis moving, and 
as in its movement the piston has shut off at 
a given point, the pressure that impelled itand 
established the pressure that tends to returnit, 
it is then impelled in the opposite direction, 
and this action is continued as long as the 
requisite pressure is applied. The length of 
the stroke will vary with the pressure, but 
the rate or period of reciprocation is no more 
dependent upon the pressure applied to drive 
the piston, than would be the period of oscil- 
lation of a pendulum permanently maintained 
in vibration, upon the force which periodically 
impels it, the effect of variations in such force 
being merely to produce corresponding varia- 
tions in the length of stroke or amplitude of 
vibration respectively. 

In practice I have found that the best re- 
sults are secured by the employment of an 
air spring, that is, a body of confined air or 
gas which is compressed and rarefied by the 
movements of the piston, and in order to se- 
cure a spring of constant rigidity I prefer to 
employ a separate chamber or eylinder con- 
taining air at the normal atmospheric press- 
ure, although it might be at any other press- 
ure, and in which works a plunger connected 
with or carried by the piston rod. The main 
reason why no engine heretofore has been 
capable of producing results of this nature is 
that it has been customary to connect with 
the reciprocating parts a heavy fly-wheel or 
some equivalent rotary system of relatively 
very great inertia, or in other cases where no 
rotary system was employed, as in certain re- 
ciprocating engines or tools, no regard has 
been paid to the obtainment of the conditions 
essential to the end which I have in view, 
nor would the pressure of such conditions in 
said devices appear to result in any special 
advantage. 

Such au engine as I have described affords 
a means for accomplishing a result heretofore 
unattained, the continued production of elec- 
trie currents of constant period, by impart- 
ing the movements of the piston to a core or 
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coil in a magnetic field. Itshould be stated 
however, that in applying the engine for this 
purpose certain conditions are encountered 
which should be taken into consideration in 
order to satisfactorily secure the desired re- 
sult. When a conductor is moved in a mag- 
netic field and a current caused to circulate 
therein, the electro-magneticreaction between 
it and the field, might disturb the mechanical 


oscillation to such an extent as to throw it- 


outofisochronism. This, forinstance, might 
occur when the electro-magnetic reaction is 


very great in comparison tothe powerof the en- 


gine, and there isa retardation of the current 
so that the electro-magnetic reaction might 
have an effect similar tothat which would re- 
sult from a variation of the tension of the 


. Spring, but if the circuit of the generator be 
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so adjusted that the phases of the electromo- 


.tive force and current coincide in time, that 


is to say, when the current is not retarded, 
then the generator driven by the engine acts 
merely as a frictional resistance and will not, 
as a rule, alter the period of the mechanical 
vibration, although it may vary its amplitude. 
This condition may be readily secured by 
properly proportioning the self induction and 
capacity of the circuit including the genera- 
tor. I have, however, observed the further 
fact in connection with the use of such en- 
gines as a means for running a generator, 
that it is advantageous that the period of the 
engine and the natural period of electrical 
vibration of the generator should be the same, 
as in such case:the best conditions for electri- 
cal resonance are established and the possi- 
bility of disturbing the period of mechanical 
vibrations is reduced toa minimum. Ihave 
found that even if the theoretical conditions 
necessary for maintaining a constant period in 
the engine itself are not exactly maintained, 
still the engine and generator combined will 
vibrate at aconstant period. For example, if 
instead of usingin the engine an independent 
cylinder and plunger, asan air spring of prac- 


tically constant rigidity, I cause the piston to. 


impinge upon air cushions at the ends of its 
own cylinder, although the rigidity of such 


cushions or springs might be considerably af- 


fected and varied by the variations of pressure 
within the cylinder, still by combining with 
such an engine a generator which has a period 
of its own approximately that of the engine, 
constant vibration may be maintained even 
through a considerable range of varying press- 
ure, owing to. the controlling action of the 
electro-magnetic system. I have even found 
that under certain conditions the influence 
of the electro-magnetic system may be made 
so great as to entirely control the period of 
the mechanical vibration within wide limits 
of varying pressure. This is likely to occur 
in those instances where the power of the en- 
gine while fully capable of maintaining a 
vibration once started, is not sufficient to 
change its rate. So, for the sake of illustra- 
tion, if a pendulum is started in vibration, 


1 


and a small force applied periodically in the 


proper direction to maintain it in motion, this 
force would have no substantial control over 
the period of the oscillation, unless the in- 
ertia of the pendulum be small in'‘com parison 
to the impelling force, and this would be true 
no matter through what fraction cf the period 
the force may be applied... In the case under 
consideration the engine is merely an agent 
for maintaining the vibration once started, 
although it will be understood that this does 
not préelude the performance of usefal work 
which would simply result ina shortening of 
thestroke. My invention, therefore, involves 
the combination of a piston free to recipro- 
cate under the influence of steam or a gas 


under pressure and the movable.element of - 


an electric generator which is in direct me- 
chanical connection with the piston, and it 
is more especially the objectof my invention 


to secure from such combination electric cur- 


rentsof aconstant period. In theattainment 
of this object I have found it preferable to 
construct the engine so that it of itself con- 
trols the period, but as I have stated before, 
I may so modify the elements of the combi- 
nation that the electro-magnetic system may 
exert a partial or even complete control of 
the period. 

In illustration of the manner in which the 
invention is carried’ out I now refer to the 
accompanying drawings. 

Figure 1 is a central sectional view of an 
engine and generator embodying the inven- 
tion. Fig. 2 is a modification of the same. 

Referring to Fig. 1 A is the main cylinder 
in which works a piston B. Inlet ports CC 
pass through the sides of the cylinder open- 
ing at the middle portion thereof and on oppo- 
sitesidegs. Exhaust portsD D extend through 
the walis of the cylinder and are formed 
with branches that open into the interior of 
the cylinder on each side of the inlet ports 
and on opposite sides of the cylinder. The 
piston B is formed with two circumferential 
grooves E I° which communicate through 
openings G in the piston with the cylinder on 
opposite sides of said piston respectively. 

The particular construction of the cylinder, 
the piston and the ports controlling it may 
be very much varied, and isnot in itself ma- 
terial, except that in the special case now un- 
der consideration it is desirable that all the 
ports, and more especially the exhaust ports 
should be made very much larger than is usu- 
ally the case so that no force due to the ae- 
tion of the steam or compressed air will tend 
to retard or affect the return of the piston in 
either direction. The piston B is secured to 
a piston rod H which works in suitable stuff- 
ing boxes in the heads of the cylinder A. 
This rod is prolonged on one side and extends 
through bearings V in a cylinder I suitably 
mounted or supported in line with the first, 


and within which is a disk or plunger J eat- 
ried by the rod H. The cylinder I is without 
ports of any kind and is air-tight except asa 


7° 


75 


80 


85 


go 


95 


[co 


105 


TLo0 


115 


120 


129 


139 


10 


20 


25 


35 


40 


45 


50 


55 


bo 


511,918 


small leakage may occur through the bear- 
ings V, which experience has shown need 
not be fitted with any very considerable ac- 
curacy. The cylinder I is surrounded by a 
jacket K which leaves an open space or cham- 
ber around it. The bearings V in the eylin- 
der I, extend through the jacket K to the out- 
side airand the chamber between the cylin- 
der and jacket is made steam or air-tight as 
by asuitable packing. The main supply pipe 
L for steam or compressed air leads into this 
chamber, and the two pipes that lead to the 
eylinder A run from the said chamber, oil 
cups M being conveniently arranged to de- 
liver oil into the said pipes for lubricating 
the piston. In the particular form of engine 
shown, the jacket K which contains the cylin- 
der I is provided with a flange N by which it 
is screwed to the end of the cylinder A. A 
small chamber O is thus formed which has air 
vents P in its sides and drip pipes Q leading 
out from it through which the oil which col- 
lects in it is carried off. 

To explain now the operation of the engine 
described, in the position of the parts shown, 
or when the piston is at the middle point of 
its stroke, the plunger J is at the center otf 
the cylinder I and the air on both sides of the 
same is at the normal pressure of the outside 
atmosphere. If a source of steam or com- 
pressed air be then connected to the inlet 
ports C C of the cylinder A and a movement 
be imparted to the piston as by a sudden blow, 
the latter is caused to reciprocate in a man- 
ner well understood. The movements of the 
piston compress and rarefy the air in the cyl- 
inder I at opposite ends of the same alter- 
nately. A forward stroke compresses the air 
ahead of the plunger J which acts as a spring 
to returnit. Similarly on the back strake the 
air is compressed on the opposite side of the 
plunger J and tends to drive it forward. The 
compressions of the air in the cylinder I and 
the consequent loss of energy due mainly to 
the imperfect elasticity of the air, give rise to 
a very considerable amount of heat, This 
heat 1 utilize by conducting the steam or com- 
pressed air to the engine cylinder through the 
chamber formed by the jacket surrounding 
the air-spring cylinder. The heat thus taken 
up and used to raise the temperature of the 
steam or air acting upon the piston is availed 
of to increase the efficiency of the engine. In 
any given engine of this kind the normal 
pressure will produce a stroke of determined 
length, and this will be increased or dimin- 
ished according to the increase of pressure 
above or the reduction of pressure below the 
normal. 

Tn constructing the apparatus proper allow- 
ance is made for a variation in the length of 
stroke by giving to the confining eylinder I 
of the air spring properly determined dimen- 
sions. The greater the pressure upon the 
piston, the higher the degree of compression 
of the air-spring, and the consequent coun- 
teracting force upon the plunger. The rate 


or period of reciprocation of the piston, how- 
ever, is mainly determined as described above 
by the rigidity of the air spring and the in- 
ertia of the moving system, and any: period 
of oscillation within very wide limits may be 
secured by properly portioning these factors, 
as by varying the dimensions of the air cham- 
ber which is equivalent to varying the rig- 
idity of the spring, or by adj usting the weight 
of the moving parts. These conditions are 
all readily determinable, and an engine con- 
structed as herein described may be made to 
follow the principle of operation above stated 
and maintain a perfectly uniform period 
through very wide limits of pressure. 

The pressure of the air confined in the eyl- 
inder when the plunger I is in its central po- 
sition will always be practically that of the 
surrounding atmosphere, for while the eylin- 
der is so constracted as not to permit such 
sudden escape of air as to sensibly impair or 
modify the action of the air spring there will 
still be a slow leakage of air into or out of it 
around the piston rod according to the press- 
ure therein, so that the pressure of the air on 
opposite sides of the plunger will always tend 
to remain at that of the outside atmosphere. 

To the piston rod H is secured a conductor 
or coil of wire D’ which by the movements of 
the piston is oscillated in the magnetic field 
produced by two magnets Bp’ B’ which may 
be permanent magnets or energized by coils 
©’ C’ connected with a source of continuous 
currents E’.. The movement of the coil D’ 
across the lines of foree established by the 
magnets gives rise to alternating currents in 
the coil. hese currents, if the period of 
mechanical oscillation be constant will be of 
constant period, and may be utilized for any 
purpose desired. 

Tn the case under consideration it is as- 
sumed as a necessary condition that the in- 
ertia of the movable element of the genera- 
tor and the electro-magnetic reaction which 
it exerts will not be of such character as to 
materially disturb the action of the engine. 

Vig. 2 isan example of a combination in 
which the engine is not of itself capable of 
determining entirely the period of oscillation, 
but in which the generator contributes to this 
end, In this figure the engine is the same as 
in Fig. 1. The exterior air spring is however 
omitted and the air spaces at the ends of the 
cylinder A relied on for accomplishing the 
same purpose. As the pressure in these 
spaces is liable to variations from variations 
in the steam or gas used in impelling the pis- 
ton they might affect the period of oscillation, 
and the conditions are not as stable and cer- 
tain as in the case of an engine constructed 
as in Fig. 1. But if the natural period of vi- 
bration of the elastic system be made to ap- 
proximately accord with the average period 
of the engine such tendencies to variation 
are very largely overcome and the engine will 
preserve its period even through a consid- 
erable range of variations of pressure. The 
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generator in this case is composed of a mag- 
netic casing F’ in which a laminated core G’ 
secured to the piston rod H is caused to vi- 
brate. Surrounding the plunger are two ex- 
citing coils C’ C’, and one or more induced 
coils D’ D’. The coils C’ C’ are connected 
with a generator of continuous currents E’ 
and are wound to produce consequent poles 
in the core G’, Any movement of the latter 
will therefore shift the lines of force through 
coils D’ D’ and produce currents therein. 

In the circuit of coils D’ is shown a con- 
denser H’. It need only be said that by the 
use of a proper condenser the self induction 
of this cirenit may be neutralized. Such a 
circuit will have a certain natural period of 
vibration, that is to say that when the elec- 
tricity therein is disturbed in any way an 
electrical or electro-magnetic vibration ofa 
certain period takes place, and as this de- 
pends upon the capacity and self induction, 
such period may be varied to approximately 
accord with the period of the engine. 

In case the power of the engine be com- 
paratively small, as when the pressure is ap- 
plied through a very small fraction of the 
total stroke, the electrical vibration will tend 
to control the period, and it is clear that if 
the character of such vibration be not very 
widely different from the average period of 
vibration of the engine under ordinary work- 
ing conditions such control may be entire- 
ly adequate to produce the desired results, 

Having now described my invention, what 
T claim is— 

1. The combination with the piston or equiv- 
alent element of an engine which is free to 
reciprocate under the action thereon of steam 
or a gas under pressure, of the moving con- 
ductor or element of an electric generator in 
direct mechanical connection therewith. 

2. Thecombination with the piston or equiv- 
alent element of an engine which is free to 
reciprocate under the action of steam ora gas 
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under pressure, of the moving conductor or 
element of an electric generator in direct me- 
chanical connection therewith, the engine and 
generator being adapted by their relative ad- 
justment with respect to period to produce 
currents of constant period, as set forth. 

3. Thecombination with an engine compris- 
ing a piston which is free to reciprocate un- 
der the action of steam ora gas under press- 
ure, and an electric generator having indue- 
ing and induced elements one of which is ca- 
pable of oscillation in the field of force, the 
said movable element being carried by the 
piston rod of the engine, as set forth. 

4. The combination with an engine oper- 
ated by steam ora gas under pressure and hav- 
ing a constant period of reciprocation, of an 
electric generator, the moving element of 
which is carried by the reciprocating part of 
the engine, the generator and its cireuit be- 
ing so related to the engine with respect to 
the period of electrical vibration as not to 
disturb the period of the engine, as set forth. 

5. The combination witha cylinder and a 
piston reciprocated by steam. or a gas under 
pressure of a spring maintained in vibration 
by the movement of the piston, and an elec- 
tric generator, the movable conductor or ele- 
ment of which is connected with the piston, 
these elements being constructed and adapt- 
ed in the manner set forth for producing a 
current of constant period. 

6. The method of producing electric cur- 
rents of constant period herein described 
which consists in imparting the oscillations 
of an engine to the moving element of an elec- 
trie generator and regulating the period of 
mechanical oscillation by an adjustment of 
the reaction of the electric generator, as here- 


in set forth. 
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Zo all whom it may concern: 

Beit known that I, NIKOLA TESLA, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
vented certain new and useful Improvements 
in Coils for Electro-Magnets and other Appa- 
ratus, of which the following isa Specification, 
reference being had to the drawings accompa- 
nying and forming a part of the same. 

In electric apparatus or systems in which 
alternating currents are employed the self- 
induction of the coils or conductors may, and, 
in fact, in many cases does operate disadvan- 
tageously by giving rise to false currents 
which often reduce what is known asthe com- 
mercial efficiency of the apparatus composing 
the system or operate detrimentally in other 
respects. The effects of self-induction, above 
referred to, are known to be neutralized by 
proportioning to a proper degree the capacity 
of the circuit with relation to the self-induc- 


- tion and frequency of the currents. This has 
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been accomplished heretofore by the use of 


condensers constructed and applied as sepa- 
rate instruments. 

‘My present invention has for its object to 
avoid the employment of condensets which 
are expensive, cumbersome and difficult to 
maintain in perfect condition, and to so con- 
struct the coils themselves as to accomplish 
the same ultimate object. 

I would here state that by the term coils I 
desire to include generally helices, solenoids, 
or, in fact, any conductor the different parts 
of which by the requirements of its applica- 
tion or use are brought into such relations 
with each other as to materially increase the 
self-induction. 

1 have found that in every coil there exists 
a certain relation between its self-induction 
and eapacity that permits a current of given 
frequency and potential to pass through it 
with no other opposition than that of ohmic 
resistance, or, in other words, as though it pos- 
sessed no self-induction. This is due to the 
mutual relations existing between the special 
character of the current and the self-indue- 
tion and capacity of the coil, the latter quan- 
tity being just capable of neutralizing the 
self-induction for that frequency. It is well- 
known that the higher the frequency or po- 
tential difference of the current the smaller 


the capacity required to counteract the self- 
induction; hence, in any coil, however small 
the capacity, it may be sufficient for the pur- 
pose stated if the proper conditions in other 
respects be secured. In theordinary coils the 
difference of potential between adjacent turns 


-or spires is very small, so that while they are 


in a sense condensers, they possess but very 
small capacity and the relations between the 
two quantities, self-induction and capacity, 
are not such as under any ordinary condi- 
tions satisfy the requirements herein contem- 
plated, because the capacity relatively to the 
self-induction is very small. 

In order to attain my object and to properly 
increase the capacity of any given coil, I wind 
it in such way as to secure a greater differ- 
ence of potential between its adjacent turns 
or convolutions, and since the energy stored 
in the coil—considering the latter as a con- 
denser, is proportionate to the square of the 
potential difference between its adjacent con- 
volutions, it is evident that I mayin this way 
secure by a proper disposition of these con- 
volutions a greatly increased capacity fora 
given increase in potential difference between 
the turns. ; 

I have illustrated diagrammatically in the 
accompanying drawings the general nature 
of the plan which I adopt for carrying out 
this invention. ; 

Figure 1 is a diagram of a coil wound in 
the ordinary manner. Fig.2isa diagram of 
a winding designed to secure the objects of 
my invention. 

Let A, Fig. 1, designate any given coil the 
Spires or convolutions of which are.wound 
upon and insulated from each other. Let it 
be assumed that the terminals of this coil 
show a potential difference of one hundred 
volts, and that there are one thousand con- 
volutions; then considering any two contigu- 
ous points on adjacent convolutions let it be 
assumed that there will exist between them a 
pptential difference of one-tenth of avolt. If 
now, as. shown in Fig. 2, a conductor B be 


‘wound parallel with the conductor A and in- 


sulated from it, and the end of A beconnected 
with the starting point of B, the aggregate 
length of the two conductors being such that 
the assumed number of convolutions or turns 
is the same, viz, one thousand, then the po- 
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tential difference between any two adjacent 
‘points in A and B will be fifty volts, and as 
the capacity effect is proportionate to the 
square of this difference, the energy stored 
in the coil asa whole will now be two han- 
dred and fifty thousand as: great. Follow- 


- ing out this principle, I may wind any, given 


/ On 


coil either in whole or in part, not only in 
the specific manuer herein illustrated, but 
in a great variety of ways, well-known in the 
art, so as to secure between adjacent convo- 
lutions such potential difference as will give 
the proper capacity to neutralize the self-in- 
duction for any given current that may be 
employed. Capacity secured in this particu- 
lar way possesses an additional advantage in 
that it is evenly distributed, a consideration 
of the greatest importance in many cases, and 
the results, both as to efficiency and economy, 
are the more readily and easily obtained as 
the size of the coils, the potential difference, 
ér frequency of the currents are increased. 
Coils composed of independent strands or 
conductors wound side by side and connected 
-in series are not in themselves new, and I do 
net regard a more detailed deseription of the 
same as necessary. But heretofore, so far as 
I am aware, the objects in view have been es- 
sentially different from mine, and the results 
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which I obtain even if an incident to such 
forms of winding have not been appreciated 
or taken advantage of. 


3° | 


In carrying out my invention it is to beob- — 


served that certain facts are well under- 


stood by those skilled in the art, viz: the re- 
lations of capacity, self-induction, and the 
frequency and potential difference of the cur- 


rent. What capacity, therefore, inany given — 


case it is desirable to obtain and what special 
winding will secure it, are readily determin- 
able from the other factors which are known. 

What I claim as my invention is— 

1. A coil for electric apparatus the adja- 
ent convolutions of which form parts of the 
circuit between which there exists a potential 
difference sufficient to secure in the coil a ca- 
pacity capable of neutralizing its self-induc- 
tion, as hereinbefore described. 

2, A coil composed of contiguous or adja- 
cent insulated conductors electrically con- 
nected in series and having a potential dif- 
ference of such value as to give to the coilas 
a whole, a capacity sufficient to neutralize its 
self-induetion, as set forth. 

NIKOLA TESLA. 
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To alt whonr it may concern: 

Be it known that I, NIKOLA TESLA, a citizen 
of the United States, residing at New York, 
inthe county and State of New York, havein- 
vented certain new and useful Improvements 
in Line Conductors for Systems of Electrical 
Distribution, of which the following isa speci- 
fication, reference being had to the drawings 
accompanying and forming a part of thesame. 

In any system of electrical transmission or 
distribution in which currents of excessively 
high potential are employed, and more par- 
ticularly, when the frequency is high, there is 
a dissipation of energy from the conductor or 
conductors of the line, due to the electrifica- 
tion of the atmosphere or other surrounding 
medium, or other causes. 

Heretofore it has been usual, in order to 
prevent loss by dissipation or interference by 
induction on line conductors, to insulate the 
same and inclose them in a continuous con- 
ducting sheathing or cover which has been 
connected with the ground by a good con- 
dueting path. 

The object of my invention is to prevent 
loss on line conductors in a system of electri- 
eal transmission and distribution, more par- 
ticularly such as that described by me in pat- 
ent of June 23, 1891, No. 454,622, but in any 
other system in which alternating or, gener- 
ally speaking, varying currents of excessively 
high potential are employed. 

T have found that in these systems the use 
of a conducting sheath or screen around the 
line conductors and well grounded, or even 
brought into proximity to external conduc- 
tors or large bodies, is attended by an actual 
and generally a serious-loss of energy. I 
therefore maintain the sheath either entirely 
isolated or connected directly or inductively 
to the'ground, through a path which will prac- 
tically prevent the passage of currents over 
it. J have also found that when a continu- 
ous insulated sheath or screen is employed, 
there is greater liability to loss of energy by 
inductive action, for unless the sheath or 
screen be considerably shorter than the cur- 
rent waves passing in the conductor, electro- 
motive forces will be set up between different 
points in the sheath, which will result in the 


passage between such points of induced cur- 
rents. I, therefore, divide up the sheath or 
screen into short lengths, very mach shorter 
than the wave lengths of the current used, so 
that the grounding of any one of such lengths 
or the approach thereto of a large body will re- 
sultin an inappreciable loss, orat most a small 
local draining of theenergy, whilethe tendency 
of currents to flow between different points 
in the sheath is effectually overcome. The 
function of the sheath as a static sereen for 
preventing the dissipation of the electric en- 
ergy, however, requires for its complete ef- 
fectiveness an uninterrupted conducting par: 
tition or screen around the conductor. I at- 
tain this respect in the case of a sectional 
sereen, by causing the ends of the insulated 
divisions or sections of the same to overlap, 
interposing a suitable insulating material be- 
tween the overlapping portions. By means 
of a conductor or conductors thus protected, 
J may transmit with slight loss and to great 
distances currents of very high potential and 
extremely high frequency. 

The invention is illustrated in the accom- 75 
panying drawings in which— 

Figure 1 illustrates portions of the conduc- 
tor with the earth connections above de- 
scribed. Fig. 2 is a sectional view of a por- 
tion of the conductor on an enlarged scale. 

A is the central wire or conductor that car- 
ries the current. 

B is an insulating coating. 

C is a conducting sheathing or screen, which 
may be externally insulated, if so desired. 85 
This sheathing is divided up, as shown, into 
short lengths or sections, and the end of one 
section overlaps or telescopes with the end of 
the adjacent sections but is insulated there- 
from by the material D. 

It is well known that a static screen, to be 
entirely effective as such, should have a 
ground connection, but it has been usual in 
such cases to provide a good electrical con- 
nection from the screen to earth. When a 95 
current of excessively high potential, how- 
ever, is used, or when the frequency of the 
current is very high, such a connection isim- 
practicable on account of the loss which fol- 
lows. In such cases, therefore, I obtain the roo 
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beneficial results of an earth connection while 
preventing the generally serious loss that 
would occur in the use of such currents, by 
providing between the sheath and the ground 
a path P of very high ohmic resistance or one 
containing a self-induction coil S properly de- 
termined with respect to the existing condi- 
tions so that it will effect the described re- 


_ sult, or a condenser of very small capacity as 
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20 


shown at R. In such cases the sheathing or 
screen for practical purposes may be regard- 
ed as isolated from the ground, since by the 
character of the connection employed no ap- 
preciable loss results from the passage of eur- 
rent from the sheath to the ground. 

No particular plan of construction need be 
followed in making up this conductor, and no 
special materials of the several kinds named 
veed be used; the general construction and 
character of the conductor, apart from the 
particular features horein described, being en- 
tirely well understood by those skilled in the 
art. 
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What I claim is—. 

1. A conductor for electric circuits, com- 25 
posed of a wire for carrying the current, an 
insulated coating or covering and a surround- 
ing conducting sheath or screen divided into 
insulated sections, as set forth. 

2. A conductor for electric cireuits, com- 
posed of a wire for carrying the current, a 
coating or covering of insulating material and 
a surrounding conducting sheath or sereen 
divided into insulated sections, the ends of 
which overlap, as set forth. 

3. The combination of a wire or conductor 
for conveying electric currents, an insulated 
coating or covering therefor, a conducting 
sheath or screen surrounding the insulating 
coating and a connection between said sheath- 
ing and the ground .containing a condenser 
of very small capacity or its equivalent. 

NIKOLA TESLA. 
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To all whom it may concern: 

Beit known that I, NIKOLA TESLA, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
vented certain new and useful Improvements 
in Means for Generating Electric Currents, of 
which the following is a specification, refer- 
ence being had to the drawings accompanying 
and forming a part of the same. 

The invention, subject of my present ap- 
plication, isan improvement applicable more 
especially to the method or system of gener- 
ating and utilizing electrical energy, hereto- 
fore discovered by me, and more fully set 
forth in Letters Patent No. 454,622, of June 
23, 1891, and No. 462,418, of November 3, 1891, 
and which involves the maintenance of an in- 
termittent or oscillatory discharge of a con- 
denser or circuit of suitable capacity into a 
working circuit containing translating de- 
vices. Insystems of this character when the 
high frequency of the currents employed is 
due to the action of a disruptive or intermit- 
tent discharge across an air gap or break at 
some point of the circuit, I have found it to 
be of advantage not only to break up or de- 
stroy the least tendency to continuity of the 
are or discharge, but also to control the period 
of the re-establishment of the same, and from 
investigations made by me with this object 
in view I have found that greatly improved 
results are secured by causing the discharge 
to take place in and through an insulating 
liquid, such as oil, and instead of allowing 
the terminal points of the break to remain at 
a uniform distance from. each other, to vary 
such distanee by bringing them periodically 
in actual contact or sufficiently near to estab- 
lish the discharge and then separating them, 
or what is the equivalent of this, throwing in 
and out of the gap or break a conducting 
bridge at predetermined intervals. To ob- 
tain the best results, moreover, I find it es- 
sential to maintain at the point of discharge 
a flow of the insulating medium, or, in gen- 
eral, such a circulation of the same as will 
constantly operate to cut off or break up the 
discharge as fast as it is established. The 


accomplishment of this latter result involves 
the employment of some mechanism for main- 
taining the flow or circulation of the insulat- 
ing medium past the points of discharge, and 
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I take advantage of the presence of such 
mechanism to accomplish a further and bene- 
ficial result which is the maintenance of a 
flow or circulation of the insulating liquid in 
which I immerse the converter coils used for 
raising the potential of the current, and also 
the condenser plates when such are required 
and used. By this means the insulating 
liquid surrounding the said coils and plates 
may be prevented from heating, either by its 
circulation alone or by the application to it 
while in motion of a cooling medium, and its 
requisite qualities preserved for an indefinite 
time. 

Broadly considered the plan contemplated 
is entirely independent of the special means 
for carrying it into execution, but in illustra- 
tion of the preferred manner in which the in- 
vention is or may be carried out, I now refer 
to the drawings which are hereto annexed. 

Figure 1 is a diagram of thesystem and de- 
vices employed by me. Fig. 2 is a sectional 
view of a detail of mechanism. 

G represents an electric generator, as for 
instance, an ordinary alternator, in the cir- 
cuit of which is thé primary P of a trans- 
former, of which S represents the secondary, 
which is usually of much longer and finer 
wirethantheprimary. Tothe secondary cir- 
cuit, if it have not of itself sufficient capac- 
ity for the purpose herein contemplated, are 
connected the plates of a condenser C, and at 
any point in said circuit isa break or gap at 
which occurs the disruptive discharge. Ina 
portion of the secondary circuit, preferably 
in series with the condenser, as shown in the 
drawings, is a primary coil P’ with which is 
associated a secondary 8’, which latter con- 
stitutes the ultimate source of currents for a 
working cireuit D in which or with which are 
connected translating devices E. Under the 
conditions assumed it will be nnderstood that 
by the oscillation or change caused by the ac- 
tion of the discharge, the condenser is charged 
and discharged setting up in the primary P’ 
an electrical disturbance of enormous fre- 
quency, as has been explained in my patent 
referred to, and as is now well understood. 
Instead of employing two terminals at a fixed 
distance, however, for the gap across which 
the discharge takes place, I vary the distance 
between them, or whatis practically the same 
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thing, I interpose between said terminals a 
conductor or a series of conductors success- 
ively by means of which the effective dis- 
tance or length of the path of discharge is or 
may be varied at will. This I accomplish in 
the following manner: 

A is a pipe or tube that leads into a tank 
B. To the end of this tube is secured an ex- 
tension F of insulating material and the two 
terminals G’ G’ are caused to project through 
the sides of the same, as indicated in Fig. 2. 
Within the extension I secure two cross-bars 
H which afford bearings for the spindle of a 
small metallic turbine I, the blades of which, 
as the turbine revolves, bridge the space be- 
tween the two terminals, nearly or quite 
touching the terminals in their movement. 
If now the tank B be filled with oil and the 
latter is drawn off or permitted to flow off 
through the tube A, the turbine will be ro- 
tated by the flow, the rate of rotation being 
dependent upon the rate of flow. By this 
means the arc or discharge is periodically es- 
tablished through a flow of oil, which secures 
in the most satisfactory manner the condi- 
tions best adapted for practical results. 

The further objects of the invention arese- 
cured by placing the transformer P’ 8’ in the 
body of oilin the tank B, and the condenser 
in a closed receptacle L. Then in order to 


‘maintain a circulation of the oil and to pro- 
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vide for the requisite flow which rotates the 
turbine, I connect the tank B with the con- 
denser box L by means of the pipe A. I also 
run a pipe M from the box L to a small ro- 
tary pump N, and another pipe O from the 
latter back to the tank B. 

When necessary or desirable I may insert 
in the pipe O a coil R, which is contained in 
a jacket T through which a cooling medium 
is passed. . 

The flow of oil isregulated by the speed at 
which the pump N is driven, and by this 
means the period of re-establishment of the 
are is controlled. 

Having now described my invention and 
the best means of which I am aware in which 
the same is or may be carried into effect, what 
I claim is— 

1. In an electric system of the kind de- 


514,168 


seribed, the combination with the points or 
terminals between which occurs the inter- 
mittent or oscillating discharge of means for 
maintaining between said points and in the 
path of the discharge a flow of insulating 
liquid, as set forth. 

2. In an electrical system of the kind de- 
seribed, the combination witha transformer, 
and the points or terminals between which 
occurs the intermittent or oscillating dis- 
charge, of a body of insulating liquid sur- 
rounding the same, and means for maintain- 
ing a flow or circulation of the same, as set 
forth. . 

3. In an electrical system of the kind de- 
seribed, the combination with a transformer 
and the points or terminals between. which 
oceurs the intermittent or oscillating dis- 
charge, of receptacles inclosing the same and 
containing oil and means for maintaining a 
flow of the oil through said receptacles and 
around the devices therein, as set forth. 

4, In an electrical system of the kind de- 
scribed, the combination with the points or 
terminals between which oceurs the inter- 
mittent or oscillating discharge, of a means 
for maintaining a flow of insulating liquid 
between the discharge points, and means for 
varying the length of the path of discharge 
through such fluid, dependent for operation 
upon the flow of the same, as set forth. 

5. The combination with discharge points 
immersed in oil, of means for periodically va- 
rying the length of the path of discharge be- 
tween them, as deseribed. 

6. The combination with discharge points 
immersed in oil, of a conductor adapted to pe- 
riodically bridge the space between such 
points, as set forth. 

7. The combination with discharge points 
immersed in oil, means for causing a flow of 
the oil between said points and a metallic 
turbine mounted between the points and 
adapted by the rotation produced by the flow- 
ing oil to bridge with its vanes or blades the 
space between the said points, , 

NIKOLA TESLA. 

Witnesses: 

Rost. F. GAYLORD, 
PARKER W. PAGE. 
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To atl whom it may concern: 

Beit known that I, NIKOLA TESLA, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
vented certain new and useful Improvements 
in Reciprocating Engines, of which the fol- 
lowing is a specification, reference being had 
to the drawing accompanying and forming a 


. part of the same. 


Ia 


In the invention which forms the subject of 
my present application, thy object has been, 
primarily to provide an engine, which under 
the influence of an applied force such as the 


- elastic tension of steam or gas under pressure 
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. maintenance of constant speed. This, while. 


50 


will yield an oscillatory movement: which, 


within very wide limits, will be of constant 


period, irrespective of variations of load, fric- 
tional losses and other factors which in all 
ordinary engines produce change in the rate 
of reciprocation. 

The further objects of the invention are to 
provide a mechanism, capable of converting 
the energy of steam or gas under pressure 
into ‘mechanical power more economically 
than the forms of engine heretofore used, 
chiefly by overcoming the losses which: result 
in these by the combination with rotating 
parts possessing great inertia of a reciprocat- 
ing system; which also, is better adapted for 


use at higher temperatures and pressures, and 
which is capable of useful and practical ap-- 


plication to general industrial purposes, par- 
ticularly in. small units. 

The invention is based upon certain well 
known mechanical principles.a statement of 
which will assist in a better understanding 
of the nature and purposes of the objects 
sought and results obtained. Heretofore, 


where the pressure of steam or any gas has 


been utilized and applied for the production 
of mechanical motion it has been customary 
to connect with the reciprocating. or moving 
parts of the engine a fly-wheel or some rotary 
system equivalent in its effect and possessing 
relatively great mechanical inertia, upon 
which dependence was mainly placed for the 


securing in a measure this object, renders im- 
possible the attainment of the result at which 
I have arrived, and is attended by disadvan- 
tages which by my invention are entirely ob- 
viated. On the other hand, in certain cases, 


A A 


where reciprocating engines or tools have been 
used without a rotating system of great iner- 
tia, no attempt, so far as I know, has been 
made to secure conditions which would nec- 
essarily yield such results as I have reached. 

It is a well known principle that if aspring 
possessing a sensible inertia be brought un- 
der tension, as by being stretched, and then 
freed it will perform vibrations which are 
isochronous and, as to period, in the main de- 
pendent upon the rigidity of the spring, and 
its own inertia or that of the system of which 
it may form an immediate part. This is 


known to be true in all cases where the force . 
which tends to bring the spring or movable 


system into a given position is proportionate 
to the displacement. 
In carrying out my invention and forsecur- 
ing the objects in general terms stated above, 
I employ the energy of steam or gas under 
pressure, acting through proper mechanism, 
to maintain in oscillation a piston, and, tak- 
ing advantage of the law above stated, I con- 
nect with said piston, or cause to act upon it, 
a spring, under such conditions as to auto- 
matically regulate the period of the vibra- 
tion, so that the alternate impulses of the 
power impelled piston, and the natural vibra- 
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tions of the spring shail always correspond | 


in direction and’ coincide in time. 

While, in- the practice of the invention I 
may employ any kind of spring or elastic body 
of which the law or principle of operation 
above defined holds true, I prefer to use. an 
air spring, or generally speaking a confined 
body or cushion of an elastic fluid, as the me- 


chanieal difficulties in the use of ordinary or 


metallic springs are serious, owing mainly, to 
their tendency to break. Moreover, instead 
of permitting the piston to impinge directly 
upon such enshions within its own cylinder, 
I prefer, in order to avoid the influence of the 
varying pressure of the steam or gas that acts 
upon the piston and which might disturb the 
relations necessary for the maintenance of 
isochronous vibration, and also to better util- 
ize the heat generated by the compression, to 
employ an independent plunger ‘connected 
with the main piston, and a.chamber or cyl- 
inder therefor, containing air which is nor- 


mally, at. the same pressure as the external | 


atmosphere, for thus a spring of practically 
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constant rigidity is obtained, but the air or 
gas within the cylinder may be maintained 
at any pressure. 

In order to describe the best manner of 
which I am aware in which the invention is 
or may be carried into effect, I refer now to 
the accompanying drawing which represents 
in central cross-section an engine embodying 
my improvements. 

Ais the main cylinder in which works a 
piston B. Inlet ports C C pass through the 
sides of the cylinder, opening at the middle 
portion thereof and on opposite sides. Ex- 
haust ports D D extend through the walls of 
the eylinder and are formed with branches 
that open into the interior of the cylinder on 
each side of the inlet ports and on opposite 
sides of the cylinder. . 

The piston B is formed with two circumfer- 
ential grooves E F, which communicate 
through openings G in the piston with the 
cylinder on opposite sides of said piston re- 
spectively. 

I do not consider as of special importance 
the particular construction and arrangement 
of the cylinder, the piston and the ports for 
controlling it, except that it is desirable that 
allthe ports, and more especially, the ex- 
haust ports should be made very much larger 
than is usually the case, so that no force due 
to the action of the steam or compressed air 
will tend to retard or affect the return of the 
piston in either direction. 

The piston B is secured to a piston rod H, 
which works in suitable stuffing boxes in the 
heads of the cylinder A. This rod. is pro- 
longed on one side and extends through bear- 
ings V in a cylinderI suitably mounted or 
supported in line with the first, and within 
which is a disk or plunger J carried by the 
rod HH. 

The eylinder lis without ports of any kind 
and is air-tight except as a small leakage may 
occur through the bearings V, which expert- 
ence has shown need not be fitted with any 
very considerable accuracy. The cylinder I 
is surrounded by a jacket K which leaves an 
open space or chamber aroundit. Thé bear- 
ings V in the cylinder I, extend through the 
jacket K to the outside airand the chamber 
between the cylinder and jacket is made 
steam or air tight as by suitable packing. 
The main supply pipe L for steam or com- 
pressed air leads into this chamber, and the 
two pipes that lead to the cylinder A run 
from the said chamber, oil cups M being con- 
veniently arranged to deliver oilinto thesaid 
pipes for lubricating the piston. 

In the particular form of engine shown, the 
jacket K which contains the cylinder I is pro- 
vided with a flange N by which it is screwed 
to the end of the cylinder A. Asmallcham- 
ber O is thus formed which has air vents P 
in its sides and drip pipes Q leading out from 
it through which the oil which collects in it 
is carried off. — 


nn 
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To explain. now the operation of the device 
above described. In the position of the parts 
shown, or when the piston is at the middle 
point of its stroke, the plunger J is at the 
center of the cylinder I and the air on both 


sides of the same is at the normal pressure. 


of the outside atmosphere. If a source of 
steam or compressed air be then connected 
to the inlet ports C C of the cylinder A and 
a movement be imparted to the piston as by 
a sudden blow, the latter is caused to recip- 
rocate in a manner well understood. The 
movement of the piston in either direction 
ceases when the force tending toimpel it and 
the momentum which it has acquired are 
counterbalanced by the increasing pressure 
of the steam or compressed airin that end of 
the cylinder toward which it is moving and 
as in its movement the piston has shut off at 
a given point, the pressure that impelled it 
and established the pressure that tends to re- 
turn it, itis then impelled in the opposite di- 
rection, and this action is continued as long 
as the requisite pressure is applied. The 
movements of the piston compress and rarify 
the air in the cylinderI at opposite ends of 
the same alternately. A forward stroke com- 
presses the air abead of the plunger J which 
acts as a spring to return it. Similarly on 
the back stroke the air is compressed on the 
opposite side of the plunger J and tends to 
drive it forward. This action of the plunger 
upon the air contained in the opposite ends 
of the cylinder is exactly the same in princi- 
ple as though the piston rod were connected 
to the middle point of a coiled spring, the 
ends of which are connected to fixed supports. 
Consequently the two chambers may be con- 
sidered asasingle spring. The compressions 
of the air in the cylinder I and the conse- 
quent loss of energy due mainly to the im- 
perfect elasticity of the air, give rise to a very 
considerable amount of heat. This heat I 
utilize by conducting the steam or compressed 
air to the engine cylinder through the cham- 
ber formed by the jacket surrounding the air- 
spring cylinder. The heat thus taken up and 
used to raise the temperature of the steam or 
air acting upon the piston is availed of to in- 
crease the efficiency of the engine. In any 
given engine of this kind the normal press- 
ure will produce a stroke of determined 
length, and this will be increased or dimin- 
ished according to the increase of pressure 
above or the reduction of pressure below the 
normal. 

In constructing the apparatus I allow for a 
variation in the length of stroke by giving to 
the confining cylinder I of. the air spring 
properly determined dimensions. The greater 
the pressure upon the piston, the higher will 
be the degree of compression of the air-spring, 
and the consequent counteracting force upon 
the plunger. The rate or period of recipro- 


eation of the piston however is no more de- 
pendent upon the pressure applied to drive 
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it, than would be the period of oscillation of 
a pendulum permanently maintained in vi- 
bration, upon the force which periodically 
impels it, the effect of variations in such force 
being merely to-produce corresponding vari- 
ations in the length of stroke or amplitude of 


‘vibration respectively. The period is mainly. 
-determined by the rigidity of the air spring 


and the inertia of the moving system, and I 
may therefore: secure any period of oscilla- 
tion within very wide limits by properly por- 
tioning these factors, as by varying the di- 
mensions of the air chamber which is equiva- 
lent to varying the rigidity of the spring, or 
by adjusting the weight of the moving parts. 
These conditions are all readily determina- 
ble, and an engine constructed as herein de- 
scribed may be made to follow the principle 
of. operation above stated and maintain a 
perfectly uniform period through very much 
wider limits of pressure than in ordinary use, 
it is ever likely to be subjected to and it may 
be successfully used as a prime mover wher- 
ever a constant rate of oscillation or speed is 
required, provided the limits within which 
the forces tending to bring the moving sys- 
tem toa given position are proportionate to 
the displacements, are not materially ex- 
ceeded. The pressure of the air confined in 
the cylinder when the plunger J is in its 
central position will always be practically 
that of the surrounding atmosphere, for while 
the cylinder is so constructed as not to per: 
mit such sudden escape of air as to sensibly 
impair or modify the action of the air spring 
there will still be a slow leakage of air into or 
out of it around the piston rod according to 
the pressure therein, so that the pressure of 
the air on opposite sides of the plunger will 
always tend to remain at that of the outside 


atmosphere. 


As an instance of the uses to which this en- 
gine may be applied I have shown its piston 
rod connected with a pawl R the oscillation 
of which drives a trainof wheels. These may 


‘constitute the train of a clock or of any other 


mechanism. The pawl R is pivoted at R’ 
and its bifurcated end engages with the teeth 
of the ratchet wheel alternately on oppo- 
site sides of the same, one end of the pawl 
at éach half oscillation acting to propel the 
wheel forward through the space of one tooth 
when it is engaged and locked by the other 


-end on the last half of the oscillation which 


brings the first end into position to engage 
with another tooth. . 

Another application of the invention is to 
move a conductor in a magnetic field for gen- 
erating electric currents, and in these and 
similar uses it is obvious that the character- 


istics of the engine render it especially adapt- 
ed for use in-small sizes or units. 

Having now described my invention, what 
I claim is— ° _ 

1. A reciprocating engine comprising in 
combination, a cylinder, a piston anda spring 
connected with oracting upon the reciprocat- 
ing element, the said spring and reciprocating 
element being related in substantially the 
manner described so thatthe forces which tend 
to bring the reciprocating parts into a given 
position are proportionate to the displace- 
ments, whereby an isochronous vibration is 
obtained. 

2. A reciprocating engine comprising in 
combination, a cylinder, a piston impelled by 
steam or gas under pressure, and an airspring 
maintained in vibration by the movements of 
the piston, the piston and spring being related 
in substantially the manner described so that 
the forces which tend to bring the recipro- 
cating parts into a given position are pro- 
portionate to the displacements whereby an 
isochronous vibration is obtained. 

3. The combination of a cylinder anda pis- 
ton adapted to be reciprocated by steam or 
gas under pressure, a cylinder and a plunger 
therein reciprocated by the piston and consti- 
tuting an air spring acting upon said piston, 
the piston and spring being related in the 
manner described so that the forces which 
tend to bring the piston into a given position 
are proportionate to the displacement where- 
by an isochronous oscillation of the piston is 
obtained. 

4, The combination of a cylinder and a pis- 
ton adapted to be reciprocated by steam or 
gas under pressure, a cylinder and piston con- 
stituting an air spring connected. with the 
piston, a jacket forming a chamber around roo 
the air spring through which the steam: or 
compressed gas is passed on its way to the 
cylinder, as and for the purpose set forth. 

5. The method of producing isochronous 
movement herein described, which consistsin 105 
reciprocating a piston by steam or gas under 
pressure and controlling the rate or period of 
reciprocation by the vibration of a spring, as 
set forth. 

6. The method of operating areciprocating r1o 
engine which consists in reciprocating a pis- 
ton, maintaining by the movements of the pis- 
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.ton, the vibration of an air spring and apply- 


ing the heat generated by the compression of 
the spring to the steam or gas driving the 115 


piston. 
NIKOLA TESLA. 
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To atl whom it may concern: 

Be itknown that I, NIkoLA TESLA, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
vented acertain new and useful Improvement 
in Incandescent Electric Lamps, of which 
the following is a specification, reference be- 
ing had to the drawings accompanying and 
forming a part of the same. 

This ‘invention is an improvement in the 
particular class of electric lamps or lighting 
devices invented by me and for which I have 
heretofore obtained Letters Patent, notably 
No. 454,622, dated June 23,1891. _ 

The invention applies more particularly to 
that form of lamp in which a small body or 
button of refractory material is supported by 
a conductor entering a very highly exhausted 
globe or receiver, but i is also applicable gen- 
erally to other forms of lamp adapted for’ use 
with similar systems in which currents of 
very high potential and great frequency are 
employed. IT have found i in the practical ap- 
plications of this system that a considerable 
dissipation of energy takes place from the 


- conductors conveying the currents of great 


35 
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45 


potential and frequency, even when such con- 
ductors are thoroughly insulated both within 
and without the lamp globes, and the sub- 
ject of my present invention is a means for 


_ preventing such dissipation within the lamp, 


or rather for confining it to the particular 
parts or part of the conductor which is de- 
signed togivelight. Thisobject I find I may 
readily accomplish by surrounding the lead- 
ing-in and supporting conductors with a con- 
ductor which acts asastaticscreen. By this 
means the light-giving body or button which 
lies beyond the influence of the screen is 
quickly and efficiently brought to and main- 
tained at higher incandescence by a suitable 
electrical current or effect, by reason of the 
fact. that the electrical action to which the 
incandescence is due is confined mainly to the 
button. 

A. description of the ordinary form of lamp 
which I employ will serve to illustrate the 
principle and nature of this improvement, 
and for such description I now refer to the 


drawings which show such lamp in central 
vertical section. 

A is a glass globe of the usual form, in the 
base of which is sealed a very thin conduct- 
ing wire B, passing up through a stem of 
élass or other refractory insulator C. Tothe 
upper or inner end of this wire is. united, as by 
means of a mass of carbon paste D, a carbon or 
other refractory stem E, that supports or car- 
ries a small button of carbon or other suitable 
substance F. Over the stem C is passed, at 
any convenient stage in the manufacture of 
the lamp and in any well understood way, a 
metallic tube G. I prefer to use for this. pur- 
pose a very thin cylinder or tube of alumi- 
num and itshould entirely surround all parts 
of the conductor within the globe except the 
button itself, extending to or nearly up to the 
point of union of the stem E with the button 
F. Sucha device by reason of its electro- 
static action reduces the loss of energy sup- 
plied to the bulb, preventing its radiation or 
dissipation into space except through the ex- 
posed or unprotected button. The tube or 
screen Gis entirely insulated from the con- 
ductors within the globe and from all exter- 
nal conductors or bodies. The globe, by 
means of a suitable air pump, is exhausted 
to as high a degree as practicable, or until a 
non-striking vacuum is attained. It is con- 
nected with “the pump by the usual tube which 
is sealed off at K. 


The lamp may be made in different forms . 


and in different ways, and the invention, as 
may be readily understood from its above 
described nature and purpose, is not confined 
to the specific form of lamp herein shown. 

What I claim is— 

1. In an incandescent electric lamp, the 
combination of an exhausted globe, a refrac- 
tory light-giving body therein, a conductor 
leading into the globe and connected to or 
supporting the said body, and a conducting 
screen surrounding the said conductor, as set 
forth. 

2. In an incandescent electric lamp, the 
combination of an exhausted globe, a refrac- 
tory light-giving body or button therein, a 
conducting support for said button within the 


globe, and a metallic tube surrounding or in- 
closing the said conductor up to the point of 
union with the buiton, as set forth. 

3. In an incandescent electric lamp, the 
combination of an exhausted globe, a wire 
sealed therein, and coated with or embedded 
in a glass stem, a carbon stem united with 
the wire, a refractory conductor mounted on 
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said stem, and a conducting tube or cylinder 
surrounding the wire and carbon stem, as and 10 
for the purpose set forth. 
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To alt whom it may concern: 

Be itknown thatI, NIKoLA TESLA, a citizen 
of the United States, residing at New York, in 
the county and State of New York, have in- 
vented certain new and useful Improvements 
in Electric-Railway Systems, of which the fol- 
lowing is a Specification, reference being had 
to the drawings accompanying and forming 
a part of the same. 

This invention is an improved system or 
plan of supplying electric current to the mo- 
tors of street or other cars or vehicles from a 
central or stationary.source of supply, with- 
out the use of sliding or rolling contacts be- 
tween the line conductor and the car motors. 
I use in my system alternating or pulsating 
currents of. very high potential, and, by rea- 
son mainly of the higher economy, high fre- 
quency. The conductor which conveys these 
currents is run from the stationary source of 
supply along the line of travel and preferably 
through a conduit constructed ‘between, or 


‘alongside of the tracks or rails. 


To prevent the dissipation of the electric 
energy that would otherwise occur on a cir- 
cuit conveying: currents of the character 
which I use, I insulate the line conductor and 
surround it with a conducting coating that 
Serves as a screen, and I prefer, mainly with 
the object of localizing the action that would 
result from the establishment of an electrical 
connection between the screen and the ground 
or other conducting body, to divide up the 
outer conductor into insulated: sections of 
comparatively short length. Inthe car, or to 
each of a number running on a given track, 


" equipped in accordance with my invention, I 


° 
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45 


50 


attach an arm carrying a conducting plate 
or bar that is electrically connected with the 
motor coils and which by the movement of 
the car is carriedin proximity to the line con. 
ductor, so as to take off, by condenser action, 
sufficient energy to run the car motor. 

The details of the invention, and the best 
manner I am aware of in which it is or may. 
be carried out, I shall explain by reference 
to the accompanying drawings. 

_ Figure 1 is a view showing a portion of. a 
car and the means for supplying the motor of 
the same with current from a line conductor 
supported within a conduit between the rails. 


Fig. 2 is an enlarged sectional view of the 


arm carrying the conductor through which — } 


the electric energy is transmitted from the 
line conductor to the motor. 
larged view partly in section 
ductor. : 

I propose to employ an iron conduit A, 
which is buried preferably between the rails. 


of the line con- 


of the track and provided with a longitudinal 60 


slot along its top close to one edgeor side. A 
flange B is formed or applied along the slot, 
forming a protected chamber or compartment 
for containing the line conductor. This cham- 


ber should be of such form in cfoss-section 65 


that its walls will be symmetrically disposed 
with respect'to the conductor running through 
it, and thus reduce toa minimum any dis- 
turbing inductive effects which would be pro- 


duced by an unsymmetrical disposition of the 70 


walls with respect to the conducting sereen or 
covering around the conductor. 
Yor the line conductor I employ a suitable 


wire C, surrounded by an insulated coating - 
D, which is inclosed in a metallic sheathing 75 


G. For the latter I prefer to use iron pipes 
provided with perforated lugs F, by means. 
of which the conductor is suspended by in- 
sulated rods or other devices E. L also divide 


up the conducting screen or sheathing into 80 


sections insulated from one another, but over- 
lapping so as to leave no breaks in the sereen. 
The advantage in dividing up the sereen in 
this manner is that the loss due to currents 
induced in the outer conductor 
while at the same time the grounding of any 
one section would result in a very small loss 
compared with what would take place froma 
continuous sheath; moreover, by overlapping 


the ends of the sections but little opportunity 90 


is afforded for the dissipation of energy. 
The ear is represented as carrying a motor 

H, which may be of any suitable construction 

and capable of being operated by currents of 


is reduced, 85 


Fig. 3 isan en- 55. 


the kind employed. Connected with the mo- 95. 


tor or car is an iron or conducting tube I, that 
extends down into the conduits through the 
slot therein. The lower end of this tube is 


bent in the form of a hook and supports 
within the conductor chamber a bar or plate roo 
J that presents to the line conductor a ‘con- 
ducting surface. This bar or plate is elec: 
trically connected with the motor coils by an 
insulated wire K, that passes up through the 


om 
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tube I, and all parts of the said plate except 
thie surface exposed to the conductor C, or its 
metallic sheath, are insulated and protected 
by a metallicscreen L. It is obvious that all 
portions of the arm as well asthe plate itself 
may be insulated as by a water-proof cover- 
ing, and it will be understood that the prin- 
cipal object of the invention would still be 
attained even though the plate were in actu al 
contact with the screen while the car is in 
motion. 

In operation, the line conductor C is con- 
nected with a source of current of very high 
potential and great frequency. _ This current 

15 may. be conveyed to any desired distance 
without material loss, as the insulated metal- 
lie covering or sheath around. the conductor 
serves ag a static screen to prevent the dissi- 
pation of theenergy. The presence, however, 

o of a plate J of any car close to the sheath or 
screen disturbs the electrical equilibrium and 
sets up by condenser action a transfer of en- 
ergy from the screen to the plate sufficient to 
operate the motor on the ear. 

25 Inthe above, I have described the sereen, 
whether continuous or subdivided, as wholly 
insulated from the ground or surrounding con- 
ducting bodies, but the single continuous 
sereen or each section of the same, may be 

30 connected to the ground through a condenser 
of relatively very small capacity, through a 


device of high self-induction or resistance, as 
shown in dotted lines at C’ in Fig. 1. 

I do not claim in this application the par- 

3s ticular line conductor described, nor the 

idea of inducing from astationary con- 


broad 


i with the conduit, 


ductor the current to operate the motor on 4 
traveling car or other vehicle, but 

What I claim is— 

1. In an electric railroad system operated 
by electric currents of high potential and fre- 
quency, the combination of an insulated and 
electrically screened supply conductor ex- 
tending along the line of travel, a motor car 
or cars carrying a conducting plate or bar in 
inductive relation to the screened conductor 
and anelectrical connection between the said 
plate and the motor, as set forth. 


40 


45 


2. In an electric railroad system operated | 


by electric currents of high potential and fre- 
quency, the combination of a supply conduc- 
tor running along the line of travel, a con- 
ductingsheath orscreen divided into insulated 
sections and surrounding the said conductor, 
a motor car supporting a conducting body in 
proximity to the supply conductor and an 
electrical connection between said body and 
the motor as set forth. 

3. In an electrical railway system, the com- 
bination with aslotted conduit of an insulated 
conductor supported therein, an insulated 
sheath or screen surrounding the conductor, 
a motor car adapted to run on tracks parallel 
a conducting plate or bar 
carried by an arm depending from the car 
into the conduit, andan electrical connection 
between the plate and the motor, as set forth. 


NIKOLA TESLA. 


Witnesses: 
ERNEST HOPKINSON, 
PARKER W. PAGE. 
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UNITED STATES 


PATENT OFFICE. 


NIKOLA TESLA, OF NEW YORK, N. Y. 


ELECTRICAL METER. - 


SPECIFICATION forming part of Letters Patent No, 514,978, dated February 20, 1894, 
Application filed December 15,1893, Serial No. 493,739, (No model.) 


To all whom it may concern: | 

Beit known that I, NIKOLA TESLA, a citizen 
of the United States, residing at New York, in 
the county and State of New York, have in- 
vented certain new and useful Improvements 
in Electrical Meters, of which the following is 
a specification, reference being had to the 
drawings accompanying and forming a part 
of the same. 

The subject of this invention is a novel 
method of and apparatus for computing the 
energy that has been expended in a given 
time in a cirenit, and is more particularly de- 
signed for measuring the expended energy of 
alternating. currents and those of varying 
strength. 

The invention is based on the fact that 
when ahigh tension discharge is made to pass 
from a conductor through a rarefied gas, mi- 
nute particles are thrown off from the con- 
ductor and are embodied in any apparatus in 


- which the proper conditions for the above re- 


25 


-_ 


35 


40 


. the proper degree and which is sealed off after 


45 


5c 


sults are present, and in which the amount of 
the particles thrown off from the conductor 
or conductors as a result of such action is in 
proportion to the strength of the current, the 
energy of which is to be computed, and can 
be measured from timetotime. Asthe most 
convenient means of utilizing this principle 
in carrying out my invention, Ihave devised 
an instrument of the following character: In 
a tube or other receiver, preferably of glass, 
are placed two conductors, parallel to each 
other. The most convenient conductors for 
this purpose are composed of thin sticks or 
filaments of homogeneous carbon, to the ends 
of which platinum wires are attached, which 
latter are sealed in the glass, and, inside the 
tube protected by a coating of some insulat- 
ing material, while their ends outside of the 
tube are connected to or formed as suitable 
terminals. The glass tube is provided with 
a small tube through which it isexhausted to 


exhaustion in the usual manner. If the two 
eonductors or carbons be connected to the two 
parts of a cireuit over which flows an alter- 
nating current of high tension, a discharge 
takes place from one carbon to the other al- 
ternately, that causes infinitesimal particles 
to be thrown off from each, which appreciably 
inereases their electrical resistance. 


This 


variation may be used as a measure of the 
energy of a current in a working circuit, as I 
shall now explain more in detail and by refer- 
ring to the drawings hereto annexed, and in 
which— - 

Figure 1 illustrates the instrument above 
described and, diagrammatically, the manner 
of using the same.- Fig. 2 is a cross section 
on an enlarged scale of one of the carbon con- 
ductors. 

One terminal of each of the carbon con- 
ductors A, B, sealed as above described in 
the tube or receiver C, is connected to a ter- 
minal of the secondary D of a high tension 
induction: coil, preferably constructed with- 
outiron. The carbons are supported by the 
metallic conduetors H, preferably of plati- 
num in whole or in part, and having inside 
the receiver a coating of insulating material 
L. The primary E of the induction coil is 
connected in series with incandescent lamps 
or other non-inductive translating devices F, 
supplied with alternating currents from any 
suitable generator G. Under these condi- 
tions, since the difference of potential at the 
terminals of the secondary of: the induction 
coil is proportionate to the primary current, 
it is, therefore, proportionate to the number 
of lamps or other devices F. 

The action of the discharge in the tube C 
from one conductor to the other produces a 
uniform throwing off of the infinitesimal par- 
ticles of carbon along the entire length of 
the conductors, as the difference of potential 
between the two is practically equal at all 
points, and the increase in resistance will, 
therefore, be uniform. The amount, how- 
ever, of the particles thus thrown off in a 
given time is proportionate to the difference 
of potential between the two conductors, and 
hence the increase in the resistance of the 
conductors is in a definite proportion to the 
number of lamp hours. Thus, the energy 
may be computed from the variation in the 
resistance of the conductors in the following 
manner: The resistances of the conductors 
are accurately measured in any of the usual 
ways.. Then a known current is caused to 
pass for a given time through the primary 
of the induction coil and a given number of 
lamps. The resistances of the conductors are 


then taken again and the increase gives the 
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constant which permits of the calculation of 
the energy consumed from the variation in 
the resistance of one conductor. 

To simplify the calcalation, the carbon 
conductors may be made rectangular in cross- 
section, see Fig. 2, which is an enlarged cross- 
section of one of the carbons, coated with 
an insulating substance M, so as to expose 
only one side from which the material is 
thrown off. In such case the variation of re- 
sistance may be simply multiplied by the 
constant to determine the energy. But it is 
an easy matter to determine by a simple eal- 
culation the amount of energy expended in 
any case, provided the dimensions of the con- 
ductors areknown. The former plan is pref- 
erable, however, as by it the energy may be 
directly read off by using a properly gradu- 
ated ohm meter. 

If inductive resistances be used in place of 
the lamps F, it will be understood that the 
conditions for ascertaining the energy ex- 
pended must be varied accordingly and in 
well understood ways, which require no spe- 
cial description herein. 

I do not. limit myself to the specific con- 
struction of the instrument herein shown, for 
the same may be varied In many well under- 
stood ways. For example, only one of the 
two conductors need be inside the tube, it 
being only necessary that they be placed in 
such relations that the high tension discharge 
shall take place between them through the 
rarefied gas. 

The above described plan I regard as the 
most convenient for ascertaining the amount 
of the particles thrown off from the conduc- 
tors, but other means for this purpose may be 
resorted to. 

What I claim as my invention is— 

1. The method, herein described, of meas- 
uring the amount of electrical energy ex- 
pended in a given time in an electric circuit 


‘of alternating currents, which consists in 


45 


maintaining by such currents a high tension 
discharge through a rarefied gas between two 


| 
| 


conductors, and computing from the amount 
of the particles thrown off from said condue- 
tors or one of the same by the action of the 
discharge of the energy expended. 

2. The combination with a circuit of alter- 
nating currents, of a meter composed of two 
conductors connected respectively with the 
circuit and separated by a rarefied gas sub- 
stantially as set forth. 

3. The combination with a working cireuit 
of alternating currents, translating devices 
substantially as described connected there- 
with, a primary coil in series with the trans- 
lating device and a high tension secondary 
therefor, of a meter composed of an exhausted 
receiver having two conductors sealed there- 
in, one terminal of each conductor being con- 
nected to a terminal of the secondary, as set 
forth. 

4, A meter for electric currents, consisting 
in the combination with an exhausted re- 
ceiver, of two conductors contained therein 
and connected with wires sealed into the 
walls of said receiver, the said meter having 
two line or circuit terminals, one connected 
with each conductor, therein, as set forth. 

5. A meter for electric currents, consisting 
in the combination with an exhausted re- 
ceiver of two rectangular carbon conductors 
mounted therein and coated with an insulat- 
ing material on three sides, as and for the 
purposes set forth. 

6. A meter for electric currents, consisting 
in the combination with an exhausted re- 
ceiver, of two carbon conductors presenting 
surfaces between which a discharge is adapt- 
ed to take place, and metallic conductors 
sealed in the walls of the receiver and sup- 
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porting said carbons, the metallic conductors 85 


inside the receiver being coated with an in- 
sulating material, as set forth. 


NIKOLA TESLA. 


Witnesses: 
JAMES N. CaTLow, 
PARKER W. PAGE. 
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UNITED STATES 


PATENT OFFICE. 


NIKOLA TESLA, OF NEW YORK, WN. Y. 


STEAM-ENGINE. 


SPECIFICATION forming part of Letters Patent No. 517,900, dated April 10,1894. 
Application filed December 29,1893, Serial No, 495,079. (No model.) : 


Lo all whom tt may concern: 

Be it known that I, Nrxoia TESLA, a citi- 
zen of the United States, residing at New York, 
in the county and State of New York, have 
invented certain new and useful Improve- 
ments in Steam-Engines, of which the follow- 
ing isa specification, reference being had to 
the drawings accompanying and forming a 
part of the same. 

Heretofore, engines, operated by the appli- 
cation of a force such as the elastic tension 
of steam or a gas under pressure, have been 
provided with a fly-wheel, or some rotary sys- 
tem equivalent in its effect and possessing 
relatively great mechanical inertia, which was 
relied upon for maintaining a uniform speed. 
Ihave produced however, an engine which 
without such appurtenances produces, under 
very wide variations of pressure, load, and 
other disturbing causes, an oscillating move- 


ment of constant period, and haveshown and | 


described the same in an application filed on 
August 19, 1893, Serial No. 483,563. A de- 
scription of the principle of the construction 
and mode of operation of this device is nec- 
essary to an understanding of my present in- 
vention. When a spring which possesses a 
sensible inertia is brought under tension as 
by being stretched and then freed, it will 
perform vibrations which are isochronous and, 
as to period, mainly dependent upon the ri- 
gidity of the spring and its own inertia or that 
of the moving system of which it forms an 
immediate part. This isknown to be true in 
all cases where the force which tends to bring 
the spring or movable system into a given 
position is proportionate to the displacement. 
In utilizing this principle for the purpose of 
producing reciprocating movement of a con- 
stant period, I employ the energy of steam or. 
gas under pressure, acting through proper 
mechanism, to maintain in oscillation a piston, 
and connect with or cause to act upon such pis- 
ton a spring, preferably, an air spring, under 
such conditions as to automatically regulate 
the period of the vibration, so that the alter- 
nate impulses of the power impelled piston 
and the natural vibrations of the spring shall 
always correspond in direction and coincide 
in time. In such an apparatus it being es- 


sential that the inertia of the moving system | opening d’’. 


certain definite relations, itis obvious that the 
practicable amount of work performed by the 
engine, when this involves the overcoming of 
inertia is a limitation to the applicability of 
the engine. I therefore propose, in order to 
secure all the advantages of such perform- 
ances as this form of engine is capable of, to 
utilize it as the means of.controlling the ad- 


| mission and exhaust of steam or gas under 


pressure in other engines generally, but more 
especially those forms of engine in which the 
piston is free to reciprocate, or in other words, 
is not connected with.a fly wheel or other like 
device for regulating or controlling its speed. 
The drawings hereto annexed illustrate 
devices by means of which the invention may 
be carried out, Figure 1 being a central ver- 
tical section of an engine embodying my in- 
vention, and Fig. 2 a similar view of a modi- 
fication of the same. 
Referring to Fig.1,A designates a cylinder 
containing a reciprocating piston B secured 
to a rod C extending through one or both cyl- 
inder heads. oe , 
D D’ are steam ducts communicating with 
the cylinder at or near its ends and E is the 
exhaust chamber or passage located between 
the steam ports. The piston B is provided 
with the usual passages F F’ which by the 
movements of the piston are brought alter- 
nately into communication with the exhaust 
port. °. 
G designates a slide valve which when re- 


ciprocated admits the steam or the gas by 


which the engine is driven, from the pipe G’ 
through the ducts D D’ to the endsof thecyl- 
inder. , 

The parts thus described may be considered 
as exemplifying any cylinder, piston and slide 
valve with the proper ports controlled there- 
by, but the slide valve instead of being de- 
pendent for its movement upon the piston B 
is connected in any manner So as to be recip- 
rocated by the piston rod of asmall engine of 
constant period, constructed substantially as 
follows:—a is the cylinder, in which works the 
piston 6. An inlet pipe c passes through the 
side of the cylinder at the middle portion of 
the same. The cylinder exhausts through 
ports d d into a chamber d’ provided with an 

‘’” The piston 0 is provided with 


and the rigidity of the spring should bear i two circumferential grooves e, f which com- 
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municate through openings g in thesame with 
the cylinder chambers on opposite sides of the 
piston. The special construction of this de- 
vice may be varied considerably, but it is de- 
sirable that all the ports, and more particu- 
larly, the exhaust ports be made larger than 
is usually done, so that no force due tothe ac- 
tion of the steam or compressed air in the 
chambers will tend to retard or accelerate the 
movement of the piston in either direction. 
The piston b is secured to a rod h which ex- 
tends through the cylinder heads, the. lower 
end carrying the slide valve above described 
and the upper end having secured to it a 
plunger 7 in a cylinder 7 fixed to the cylinder 
a@and inline withit. The cylinder 2 is with- 
out ports of any kind and is air-tight except 
that leakage may occur around the piston rod 
which does not require to be very close fitting, 
and constitutes an ordinary form of airspring. 

If steam or a gas under pressure be admit- 
ted through the port cto either side of the 
piston 0, the latter,as will be understood, may 
be maintained in reciprocation, and itis free to 
move, in the sense that its movement in either 
direction ceases only when the force tending 
to impel it and the momentum which it has 
acquired are counterbalanced by the increas- 
ing pressure of the steam in that end of the 
eylinder toward which it is moving, and as in 
its movement the piston has shut offata given 
point, the pressure that impelled it and estab- 
lished the pressure that tends to return it, itis 
then impelled in the opposite direction, and 
this action is continued as long as the requi- 
site pressure is applied. The movements of 
the piston compress and rarefy the airin the 
cylinder z at opposite ends of the same alter- 
nately, and this results in the heating of the 
eylinder. But since a variation of the tem- 
perature of the air in the chamber would af- 
fect the rigidity of the air spring, I maintain 
the temperature uniform as by surrounding 
the cylinder ¢ with a jacket a’ which is open 
to the air and filled with water. 

In. such ah engine as that just above de- 
scribed the normal pressure will produce a 
stroke of determined length, which may be 
inereased or diminished according to the in- 
erease of pressure above or the reduction of 
pressure below the normal and due allowance 
is made in constrneting the engine for a va- 
riation in the length of stroke. The rate or 
period of reciprocation of the piston, however, 
is no more dependent upon the pressure ap- 
plied to drive it, than would be the period of 
oscillation of a pendulum permanently main- 
tained in vibration, upon the force which. pe- 
riodically impels it, the effect of variations in 


such force being merely to produce corre- 


sponding variations in the length of stroke or 
amplitude of vibration respectively. The pe- 
riod is mainly determined by the rigidity of 
the air spring and the inertia of the moving 
system and I may therefore secure any pe- 
riod of oscillation within very wide limits by 
properly proportioning these factors, as by 
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varying the dimensions of the air chamber 
which may be equivalent to varying the rigid- 
ity of the spring, or by adjusting the weight 
of the moving parts. This latter is readily 
accomplished by making provision for the at- 
tachment to the piston rod of one or more 
weights 2’. Since the only work which the 
small engine has to perform is the reciproca- 
tion of the valve attached to the piston rod, 
its load is substantially uniform and its pe- 
riod by reason of its construction will be con- 
stant. ° Whatever may be the load on the 
main engine therefore the steam is admitted 
to the cylinder at defined intervals, and thus 
any tendency to a change of the period of 
vibration in the main engine is overcome. 

The control of the main éngine by the en- 
gine of constant period may be effected in 
other ways—of which Fig. 2 will serve as an 
illustration. In this ease the piston of the 
controlling engine constitutes the slide valve 
of the main engine, so that the latter may be 
considered as operated by the exhaust of the 
former. In the figure I have shown two cyl- 
inders A A’ placed end to end with a piston 
B and B’ in each. The cylinder of the con- 
trolling engine is formed by or in the casing 
intermediate to the two main cylinders but in 
allother essential respects theconstruction and 
mode of operation of the controlling engine re- 
mains as described in connection with Fig. 1. 
The exhaust ports d d however, constitute the 
inlet ports of the cylinders A A’ and the ex- 
haust of the latter is effected through the 
ports ™, m which are controlled by the pis- 
tons B and B’ respectively. The inlet port 
for the admission of the steam to the control- 
ling engine is similar to that in Fig. 1 and is 
indicated by the dotted circle at the center 
of the piston 6. 

An engine of the kind described possesses 
many and important advantages. A much 
more perfect regulation and uniformity of ac- 
tion is secured, while the engine is simple 
and its weight for a given capacity is very 
greatly reduced. The reciprocating move- 
ment of the piston may be converted, by the 
ordinary mechanisms into rotary motion or 
it may be utilized and applied in any other 
manner desired, either directly or indirectly. 

In another application of even date here- 
with I have shown and described two recip- 
rocating engines combined in such manner 
that the movement or operation of one is de- 
pendent upon and controlled by the other. 
In the present case, however, the controlling 
engine is not designed nor adapted to per- 
form other work than the regulation of the 
period of the other, and it. is moreover an en- 
gine of defined character which has the capa- 
bility of an oscillating movement of constant 
period. 

What I claim is— 

1. The combination witb the cylinder and 
reciprocating piston and controlling valve of 
an engine adapted to be operated by steam 
or a gas under pressure of an independently 
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controlled engine of constant period operat- 
ing the said valve, as described. 

2. The combination of an engine cylinder, 
a piston adapted to reciprocate therein, a 
slide valve for controlling the admission of 
steam tosaid cylinder, and an independently 
controlled engine of constant period opera- 
tively connected with said valve. 

3. The combination with the cylinder, pis- 
ton and valve mechanism of a main or work- 
ing engine, of an independent controlling 
engine comprising a cylinder, a piston con- 
nected with-the valve mechanism of the main 
engine, and a spring acting upon the said 
piston and controlling the period of its recip- 
rocation, as set forth. 

4, The combination with a cylinder and a 
piston adapted to be reciprocated by steam 
or a gas under pressure of a cylinder. and a 


20 plunger therein: reciprocated by the piston 


and constituting with its cylinder an air 
spring, and an open jacket or receptacle 
around the said cylinder and containing wa- 
ter to preserve the temperature of the air 
spring uniform, as set forth. 

5. The combination with a cylinder, a re- 
ciprocating piston and valve mechanism for 
controlling the admission and exhaust.of the 
steam or gas under pressure, of a cylinder, a 
piston connected with and operating said 
valve mechanism, and an air spring vibrated 
by the piston, the spring and piston being 
related in substantially the manner described 
to produce a reciprocating movement of con- 
stant period. 


NIKOLA TESLA. 


Witnesses: 
ARTHUR H. SMITH, 
ERNEST HOPKINSON. 


25 


(No Model.) 
N. TESLA. 
ELECTROMAGNETIC MOTOR. 


No. 524,426, | Patented Aug. 14, 1894, 


WITNESSES: chore, _SNVENOR 
Are vwe. , Ze — 
Traut £3, Wrrfobwy, 9 BY 2 ME 


ATTORNEY? 


UNITED STaTEs 


PaTENT OFFICE. 


NIKOLA TESLA, OF NEW YORK, N. Y., ASSIGNOR TO THE TESLA 
. COMPANY, OF SAME PLACE, — 


ELECTRIC 


ELECTROMAGNETIC MOTOR. 
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Lo atl whom it may concern: : 
Be it known that I, Nikona TESLA, a sub- 
ject of the Emperor of Austria-~Hun gary, from 
Smiijan, Lika, border country of. Austria- 
5 Hungary, and a resident of New York, in the 
county and State of New York, have invented 
certain new and useful Improvements in Elec- 
tromagnetic Motors, of which the following is 
a specification, reference being had to the 
to drawings accompanying and forming a part 

of the same. 

. In previous patents of the United States 
notably in those numbered 381,968 and 
382,280, dated May 1, 1888, I have shown ‘and 
15 described a system of transmitting power by 
means of electro-magnetic generators and mo- 
tors. The distinguishing feature of this Sys- 
tem was shown to be the progressive move- 
ment or shifting of the magnetic poles or 
zo points of maximum attraction of a motor, due 
to the action or effect of alternating currents 
passed through independent energizing cir- 
cuits in the motor. To secure this result the 
two currents must have different phases, the 
25 bestresults being obtained when the two cur- 
rents differ by a quarter phase, or in other 
words when the periods of maximum potential 
of one current coincide with the minimum pe- 
riods of ‘the other, and conversely. I have 
also discovered that .a single alternating eur- 
rent may be utilized to produce a progression 
or shifting of the magnetic poles of a motor 
if the field magnets of the same be of differ- 
ent magnetic susceptibility in different parts 
35 so that the magnetic phases of the same will 
differ. That is to say, if the field magnets are 
of such character that their different portions 
will be differently magnetized—in respect to 
time—by the same current impulse, and so 
disposed that the difference of magnetic 
phase will maintain a rotary or progressive 
shifting of the points of maximum magnetic 
effect. This may be accomplished in various 
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40 


ways, aS may best be explained by reference 
to the accompanying drawings, in which—. 

Figure 1, is‘a diagrammatic view of a mo- 
tor constructed in accordance with my inven- 
tion and a generator connected therewith. 
Fig. 2, is an end view of a modified form of 
armature for said motor. 


45 


Let A designate an ordinary type of alter- 
nating current generator in the circuit of 
which is to be connected a motor or motors, 
according to my present invention. I con- 
struct such motor or motors in the following 55 
manner: Ona shaft aI mountan armature C, 
which for convenience of illustration ig pre- 
sumed to be a soft iron plate or disk with two 
cut-away portions or a bar with rounded ends. 
Around this armature I place say four poles, 60 
D DEE, of soft iron, and, as is usual in all 
alternating current machines, built up of in- 
sulated plates or sections to prevent the heat- 
ing that would otherwise occur. Each of these 
cores is surrounded by an energizing coil F 65 
and all of these coils are connected to the 
main circuit from the generator A in series 
or in any other manner to receive simultane- 
ously the current impulses delivered by the 
generator. If the cores are all of the same 70 
shape or mass, or composition, and the coils 
are all wound in the same or alternately op- 
posite directions, no rotation would be pro- 
duced by the passage through the coils of a 
current, whether alternating or direct, since 75 
the attractive forces of the poles upon the 
soft iron armature would be developed simul- 
taneously and would counterbalance or neu- 
tralize each other. But to secure rotation I 
make, for example, the cores D D short with 80 
their coils close to their inner ends and the 
cores EK E long, with their coils removed from 
the inner ends. By this means I secure a 
difference in the magnetic phases which the 
poles exhibit, for while the short cores will 85 
respond to the magnetizing effect of an alter- 
nation or impulse of current in the coils ina 
certain time, a greater interval of time wili 
elapse before the same magnetic intensity 
will be developed at the ends of the longer 90 
cores, and in practice I have found that this 
difference in phase may be utilized to pro- 
duce the rotation of the armature. The of- 
fect being virtually to produce a shifting of 
the points of maximum magnetie effect simi- 
lar to that which takes place when two alter- 
nating energizing currents, differing in phase 
are used, as explained in the patents above 
referred to. The essential difference being 
that in my patented system the rotation is ef- roo 
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fected by a time difference of electrical phase, 
while in the present case it is due to a differ- 
ence in magnetic phases. 

The same or similar results are obtainable 
by other means. For example, to secure the 
requisite difference of magnetic phase, I may 
make two of the eores as EH E of greater mass 
than cores D D, whereby their period of sat- 
uration will be greater than of cores D D, or 
I may make the cores E E of hard ion or 
steel and the cores D D of soft iron, in which 
case the cores Ei E offering greater resistance 
to magnetic changes, will not exhibit their 
magnetism as soon after the passage of a cur- 
rent as the cores DD. Orif the cores of one 
set of poles, as D, D, be removed, the attract- 
ive force of the coils or solenoids would be 
exerted instantly while the magnetie cores E 
E would lag or have a diiferent phase. 

The special form of the motor is largely a 
matter of choice, nor is the invention limited 
to the number of poles nor to the special form 
of armature shown. For example, I may 
employ such an armature as that shown in 
Fig. 2, which is a cylinder or disk C wound 
with coils G closed upon themselves. This 
adds materially to the efficiency of the motor 
for the reason that currents are induced in 
the closed coils and magnetize the iron cyl- 
inder in a manner similar to that described 
in my Patent No. 383,279 of May 1, 1888. 

Without limiting myself, therefore, in the 
particulars hereinbefore specified, what I 
claim as my invention is— 

1. In an alternating current motor the com- 
bination with energizing coils adapted to be 
connected with an external circuit of cores of 
different magnetic susceptibility so as to ex- 
hibit differences of magnetic phase under the 


influence of an energizing current, as herein 40 


set forth. 

2, The combination in an alternating cur- 
rent motor with a rotary armature of mag- 
netic poles, and coils adapted to be connected 
with the external circuit surrounding the 
same, the said cores being constructed of dif- 
ferent size or material whereby their mag- 
netic phase will differ in time as set forth. 

3. The combination in an electro magnetic 
motor with a rotary armature of magnetic 
cores of different length or mass and ener- 
gizing coils surrounding the same and adapted 
to be connected with a single source of alter- 
nating currents, as set forth. 

4. The combination in an electro magnetic 
motor with a rotary armature of short mag- 
netic cores as D D and long magnetic cores 
as E E, and energizing coils surrounding the 
same, those on the cores E E being placed at 
a distance from the inner ends of the said 
cores, as herein set forth. 

5. The combination in an electro-magnetic 
motor with energizing coils adapted to be con- 
nected with a source of alternating currents, 
and cores of different magnetic susceptibility, 
of an armature wound with coils closed upon 
themselves, as herein set forth. 

6. The combination in an electro magnetic 
motor with a rotary armature of field cores 
of different magnetic susceptibility and en- 
ergizing coils thereon conneeted in series and 
adapted to be connected with a source of al- 
ternating currents, as set forth. 


NIKOLA TESLA. 


Witnesses: 
GEO. N. Monro, 
A. PATTERSON. 
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SPECIFICATION forming part of Letters Patent No. 555,190, dated February 25, 1896. 
, * Application filed May 15,1888, Serial No, 273,993, (No model.) 


To all whom it may concern: 

Be it known that I, NrkoLA TESLA, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
have invented certain new and useful Im- 
provements in Electromagnetic Motors, of 


which the following is a specification, refer-. 


ence being had to the drawings accompany- 
ing and forming a part of the same. 

In former patents granted to me—notably, 
Patents Nos. 381,968 and 382,280, of May 1, 
1888—I have shown and described a system 
for the electrical transmission of power char- 
acterized by the following particulars: The 
motor contains independent energizing-cir- 
cuits and the generator has corresponding in- 
duced or current-generating circuits which 
are connected by independent line-circuits 
with those of the motor, the said circuits be- 
ing independent in the sense only that the 
distinctive relations of the currents produced, 
transmitted and utilized in each are preserved 
to produce their proper conjoint effect. The 
disposition of the generator coils or circuits 
is such that the currents developed therein 
and transmitted therefrom to the motor will 
have a certain difference of phase—for ex- 
ample, so that the maximum periods of the 
currents generated in one of such circuits co- 
incide with the minimum periods of the cur- 
rents produced in the other circuit, and the 
corresponding energizing-circuits of the mo- 
tor are so arranged. that the two currents co- 
operate to effect a progressive shifting of the 
magnetic poles or the points of maximum 
magnetic effect in the motor, in consequence 
of which a rotation of its movable element is 
maintained, 

My present invention pertains to this sys- 
tem of electrical transmission of power, its 
novel and distinguishing feature, however, 


being a special means for generating or pro-. 


ducing in the two motor-circuits the alter- 
nating current necessary for the operation of 
the motor, for while in the instances referred 
to I produce both currents directly by a mag- 
neto-electric machine in the present instance 
I generate or produce in but one of the cir- 
cuits of the motor directly an alternating cur- 
rent, and by means of such current induce 
in the other energizing-motor circuit the other 


alternating current necessary for its opera- 
ation. 

When the two currents are both produced 
in the magneto-electric machine, it will be ob- 55 
served that the two line or transmitting cir- 
cuits will of necessity extend the entire dis- 
tance from the generator to the motor; but 
by the plan herein provided one line-circuit 
only is required, as the circuit from the gen- 60 
erator and the other are brought into induet- 
ive relation to each other in the motor itself. 

The following is illustrative of a means by 
which I secure this result in accordance with 
my present invention: I employ as a motor, 65 
for example, a subdivided annular field-mag- 
net within which is mounted a suitable arma- 
ture, as a cylinder or disk, wound with two 
coils at right angles, each of which forms a 
closed circuit. On opposite sides of the an- 70 


hular field-magnet I wind two coils of insu- 


lated wire of a size adapted to carry the cur- 
rent from the generator. Over these coils, or 
close to them, in any of the well-understood 
ways, I wind secondary coils. Ialso wind on 75 
the annular field-magnet midway between — 
the first-mentioned coils a pair of coils which 

I connect up in circuit with the secondary 
coils. 

The last pair of coils I make of finer wire 80 
than the main or line and secondary coils, and 
with a greater number of conyolutions, that 
they may have a greater relative magnetizing 
effect than either of the others. 

By connecting up the main coils in cireuit 85 
with a generator of alternating currents, the 
armature of the motor will be rotated. Ihave 
assumed that this action is explained by the 
following theory: A current-impulse on the 
line passing through the main coils establishes 90 
the magnetic poles of the annular field-mag- 
net at points midway between said coils; but 
this impulse produces in the secondary coils 
a current differing in phase from the first, 
which, circulating through the second pair of 95 
energizing-coils, tends to establish the pole at 
points ninety degrees removed from their first 
position, with the result of producing a move- 
ment or shifting of the poles in obedience to 
the combined magnetizing effect of the two 100 
setsof coils. Thisshifting, continued by each 
successive current-impulse, establishes what. 
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may be termed a “‘ rotary effort,” and operates 
to maintain the armature in rotation. 

In the drawings annexed I have shown, in 
Figure 1, an alternating- current generator 
connected with a motor shown diagrammati- 
cally and constructed in accordance with my 
invention, and in Fig. 2a diagram of a modi- 
fied form of motor. 

A designates any ordinary form of alter- 
nating-current generator, and B B the line- 
wires for connecting the same with the motor. 

C is the annular field-magnet of the motor. 

D D are two main coils wound on opposite 
sides of the ring or annular field and con- 
nected up with the line and having a tend- 
ency to magnify the ring C with opposite poles 
midway between the tio coils. 

E E are two other magnetizing-coils wound 
midway between the coils D D, but havinga 
stronger magnetizing influence for a current 
of given strength than coils D D. 

FE F are the secondary coils, which are as- 
sociated with the main coils D D. They are 
in circuits which include the coils E H, re- 


spectively, the connections being made in’ 


such order that currents induced in coils IF 
and cireulating in coils E will act in opposi- 
tion to those in coils Kin so far only as the lo- 
cation of the magnetic poles in the ring C is 
concerned. 

The armature may be of any of the forms 
used by me in my alternating-current system, 
and is shown as wound with two closed coils 
G Tf at right angles to each other. 

In order to prolong the magnetizing effect 
of the induced currents in producing a shift- 
ing of the poles, I have carried the principle 
of the construction exhibited in Fig. 1 fur- 
ther, thereby obtaining a stronger and better 
rotary effect. 

Referring to Fig. 2, Cis an-annular field- 
magnet having three pairs or oppositely-lo- 
cated sets of polar projections IX L M. Upon 
one pair of these projections, as IX, the main 
energizing-coils Dare wound. Overthese are 
wound the secondary coils E. On the next 
polar projections L TL. are wound the second 
energizing-coils I, which are in circuit with 
coils E. Tertiary-induced coils EF’ are then 
wound over the coils I’, and on the remaining 
polar projections M the third energizing-coils 
1” are wound and connected up in the circuit 
of the tertiary coils E’. 

The cylindrical or disk armature core Nin 
this motor has polar projections wound with 
coils O, forming closed cireuits. My object 
in constructing the motor in this way is to 
effect more perfectly the shifting of the points 
of maximum magnetic effect. for; assuming 
the operation of the motor to be due to the 
action above set forth, the first effect of a 
current-impulse in this motor will be to mag- 
netize the pole-pieces IK K; but the eurrent 
thereby induced in coils E magnetizes the 
pole-pieces L, and the current induced in turn 
in coils EK’ magnetizes the pole-pieces M. The 
pole-pieces are not magnetized, at least to 
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their full extent, simultancously by this 
means; but there is enough of a retardation 
or delay to produce a rotary effect or infiu- 
ence upon the armature. The application of 
this principle is not limited to the special 
forms of motor herein shown, as any of the 
double-cireuit alternating-current motors in- 
vented by me and described in former Letters 
Patent to me may be adapted to the same 
purpose. 

This invention, moreover, is not limited to 
the specific means herein shown for inducing 
in one energizing-cireuit of the motor the cur- 
rents necessary for co-operating with the pri- 
mary current of the generator for producing 
the progressive shifting of the poles or points 
of maximum magnetic effect. 

I believe that I am the first to produce any 
kind of a motor adapted to be operated by 
alternating currents and characterized by any 
arrangement of independent circuits brought 
into inductive relation so as to produce a ro- 
tary effort or effect due to the conjoint action 
of alternating currents from a source of sup- 
ply in one of the motor-circuits and alternat- 
ing currents induced by the first-named cur- 
rents in the other circuit, and this without 
reference to the specific character or arrange- 
ment of the said two eircuits in the motor. 

What I therefore claim as my invention is— 

1. In an electromagnetic motor, the combi- 
nation of independent energizing-circuits, one 
adapted to be connected with a source of al- 
ternating current, the other arranged in in- 
ductive relation to the said first circuit where- 
py the motor will be operated by the result- 
ant action of the two circuits, as set forth. 

2. The combination in an electromagnetic 
motor, with an alternating coil or conductor 
and a closed-circuit conductor in inductive 
relation thereto, of an armature mounted so 
as to be within the field produced by the coil 
and closed conductor, as set forth. 

3. The combination in an electromagnetic 
motor, with energizing-coils adapted to be 
connected with the generator of induced coils 
and independent energizing-coils in cireuit 
therewith and arranged to produce.a shifting 
movenient of the points of maximum imag- 
netic effect of the motor, as set forth. 

4. The combination in an electromagnetic 
motor of a series of independent energizing- 
coils or sets of coils and induced coils wound 
on all the energizing-coils or sets of coils but 
the last of the series, the first energizing-coil 
or set of coils being included in circuit with 
a generator and each succeeding energizing- 
coil or set of coils being in cireuit with the in- 
duced coils of the next preceding energizing- 
coils of the series. 

5. In a system for the electrical transmis- 
sion of power the combination of an alternat- 
ing-current, generator, a motor with an ener- 
gizing coil or coils connected with the gen- 
erator, secondary coils in inductive relation 
to said energizing-coils, and energizing-coils 
in circuit therewith arranged in substantially 
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the manner set forth to produce a movement 
or rotation of the points of maximum mag- 
netic effect of the motor, as set forth. 

6. In an electromagnetic motor the combi- 
nation of independent energizing-circuits,one 
for connection with a source of alternating 
currents, the other in inductive relation tothe 
first, whereby a rotary movement or projec- 
tion of the field-poles will be produced by the 


eo 


conjoint action of. the two and an armature to 
mounted within the influence of the field pro- 
duced by the energizing-circuits and contain- 
ing closed coils or circuits, as set forth. 


NIKOLA TESLA. 
Witnesses: 
Rost. F. GAYLORD, 
FRANK E. HARTLEY. 
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SPECIFICATION forming part of Letters Patent No. 567,818, dated September 15, 1896. 


Application filed June 17, 1896, 


Lo att whom it may concern: : 

Be it known that I, NrkoLa TESLA, a citize 
of the United States, residing at New York, 
in the county and State of New York, have 
invented certain new and useful Improve- 
ments in Electrical Condensérs, of which the 
following is a specification, reference being 
had to the drawings accompanying and form- 
ing a part of the same. 

It has heretofore been announced and dem- 
onstrated by me that, under ordinary condi- 
tions, the efficiency of an electrical condenser 
is greatly increased by the exclusion of air or 
gaseous matter in general from the dielectric. 
In a patent granted to me December 8, 1891, 
No. 464,667, I have shown and described a 
convenient and practicable means of aecom- 
plishing this result by immersing the con- 
ducting-plates or armatures of thecondenser 
in an ingulating fluid, such as oil. 

My present invention, while based upon 


this important feature of the practically com- 


plete exclusion of air or gas fromthe dielec- 
tric, is an improvement on the forms of con- 
denser heretofore described and used by me. 

According to my present invention I-em- 
ploy an electrolyte, or, in general, a conduct- 
ing liquid in lieu of a solid, as the material 
for the armatures of the condenser, under 
conditions more fully hereinafter described, 
whereby air or gas will be practically pre- 
vented from exercising upon the condenser 
or the more active portions of the same the 
detrimental effects present in such devices as 
heretofore made. Such condensers are es- 
pecially advantageous when used with cir- 
cuits of great rates of electrical vibration be- 
cause of the high conducting capacity of such 
fluids for currents of this character. There 
is, however, a general advantage derived 
from the fact that the conducting fluids have 
a high specific heat, so that the temperature 
remains constant, a condition in many cases 
highly advantageous and not met with in 
condensers of ordinary construction. 

In the accompanying drawings, annexed 
in illustration of the manner in which my im- 
provement is or may be carried into practice, 
Figure 1 is a view, partly in vertical section, 
of a condenser constructed in accordance with 
the invention. Fig. 2 is a part vertical sec- 
tion of a modified form of such condenser. 


Serial No. 595,928, (Mo model.) 


A designates a jar or receptacle partly or 
wholly of conducting material and provided 
with a closely-fitting cap or cover B, prefer- 
ably of insulating material. Within this re- 
ceptacle is a smaller jar or vessel C, of insu- 
lating material, containing a conducting-elec- 
trode D, supported by the cover B, through 
which passes a suitable terminal E, which 
may be incased in an insulating-plugP. The 
spaces within the jars orreceptacles are nearly 
filled with a conducting liquid ¥F G, such as a 
saline solution, the two bodies of such liquid 
in the inner and outer receptacles constitut- 
ing the condenser -armatures. Above the 
conducting solution in each of the receptacles 
is poured a layer of oil L or other insulating 
liquid, which serves to prevent access of air 
to the highly-charged armatures. The ter- 
minals for the two armatures may be pro- 
vided in various ways, but in such forms of 
condenser as that illustrated I prefer to util- 
ize the conducting portion of the outer recep- 
tacle as one terminal, securing a binding-post 
to the same, as at H, and to employ an elec- 
trode D of suitably-extended surface im- 
mersed in the liquid of the inner receptacle 
and in electrical connection with the binding- 


post E. It is desirable in some cases to mod- 
ify the construction of the condenser, as when. 
a larger capacity is required. In such in- 
stances, in order to secure the substantial 
benefits of the improvement above described, 
I construct the instrument as shown in Fig. 2. 
In this case Temploy a jar or receptacle A 
whichis preferably used also as one terminal 
and filled with a conducting liquid, as before. 
Into the latter extends a series of connected 
conductors K, inclosed and fully insulated 
from the liquid by a coating of such material 
as gutta-percha R. These conductors are 


55 


60 


65 


7° 


75 


80 


85 


go 


electrically joined to a terminal KH, which ex- © 


tends up through the cover B, and constitute 
one of the armatures of the condenser. On 
the surface of the electrolyte or conducting 
liquid is poured a quantity of oil L, for the 
purpose above stated. While I have illus- 
trated the invention in its preferred form for 
general practical purposes, it will be under- 
stood that without departure from the inven- 
tion its construction may be greatly varied 
and modified. 
What I claim is— . 
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1. In an clectric condenser constructed or 
provided with means for the exclusion of air 
and gas, and an armature composed of a con- 
ducting liquid as herein set forth. 

2. A condenser comprising as armatures 
two bodies of conducting liquid electrically 
insulated and contained in a receptacle from 
which air and gas are excluded. 

3. A condenser comprising two bodies of 


zo conducting liquid electrically insulated and 


contained in a receptacle, and a seal of insu- 
lating liquid on the surfaces of the liquid, as 
set forth. 

In testimony whereof I have hereunto set 
my hand this 15th day of June, 1896. 


NIKOLA TESLA. 
Witnesses: 
DRURY W. CooPER, 
M. LAWSON DYER. 
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To att whonr it may concern: 

Beit known that I, NIKoLA TESLA, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
vented certain new and useful Improvements 
in Apparatus for the Production of Electric 
Currents of High Frequency and Potential, 
of which the foliowing is a specification, ref- 
erence being had to the drawings accompany- 
ing and forming a part of the same. 

The invention. which forms the subject of 
iny present application is embodied in an im- 
provement on an electrical apparatus in- 
vented by me and described in prior Letters 
Patent, notably in United States Patents No. 
462,418, dated November 8, 1891, and No. 
454,622, dated June 23,1591. This apparatus 
was devised for the purpose of converting 
and supplying electrical energy in a form 
suited for the production of certain novel 
electrical phenomena which require currents 
of higher frequency and potential than can 
readily or even possibly be developed by gen- 
erators of the ordinary types or by such me- 


chanical appliances as were theretofore 
known. The apparatus, as a whole, involves 


means for utilizing the intermittent or oscil- 
lating discharge of the accumulated electrical 
energy of a condenser or a circuit possess- 
ing capacity in what may be designated the 
‘““working” circuit, or that which contains the 
translating devices or those which are oper- 


‘ated by such currents. 


The object of my present improvements is 
to provide a simple, compact, and effective 
apparatus for producing these effects, but 
adapted more particularly for direct applica- 
tion to and use with existing circuits carry- 
ing direct currents, such as the ordinary mu- 
nicipal incandescent-lighting circuits. The 
way in which I accomplish this, so as to meet 
the requirements of practical and economical 
operation under the conditions present, will 
be understood from a general description of 
the apparatus which I have devised. In any 
given circuit, which for present purposes may 
be considered as conveying direct currents 
or those of substantially the character of di- 
rect or continuous currents and which for 
general purposes of illustration may be as- 
sumed to be a branch or derived circuit across 
the mains from any ordinary source, I inter- 
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pose a device or devices in the nature of a 
choking-coil in order to give to the circuit a 
high self-induction. LIalso provide a circuit- 
controller of any proper character that may 
be operated to make and break said circuit. 
Around the break or point of interruption I 


place a condenser or condensers to store the- 


energy of the discharge-current, and in a lo- 
cal circuit and in series with such condenser 
I place the primary of a transformer, the sec- 
ondary of which then becomes the source of 
the currents of high frequency. It will be 
apparent from a consideration of the condi- 
tions involved that were the cendenser to be 
directly charged by the current from the 
source and then discharged into the working 
circuita very large capacity would ordinarily 
be required, but by the above arrangement 
the current of high electromotive force which 
is induced at each break of the main cireuit 
furnishes the proper current for charging the 
condenser, which may therefore be small and 
inexpensive. Moreover, it will be observed 
that since the self-induction of the circuit 
through which the condenser discharges, as 
well as the capacity of the condenser itself, 
may be given practically any desired value, 
the frequency of the discharge-current may 
be adjusted at will. 

The object sought in this invention may be 
realized by specifically different arrange- 
ments of apparatus, but in the drawings hereto 
annexed J have illustrated forms which are 
typical of the bestand most practicable means 
for carrying out the invention of which I am 
at present aware. 

Figure 1 is a diagrammatic illustration of 
the apparatus, and Fig. 2 a modification of 
the same. ; 

Referring to Fig. 1, A designates any source 
of direct current. In any branch of the cir- 
cuit from said source, such, for example, as 
would be formed by the conductors A” A” 
from the mains A’ and the conductors K K, 
are placed self-induction or choking coils B 
B and a cireuit-controller ©. This latter 
may be an ordinary metallic disk or eylinder 
with teeth or separated segments D D ER, of 
which one or more pairs, as E E, diametrically 
opposite, are integral or in electrical contact 
with the body of the cylinder, so that when 
the controller is in the position in which the 
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two brushes F F bear upon two of said seg- 
ments EE the cireuit through the choking- 
coils Bwill beclosed. The segments D D are 
insulated, and while shown in the drawings 
as of substantially the same length of arc as 
the segments E EH this latter relation may be 
varied at will to regulate the periods of charg- 
ing and discharging. 

‘The controller C is designed to be rotated 
by any proper device, such, for example, as 
an electromagnetic motor, as shown in Fig. 2, 
receiving current either from the main source 
or elsewhere. Around the controller C, or in 
general in parallel therewith, is a condenser 
H, and in series with the latter the primary 
K of a transformer, the secondary L of which 
constitutes the source of the currents of high 
frequency which may be applied to many 
useful purposes, as for electric illumination, 
the operation of Crooke’s tubes, or the pro- 
duction of high vacua. 

I’ indicates the circuit from the secondary, 
which may be regarded as the working circuit. 

A more convenient and simplified arrange- 
ment of the apparatus is shown in Fig. 2. In 
this case the small motor G; which drives the 
controller, has its field-coils in derivation to 
the main circuit, and the controller C and 
condenser IT are in parallel in the field-cir- 
cuit between the two coils. Insuch case the 
field-coils M take the place of the choking- 
coils B. In this arrangement, and in fact 
generally, it is preferable to use two con- 
densers or a condenser in two parts and to 
arrange the primary coil of the transformer 
between them. The interruptions of the 
field-cireuit of the motor should be so rapid 
as to permit only a partial demagnetization 
of thecores. These latter, however, shouldin 
this specific arrangement be laminated. 

The apparatus, as will now be seen, com- 
prises, as essential elements, choking-coils, a 
circuit - controller, means for rotating the 
same, acondenser, andatransformer. ‘These 
elements may be mechanically associated in 
any convenient and compact form, but so far 
as their general arrangement and relations 
are concerned I prefer the relative disposi- 
tion illustrated, mainly because, by reason of 
their symmetrical arrangement in the cir- 
cuit, the liability of injury to theinsulation of 
any of the devices is reduced toa minimum. 

Ido not mean to imply by the terms em- 
ployed in. describing my improvements that 
J limit myself to the use of the precise de- 
vices commonly designated by such terms. 


For instance, the choking-coil as a distinctive 
device may be wholly dispensed with, pro- 
vided the circuit in which it must otherwise 
be placed have a sufficiently high self-induc- 
tion produced in other ways. So, too, the ne- 
eessity of a condenser, strictly speaking, is 
avoided when the circuit itself possesses suf- 
ficient capacity to accomplish the desired re- 
sult. 

Having now described my invention and 
the manner in which the same is or may be 
earried into practical effect, what I claim is— 

J. The apparatus herein described for con- 
verting direct currents into currents of high 
frequency, comprising in combination a cir- 
cuit of high self-induction, a circuit-control- 
ler adapted to make and break such circuit, 
a condenser into which the said circuit dis- 
charges when interrupted, and a transformer 
through the primary of which the condenser 
discharges as set forth. 

2. The combination of a source of direct 
current anda circuit therefrom, choking-coils 
in said circuit, means for making and break- 
ing the circuit through said coils, a condenser 
around the point of interruption in the said 
circuit and a transformer having its primary 
in cirenit with the condenser as set forth. 

3..The combination with a cirenit of high 
self-induction and means for making and 
breaking the same, of a condenser around the 
point of interruption in the said circuit, and 
a transformer the primary of which is in the 
condenser-cireuit as described. 

4. The combination with a circuit of direct 
current and having a high self-induction, of 
a circuit-controller for making and breaking 
said circuit, a motor for driving the control- 
ler, a condenser in a circuit connected with 
the first around the point of interruption 
therein, and a transformer the primary of 
which is in cirenuit with the condenser as set 
forth. 

5. The combination with a circuit of direct 
current, a controller for making and break- 
ing the same, a motor having its field-mag- 
nets in said circuit and driving the said con- 
troller, a condenser connected with the cir- 
cuit avound the point of interruption therein 
and a transformer the primary of which is in 
circuit with the condenser as set forth. 


NIKOLA TESTA. 
Witnesses: 
Epwin B. Hopkinson, 
M. Lawson Dvr. 
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_ SPECIFICATION forming part of Letters Patent No. 568,177, dated September 22, 1896, . 


Application filed June 17, 1896, 


To all whom it may concern: . 

Be it known that I, Nixons TESLA, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
have invented certain new and useful Im- 
provements in Apparatus. for Producin g 
Ozone, of which-the following is a specifica- 
tion, reference being had to the drawings ac- 
companying and forming a part of the same. 

The invention subject of my present appli- 
cation has primarily as its object to provide 
a simple, cheap, and effective apparatus for’ 
the production of ozone or such gases as are 
obtained by the action of high-tension elec- 
trical discharges, although in the application. 
to such purposes of the apparatus heretofore 
invented by me and designed for the produc- 
tion of electric currents of high frequency and 
potential I have made certain improvements 


usefulin other and more general applications 
ofthesame. Ihave heretofore shown and de- 
scribed, notably in Patents No. 462,418, dated 
November 3, 1891, and No. 454,622, dated 
June 23, 1891, an apparatus devised for the 
purpose of converting and supplying elec- 
trieal energy.in a form suited for the produc- 
tion of certain novel electrical phenomena 
which require currents of higher frequency 
and potential than can readily or even possi- 
bly be developed by generators of the ordi- 
nary types or by such mechanical appliances 
as were theretofore known. This apparatus 
involved means for utilizing the intermittent 
or oscillating discharge of the accumulated 


electrical energy of a condenser or a circuit | 


possessing capacity in what may be desig- 
nated. the “‘working” circuit. or that which 
contains the translating devices or means for 
utilizing such currents. In my present im- 
provement I have utilized appliances of this 
general character under conditions and in 
combination with certain instrumentalities, 
hereinafter described, which enable m e to pro- 
duce, without difficulty and at very slight ex- 
pense, ozone in.any desired quantities. I 
would state the apparatus which I have de- 
vised for this purpose is capable of other and 
highly important uses of a similar nature, 
but for purposes of the present case I deem 


it sufficient to describe its operation and ef- 
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fects when used for the 
ing ozone. 

In the accompanying drawings, illustrative 
of the principle of construction and mode of 
operation of my improvement, Figure 1 is a 
diagrammatic illustration of the invention: 
and Vig. 2,-a view, partly in side elevation 
and partly in section, of the apparatus as I 
construct it for practical use. 

The device hereinafter described is espe- 
cially designed for direct application to and 
use with existing circuits carrying direct cur- 
rents, such as the ordinary municipal inean- 
descent-lighting circuits. - ae 

Let A B designate the terminals from any 


purpose of generat- 


| given circuit of this character. In such cir- 


cuit I connect up an electromagnetic motor 
C in any of the usual ways. That is to say, 
_the coils of the field and armature may be in 
series or derivation ‘or wholly independent, 
and either or both are connected up in the 
circuit. In the present instance one termi- 
nal, as B, is connected to one of the binding- 
posts, from which the circuit is led through 
one field-coil, D, the brushes and commutator 
E, the other field-eoil, F, and thence to a 
brush G, which rests upon acireuit-controller 
H, consisting in general of a conducting disk 
or cylinder with insulating-sections in its pe- 


of 
60 
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80 


riphery. The other terminal, as-A, conncets ’ 


with a second brush K, bearing on the con- 
troller, so that the current which passes 


through and operates the motor is period- 


ically interrupted. For this reason the iron 
cores of the motor should be laminated. 
Around the controller is formed a circuit of 


85 


low self-induction, which includes a con- ’ 


denser Land the primary M of a transformer. 
The circuit. including the motor is of rela- 
tively high self-induction, and this property 
is imparted to it by the coils of the motor, or, 
when these are not sufficient, by the addition 
of suitable choking-coils, so that at each 
break of the motor-circuit a current of high 
electromotive force will be developed’ for 


go 


95 


charging the condenser, which may therefore _ 


be small and inexpensive. The condenser 
discharges through the circuit whith is com. 
pleted through the brushes G K and the con- 
troller H, and since the self-induction of this 
circuit, as well as the capacity of. the con- 
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denser itself, may be given practically any 
desired value the frequency of the discharge- 
current may be adjusted at will. The poten- 
tial of the high-frequency discharge-current 
is raised by a secondary coil N. in inductive 
relation to the primary M. The conductors 
of such secondary circuit are connected to 
two insulated conducting-plates P_P, and 
when the apparatus is in operation a dis- 
charge in the form of streams will be main- 
tained between such plates, as indicated by 
the wavy lines in the figures. If air be forced 
between the plates P ‘during this discharge, 
the effectiveness of the apparatus is increased. 
and ozone is generated in large quantities. 


In order to secure this result, I inclose the 
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said plates P P in a casing R of any proper 
description, through which a current of air 
is maintained by : a fan 8, mounted on the 
shaft of the motor. 

This apparatus may be constructed and 
combined in very compact form and: small 
compass. Its operation involves but a small 
expenditure of energy, while it requires prac- 
tically no care or attention for the continued 
production of ozone in unlimited amount. 

What I claim as my invention is— 

1. The combination with a circuit of direct 
currents, of a controller for making and break- 


ing the same, a motor included in or connected: 


with said circuit so as to increase. its: self-in- 
duction, and driving the said controller, a 
condenser in a circuit around the controller, 
and a transformer through.the primary of 
which the condenser discharges, as set forth. 
_2. The combination with a circuit of direct 
currents, of a controller for making and break- 


ing the same, a series-wound motor having’ 


its coils included in said circuit and driving 
the said controller, a condenser connected 
with the circuit around the point of interrup- 
tion therein, and a transformer, the primary 
of which is in. the discharge-circuit of the 
condenser, as set forth. . 

‘3. A device for producing ozone comprising 


in combination, surfaces between which an- 


electrical discharge takes place, a transformer 
for producing the potential necessary forsuch 
discharge, a condenser in the primary circuit 


of the transformer, a charging-circuit, means 50 


for charging the condenser by such circuit 
and discharging it through the primary of 
the transformer, and a device for maintain- 


ing a current of air between the discharge- 


surfaces, as set forth. 

4, Adevice for producing ozone comprisin g 
in combination, surfaces between which an. 
electrical discharge takes place, a transformer 
for producing the potential necessary for such 


discharge, a condenser in the primary circuit 60. 


of the transformer, a charging-circuit, means 
for charging the condenser by such circuit: 
and dischar: ging it through the primary of 
the transformer, a motor operated by the 


charging-circuit, and a device operated there- 6 5 


by for maintaining a current of air between - 
the discharge-surfaces, as set forth. 

5. A device for producing ozone comprising 
in combination, surfaces between which an 


electrical discharge takes place, atransformer 70 . 


for producing the potential necessary for such 
discharge, a condenser in the primary circuit 
of the transformer, a charging-cireuit, a cir- 
cuit-controller effecting the charging and dis- 


charging of the condenser, and a fan-motor 75 


connected with the charging-circuit and op- 
erating the circuit-controller and adapted to 
maintain a current of air between the dis- 
charge-surfaces, as set forth. 


6. “A device for producing ozone compr ising 80 


in combination, means for charging a con- 
denser, a circuit of low self-induction and re- 
sistance into which the condenser discharges, 
a coil for raising the potential of such dis- 


charge, and means for passing a current of 85 


air through the high- potential discharge, as 
set forth. 


 NIKOLA TESLA. 


Witnesses : 
' Drury W. Cooper, 
M. Lawson DYER. 
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Lo all whom té may concern: a 

Be it known that I, NrkoLa TESLA, a citi- 
zen of the United States, residing at New 
York, in the county and State of New. York, 
have invented certain new and useful Im- 
provements in Methods of Regulating Appa- 
ratus for Producing Currents of High Fre- 
quency, of which the following is a specifica- 
tion, reference being had to the drawings ac- 
companying and forming a part of the same. 

In previous patents and applications Ihave 
shown and described a method of and appa- 
ratus for generating electric currents of high 
frequency suitable for the production of va- 
rious novel phenomena, such as illumination 
by means of vacuum-tubes, the production 
of ozone, Roentgen shadows, and other pur- 
poses. The special apparatus of this ¢har- 
acter which I have devised for use with cir- 


cuits carrying currents in the nature of those 


classed as direct, or such as are generally ob- 
tainable from the ordinary circuits used in 
municipal systems of incandescent lighting, 
is based upon the following principles: 

The energy of the direct-current supply is 
periodically directed into and stored in a cir- 
cuit of relatively high self-induction, and in 
such form is employed to charge a condenser 
or circuit of capacity, which, in turn, is 
caused to discharge through a circuit of low 
self-induction containing means whereby the 
intermittent current of discharge is raised to 
the potential necessary for producing any de- 
sired effect. 

Considering the conditions necessary for 
the attainment of these results, there will 
be found, as the essential elements of the 
system, the supply-circuit, from which the 
periodic impulses are obtained, and what 
may be regarded as the local circuits, com- 
prising the circuit of high self-induction for 
charging the condenser and the circuit of 
low self-induction into which the condenser 
discharges and which itself may constitute 
the working circuit, or that cotitaining the 
devices for utilizing the current, or may be 
inductively related to a secondary circuit 
whichconstitutes the working circuit proper. 
These several circuits, it will be understood, 
may be more or less interconnected; but for 
purposes of illustration they may be regarded 
as practically distinct, with a cireuit-con- 


a 


troller for alternately connecting the con- 
denser with the circuit by which it is charged 
and with that into which it discharges, and 
with a primary of a transformer in the lat- 
ter circuit having its secondary in that which 
contains the devices operated by the current. 

To this system or combination the inven- 
tion, subject of my present application, per- 
tains, and has for its object to provide a 
proper and economical means of regulation 
therefor. 

It is well known that every electric circuit, 
provided its ohmic resistance does not exceed 
certain definite limits, has a period of vibra- 
tion of its own analogous tothe period of vi- 
bration of aweighted spring. In order to al- 
ternately charge a given circuit of this char- 
acter by periodic impulses impressed upon it 


-and to discharge it most effectively, the fre- 


quency of the impressed impulses should bear 
a definite relation to the frequency of vibra- 


‘tion possessed by the circuit itself. More- 


over, for like reasons the period or vibration 
of the discharge-circuit should bear a similar 
relation to the impressed impulses or the 
period of the charging-cireuit. When the 
conditions.are such that the general law of 
harmonic vibrations'is followed; the circuits 
are said to be in resonance or in electromag- 
netic synchronism, and this condition I have 
found in my system to be highly advanta- 
geous. Hence in practice I adjust the elec- 
trical constants of the circuits so that in nor- 
mal operation this condition of resonance is 
approximately attained. Toaccomplish this, 
the number of impulses of current directed 
into the charging-circuit per unit time is 
made equal to the period of the charging-cir- 
cuit itself, or, generally, to a harmonic there- 
of, and the same relations are maintained 
between the charging and discharge circuit. 
Any departure from this condition will re- 
sult in a decreased output, and. this fact I 
take advantage of in regulating such output 
by varying the frequencies of the impulses 
or vibrations in the several cireuits. 
Inasmuch as the period of any given cir- 
cuit depends upon the relations of its resist- 
ance, self-induction, and capacity, a variation 
of any one or more of these may result in a 
variation in its period. There are therefore 


various ways in which the frequencies of 
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vibration of theseveral circuits in the system 
referred to may be varied, but the most prac- 
ticable and efficient ways of accomplishing 
the desired result are the following: (a) vary- 
ing the rate of the impressed impulses of cur- 
rent, or those which are directed from the 
source of supply into the charging-circuit, as 
by varying the speed of the commutator or 
other cireuit-controller; (b) varying the self- 
induction of the charging-cireuit; (c) vary- 
ing the self-induetion or capacity of the dis- 
charge-cireuit. 

To regulate the output of a single circuit 
which has no vibration of its own by merely 

varying its period would evidently require, 

for any extended range of regulation, a very 
wide range of variation of period; but in the 
system described a very wide range of regu- 
lation of the output may be obtained by a 
very slight change of the frequency of one of 
the circuits when the above-mentioned rules 
are observed. 

In illustration of my invention I have 
shown by diagrams in the accompanying 
drawings some of the more practicable means 
for carrying out the same. The figures, as 
stated, are diagrammatic illustrations of the 
system in its typical form provided with reg- 
ulating devices of different specific charac- 
ter. ‘These diagrams will be described in de- 
tail in their order. 

In each of the figures, A B designate the 
conductors of a supply-cireuit of continuous 
current; C, a motor connected therewith in 
any of the usual ways and driving a current- 
controller D, which serves to alternately close 
the supply-circuit through the motor or 
through a self-induction coil E and to con- 
nect such motor-cireuit with a condenser F, 
the cirenit of which contains a primary coil 
G, in proximity to which is a secondary coil 
HU, serving as the source of supply to the work- 
ing circuit, or thatin which are connected up 
the devices KC KC for utilizing the current. 

The circuit-controller, it may be stated, is 
any device which will permit of a periodic 
charging of the condenser I by the energy of 
the supply-circuit and its discharging into 
a circuit of low self-induetion supplying di- 
rectly or indirectly the translating devices. 
Inasmuch as the sourceof supply is gencrally 
of low potential, it is undesirable to charge 
the condenser directly therefrom, as a con- 
denser of large capacity will in such cases be 
required. I therefore employ a motor of high 
self-induction, orin place of or in addition to 
such motor a choking or self-induction coil 
K, to store up the energy of the supply-cur- 
rent directed into it and to deliver it in the 
form of a high-potential discharge when its 
circuit is interrupted and connected to the 
terminals of the condenser. 

In order to secure the greatest efficiency in 
asystem of this kind, it is essential, as] have 
before stated, thatthe circuits, which, mainly 
asa matter of convenience, I have designated 
as the ‘‘charging” and the “discharge” cir- 


cuits, should be approximately in resonance 
or electromagnetic synchronism. Moreover, 
in order to obtain the greatest output froma 
given apparatus of this kind, it is desirable 
to maintain as high a frequency as possible. 

The electrical conditions, which are now 
well understood, having been adjusted to se- 
cure, as far as practical considerations will 
permit, these results, I effect the regulation 
of the system by adjusting its elements so as 
to depart in a greater or less degree from the 
above conditions with a corresponding varia- 
tion of output. For example, asin Figure 1, 
I may vary the speed of the motor, and con- 
sequently of the controller, in any suitable 
manner, as by means of a rheostat L in a 
shunt to such motor or by shifting the posi- 
tion of the brushes on the main commutator 
M of the motor or otherwise. <A very slight 
variation in this respect, by disturbing the 
relations between the rate of impressed im- 
pulses and the vibration of the cirenit of high 
self-induction into which they are directed, 
causes a marked departure from the condi- 
tion of resonance and a corresponding reduc- 
tion in the amount of energy delivered by the 
impressed impulses to the apparatus. 

A similar result may be secured by modi- 
fying any of the constants of the local circuits, 
as above indicated. For example, in Fig. 2 
the choking-coil E is shown as provided with 
an adjustable core N, by the movement of 
which into and out of the coil the self-induc- 
tion, and consequently the period of the cir- 
cuit containing such coil, may be varied. 

As an example of the way in which the dis- 
charge-cirenit, or that into which the con- 
denser discharges, may be modified to pro- 
duce the same result I have shown in Fig. 3 
an adjustable self-induction coil Rin the cir- 
cuit with the condenser, by the adjustment 
of which the period of vibration of such cir- 
cuit may be changed. 

The same result would be secured by vary- 
ing the capacity of the condenser; but if the 
condenser were of relatively large capacity 
this might be an objectionable plan, and a 
more practicable method is to employ a vari- 
able condenser in the secondary or working 
circuit, as shown in Fig. 4. As the potential 
in this circuit is raised to a high degree, a 
condenser of very small capacity may be eim- 
ployed, and if the two circuits, primary and 
secondary, are very intimately and closcly 
connected the variation of capacity in the 
secondary is similar in its effects to the vari- 
ation of the capacity of the condenser in the 
primary. TI have illustrated as a means well 
adapted for this purpose two metallie plates 
8 8, adjustable to and from each other and 
constituting the two armatures of the con- 
denser. 

J have coufined the description herein to 
a source of supply of direct current, as to 
such the invention more particularly applies, 
but it will be understood that if the system 
be supplied by periodic impulses from any 
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source which will effect the same results the 
regulation of the system may be effected by 
the method herein described, and this my 
claims are intended to include. 

What I claim is— 

1. The method of regulating the energy de- 
livered by asystem for the production of high- 
frequency currents and comprising a supply- 
circuit, a condenser, a circuit through which 
the same discharges and means for control- 
ling the charging of the condenser by the sup- 
ply-circuit and the discharging of the same, 
the said method consisting in varying the re- 
lations of the frequencies of the impulses in 
the circuits comprising the system, ‘as set 
forth. 

2. The method of regulating the energy de- 
livered by a system for the production of high- 
frequency currents comprising a supply-cir- 
cuit of direct currents, a condenser adapted 
to be charged by the supply-circuit and to 


discharge through another circuit, the said 
method consisting in varying the frequency 
of the impulses of current from the supply- 
circuit, as set forth. 

3. The method of producing and regulating 
electric currents of high frequency which con- 
sists in directing impulses from a supply-cir- 
cuit into a charging-cireuit of high self-in- 
duction, charging a condenser by the accu- 
mulated energy of such charging-circuit, dis- 
charging the condenser through a circuit of 
low self-induction, raising the potential of 
the condenser discharge and varying the re- 
lations of the frequencies of the electrical 
impulses in the said circuits, as herein set 
forth. 


NIKOLA TESLA. 


Witnesses: 
M. Lawson Dyer, 
DRURY W. Cooper. 
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To all whom ib? may concern: 

Be itknown that I, NIkKOLA TESLA, a citizen. 
of the United States, residing at New Yor k, 
in the county and State of New York, have in- 
vented certain new and useful Improvements 
in Methods of and Apparatus for Producitig 
Currents of High Frequency, of which the fol- 
lowing is a specification, reference being had 
to the drawings accompanying and forming 
a part of the same. 

The apparatus for producing electrical 
eurrents of very high frequency in which 
is embodied the invention of my present 


application involves as its chief. element. 


means for the periodic charging of a condenser 
or circnit possessing capacity by- the energy 
of a given source and the discharge of the 
same through a circuit of low self-induction, 
whereby the rapid succession of impulses 
characteristic of a condenser discharge under 
such circumstances is made available for 
many practical and useful purposes. 

The general arrangement of circuits and 
apparatus which I prefer for ordinary appli- 
cations of this invention J have shown and de- 
seribed in an application filed by me April 22, 
1896, Serial No. 588,534, as comprising a local 
circuit of high self-induction connected with 
a source of supply, a condenser, a discharge- 
circuit of low self-induction, and a circuit- 
controller operating to alternately effect the 
charging of the condenser by the energy 
stored in the circuit of high self-induction 
and its discharge through that of low self- 
induction. I have shown, however, in the 
application referred to as the source of sup- 
ply a continuous -current generator, or in 
general a source of direct currents, and while 
the principle of operation and the general 
character of the apparatus remain the same 
whether the current of the source be direct 
or alternating, yet the economical utilization 
of the latter involves certain special principles 
and*appliances which it is my present object 
to illustrate as the basis for the claims of in- 
vention made herein. 

When the potential of the source periodic- 
ally rises and falls, whether with reversals 
or not is immaterial, it is essential to eco- 
nomical operation that the intervals of inter- 
ruption of the charging-current should bear 
a definite time relation to the period of the 


(No model.) 


current, in order that the effective potential 
of the impulses charging the condenser may 
be as high as possible. I therefore provide, 
in ease an alternating or equivalent electro- 
motive force be employed as the source of 
supply, a circuit-controller which will inter- 


55 


‘rupt the charging-cireuit at instants prede- 


termined with reference to the variations of 6c 
potential therein. The most practicable 
means for accomplishing this of which I am 


aware is to employ a synchronous motor con- 


nected with the source of supply and operat- 


ing a circuit-controller which interrupts the 
charging-current at or about the instant of 
highest potential of each wave and permits 
the condenser to discharge the energy stored 
in it through its appropriate circuit. This 
apparatus, which may be considered as typi-. 
cal of the means employed for earrying out 
the invention, I have illustrated in the ac- 
companying drawings. 

The figures are diagrammatic illustrations 
of the system in slightly-modified forms, and 
will be described in detail in their order. 

Referring to Figure 1, A designates any 
source of alternating or equivalent current, 
from which lead off mains A’ A’. At any 
point where it is desired to produce the high- 80 
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75 


frequency currents a branch circuit Bis taken——_ 


off from the mains, and in order to raisé the 
potential of the current a transformer is em- 
ployed, represented by the primary C and 
secondary D. The circuit of the secondary 
ineludes the energizing-coils of a synchro- 
nous motor E and a circuit-controller, which, 
in the present instance, in Fig. 1 is shown as 
composed of a metal disk F with insulated 
segments F” in its periphery and fixed to the 
shaft of the motor. An insulating-arm G, 
stationary with respect to the motor- shaft 
and adjustable with reference to the poles of 
the fixed magnets, carries two brushes H H, 
which bear upon the periphery of the disk. 
With the parts thus arranged the secondary 
circuit is completed through the coils of the 
motor whenever the two brushes rest upon 
the tininsulated segments of the disk and in- 
terrupted through the motor at other times. 
Such a motor, if properly constructed, in well- 
understood ways, maintains very exact syn- 
chronism with the alterations of the source, 
and the arm G may therefore be adjusted to 
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interrupt the current at any determined point 
in its waves. It will be understood that by 
the proper relations of insulated and con- 
ducting segments and the motor-poles the 
current may be interrupted twice in each 
complete wave at or about the points of high- 
est potential. The self-induction of the cir- 
cuit containing the motor and controller 
should be high, and the motor itself will 
usually be constructed in such manner that 
no other self-induction device will be needed. 
‘The energy stored in this cireuit is utilized 
at each break therein to charge a condenser 
Ix. With this object the terminals of the 
condenser are connected to the two brushes 
II If or to points of the circuit adjacent there- 
to, so that when the cireuit through the mo- 
tor is interrupted the terminals of the motor- 
circuit will be connected with the condenser, 
whereby the latter will receive the high-po- 
tential inductive discharge from the motor 
or secondary circuit. 

The condenser discharges into a circuit of 
low self-induction, one terminal of which is 
connected directly to a condenser-terminal 
and the other to the brush H opposite to that 
connected with the other condenser-terminal, 
so that the discharge-circuit of the eondenser 
will be completed simultaneously with the 
motor-eireuit and interrupted while the mo- 
tor-circuit is broken and the condenser being 
charged. 

The discharge-cirenit. contains a primary 
M of a few turns, and this induces in a seec- 
ondary N impulses of high potential, which 
by reason. of their great frequency are avail- 
able for the operation of vacuum-tubes P, 
single terminal-lamps R, and other novel and 
useful purposes. 

It is obvious that the supply-current need 
not be alternating, provided it be converted 
or transformed into an alternating current 
before reaching the controller. For exainple, 
the present improvements are applicable to 
various forms of rotary transformers, as is 
illustrated in Figs. 2 and 3. 

E’ designates a continuous-current motor, 
here represented as having four field-poles 
wound with coils Ein shunt to the armature. 
The line-wires B B connect with the brushes 
b b, bearing on the usual commutator. 

On an extension of the motor-shaft is a cir- 
cuit-controller composed of acylinder thesur- 
face of which is divided into four conducting- 
segments ¢ and four insulating-scements d, 
the former being diametrically connected in 
pairs, as shown in Fig. 3. 

Through the shaft run two insulated con- 
ductors e¢ from any two commutator-seg- 
ments ninety degrees apart,and these connect 
with the two pairs of segments c, respectively. 
With such arrangement itis evident that any 
two adjacent segments cc become the termi- 
nals of an alternating-current source, so that 
if two brushes II II beapplied to the periphery 
of the eylinder they will take off current dur- 
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ing such portion of the wave as the width of 
segment and position of the brushes may de- 
termine. By adjusting the position of the 
brushes relatively to the cylinder, therefore, 
the alternating current delivered to the see- 
ments c ¢ may be interrupted at any point in 
its waves. 

While the brushes H If are on the conduct- 
ing-segments the current which they collect 
stores energy in a circuit of high self-induc- 
tion formed by the wires f f, self-induction 
coils 8 S, the conductors B B, the brushes, 
and commutator. When this circuitis inter- 
rupted by the brushes H II passing onto the in- 
sulating-segments of the controller, the high- 
potential discharge of this circuit charges the 
condensers K K, which then discharge through 
the circuit of low self-indnetion containing 
the primary M. The secondary circuit N con- 
tains any devices, as P R,for utilizing the cur- 
rent. 

The mechanical construction of the cireuit- 
controller may be greatly varied, and in other 
respects the details shown and described are 
merely given as typical illustrations of the 
nature and purpose of the invention. 

What I claim is— 

1. The method herein described of produe- 
ing electric currents of high frequency, which 
consists in generating an alternating current, 
charging a condenser thereby during deter- 
minate intervals of each wave of said current, 
and discharging the condenser through a cir- 
cuit of low self-induction, as herein set forth. 

2. The combination with a source of alter- 
nating current, a condenser, a circuit-control- 
ler adapted to direct the current during de- 
terminate intervals of each wave into the con- 
denser for charging the same, and a circuit of 
low self-induction into which the condenser 
discharges, as set forth. 

3. The combination with a source of alter- 
nating current,a syncLronous motor operated 
thereby, a circuit-controller operated by the 
motor and adapted to interrupt the circuit 
through the motor at determinate points in 
each wave, a condenser connected with the 
motor-cireuit and adapted on the interruption 
of the same to receive the energy stored there- 
in, and a circuit into which the condenser dis- 
charges, as set forth. 

4. The combination with a source of alter- 
nating current, a charging-cireuit in which 
the energy of said current is stored, a cireuit- 
controler adapted to interrupt the charging- 
circuit at determinate points in each wave, a 
condenser for receiving, on the interruption 
of the charging-circuit, the energy aecaumu- 
lated therein,and a circuit into which the con- 
denser discharges when connected therewith 
by the cireuit-controller, as set forth. 


NIKOLA TESTA. 
Witnesses: 
M. Lawson Dyur, 
DrRuRY W. Cooper. 
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UNITED STATES 


Patent OFFICE. 


NIKOLA TESLA, OF NEW YORK, N.Y. 
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SPECIFICATION forming part of Letters Patent No. 568,180, dated September 22, 1896. 
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To all whom it may concern: 

Be it known that I, NrkoLa TESLA, a citi- 
zen of the United States, residing at’ New 
York, in the county and State of New York, 
have invented certain new and useful Im- 
provements in Apparatus for Producing Elec- 
trical Currents of High Frequency, of which 
the following is a specification, reference be- 
ing had to the drawings accompanying and 
forming a part of the same. : 

This invention is an improvement in ap- 
paratus for producing electrical currents of 
high frequency in accordance with the gen- 
eral plan heretofore invented and. practiced 
by me and based upon the principle of charg- 
ing a condenser or circuit possessing capacity 
and discharging the same through a circuit 
of low self-induction, so that rapid electrical 
oscillations are obtained. To secure this re- 
sult, [employ some means for intermittently 
charging the condenser and for discharging 
it. through the circuit of low self-induction; 
and among the means which I have hereto- 
fore employed for this purpose was a me- 
chanical contact device which controlled both 
the charging and the discharge circuit in 
such manner that the condenser was alter- 
nately charged by the former and discharged 
into the latter. 

My present improvement consists in an ap- 
paratus for effecting the same result by the 


. use of acircuit-controller of special character 


in which the continuity of the paths for the 
current is established at intervals by the pas- 
sage of sparks across a dielectric. 


In carrying out my present improvement I. 


employ a circuit-controller containing two 
terminals or sets of terminals movable with 
respect to each other into and out of prox- 
imity, and I provide means whereby the in- 
tervals between the periods of close approxi- 
mation, during which the spark passes, may 
be adjusted so that when used in a systein 
supplied by a souree. of alternating current 
the periods of make and break may be timed 
with reference to a phase of the current wave 
or impulse. . 
Referring to the drawings, which illustrate 
in its preferred form the improvement above 
referred to, Figure 1 is a view, partly in ele- 
vation and partly in section, of a generator 


the circuit-controller mounted on its shaft. 
Fig. 2 is a section of the controller of Fig. 1 
online « # of said figure. Fig. 3is a diagram 
illustrating the system or: apparatus as a 
whole. Figs. 4 and 5 are sectional views of 
a modified form of circuit-controller. 

A designates in Fig. 1 a generator having 
a commutator A’ and brushes A” bearing 
thereon, and also collecting-rings B B, from 
which an alternating current is taken by 
brushes B’ in the well-understood manner. 

The circuit-controller is mounted in part 
on an extension of the shaft C of the gener- 
ator, and in part on the frame of the same, 
or on a stationary sleeve surrounding the 
shaft. Its construction in detail is as follows: 
D isa metal plate with a central hub D’, which 
is keyed or clamped to the shaft.C. The plate 
is formed with segmental extensions corre- 
sponding in number to the waves of cur- 
rent which the generator delivers. These 
segments. are preferably cut away, leaving 
only rims or-frames, to one of the radial sides 
of which are secured bent metal plates E, 
which serve as vanes to maintain a circula- 
tion of air when the device is in operation. 
The segmental disk and vanes aré contained 
within a close insulated box or case F, mount- 
ed. on the bearing of the generator, or in any 
other proper way, but.so as to be capable of 
angular adjustment around. the shaft. To 
facilitate. such adjustment, a screw-rod F’, 
provided with a knob or handle, is shown as 
passing through the.wall of the box. The 
latter may be adjusted by this rod, and when 
in proper position may be held ‘therein by 
screwing the rod down into a depression in 
the sleeve or bearing, asshownin Fig.1. Air- 
passages GG are provided at opposite ends 
of the box, through which air is maintained 
in circulation by the action of the vanes. 
Through the sides of the box F and through 
insulating-gaskets II, when the material of 
the box is not a sufficiently good insulator, 
extend metallic terminal plugs K. K, with 
their ends in the plane of the conducting 
segmental disk D and adjustable radially to- 
ward and from the edges of the segments. 
This or similar devices are employed to carry 
out the invention above referred to in the 
-manner illustrated in Fig. 8. A in this"figure 
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the potential of which is raised by a trans- 
former, of which is the primary and D the 
secondary. The ends of the secondary cir- 
cuit S are connected to the terminal plugs K 
K of an apparatus similar to that of Figs. 1 
and 2 and having segments rotating in syn- 
chronism with the alternations of the current 
source, preferably, as above described, by 
being mounted on the shaft of the generator 
when the conditions so permit. The plugs 
K K are then adjusted radially, so as to ap- 
proach more or less the path of the outer 
edges of the segmental disk, and so that dur- 
ing the passage of each segment in front of 
a plug a spark will pass between them, which 
completes the secondary circuit 8. The box 
or the support for the plugs Kis adjusted an- 
gularly, so as to bring the plugs and segments 
into proximity at the desired instants with 
reference to any phase of the current-wave 
in the secondary circuit and fixed in posi- 
tion in any proper manner. To the plugs 
KK are also connected the terminals of a con- 
denser or condensers L, so that at the instant 
of the rupture of the secondary circuit S by 
the cessation of the sparks the energy accu- 
mulated in such circuit will rush into and 
charge the condenser. A path of low self- 
induction and resistance, includinga primary 
M of a few turns, is provided to receive the 
discharge of the condenser, when the circuit 
S is again completed by the passage of sparks, 
the discharge being manifested as a succes- 
sion of extremely rapid impulses. The po- 
tential of these impulses may be raised by a 
secondary T, which constitutes the source of 
current for the working circuit or that con- 
taining the devices R for utilizing the current. 

By means of this apparatus effects of a 
noveland useful character are obtainable, but 
to still further increase the efficiency of the 
discharge or working current I have in some 
instances provided a means for further break- 
ing up the individual sparks themselves. <A 
device for this purpose is shown in Figs. 4 
and 5. The box or case F in these figures is 
fixedly secured to the frame or bearing of the 
generator or motor which rotates the circuit- 
controller in synchronism with the alternat- 
ingsouree. Within said box is adisk D, fixed 
to the shaft C, with projections d’ extending 


from its. edge parallel with the axis of the 
shaft. A similar disk D” on a spindle d, in 
face of the first, is mounted in a bearing in 
the end of the box F with a capability of ro- 
tary adjustment. The ends of the projec- 
tions d’ are deeply serrated or several pins or 
narrow projections placed side by side, as 
shown in Fig. 4, so that as those of the oppo- 
site disks pass each other a rapid succession 
of sparks will pass from the projections of one 
disk to those of the other. 

What I claim as my invention is— 

1. The combination with a source of cur- 


rent, of a condenser adapted to be charged. 


thereby, a circuit into which the condenser 
discharges in a series of rapid impulses, and 
a circuit-controller for effecting the charging 
and discharge of said condenser, composed of 
conductors movable into and out of proximity 
with each other, whereby a spark may be 
maintained between them and the circuit 
closed thereby during determined intervals, 
as set forth. 

2. The combination with a source of alter- 
nating current, of a condenser adapted to be 
charged thereby, a circuit into which the con- 
denser discharges in a series of rapid im- 
pulses, and a circuit-controller for etfecting 
the charging and discharge of said condenser, 
composed of conductors movable into and out 
of proximity with each other in synchronism 
with the alternations of the source,as set forth, 

3. A circuit-controller for systems of the 
kind described, comprising in combination a 
pair of angularly-adjustable terminals and 
two or more rotating conductors mounted to 
pass in proximity to the said terminals, as 
set forth. 

4, A cireuit-controller for systems of the 
kind described, comprising in combination 
two sets of conductors, one capable of rota- 
tion and the other of angular adjustment 
whereby they may be brought into and out of 
proximity to each other,at determinate points, 
and one or both being subdivided so as to pre- 
sent a group of conducting-points,as set forth. 


NIKOLA TESLA. 
Witnesses: 
M. LAwWSon DYER, 
DrRuRY W. COOPER. 
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To all whonr it may concern: 

Be it known that I, NikoLa TESLA, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
have invented certain new and useful Im- 
provementsin Apparatus for Producing Elec- 
tric Currents of High Frequency, of which 
the following is a specification, reference be- 
ing had to the drawings accompanying and 
forming a part of the same. 

The apparatus for converting electric cur- 
rents of ordinary character into those of high 
frequency, which I have heretofore shown 
and described in applications for Letters 
Patent, has usually comprised a condenser 
and a circuit-controller operated by a suit- 
able motive device and acting to alternately 
charge the condenser from a suitable source 
of supply and discharge it through a cireuit 
of such character as to render the discharge 
one of very high frequency. For many 
purposes it has been found advantageous 
to construct the circuit-controller with in- 
sulating and conducting segments of equal 
length, so that the condenser is connected 
with its discharge-circuit during one-half of 
the time only. It follows from this that the 
working circuit, or that in which the high- 
frequency currents are developed in form for 
practical application, receives such currents 
during only one-half the time. 

For certain purposes it is desirable for 
economical operation that there should be no 
cessation of the flow of such currents, and my 
present improvements have been devised with 
the object of increasing the output of a given 
apparatus by providing means by which, 
without material additions to or complication 
of such apparatus, high-frequency currents 
may be produced thereby continuously or 
without periods of.rest. 

Broadly stated, the improvement consists 
in the combination of two condensers with a 
circuit-controller of such character and so 
operated by a single motive device as to 
charge and discharge said condensers alter- 
nately, whereby one will be discharging while 
the other is being charged, and conversely. 

In the drawings hereto annexed, Figure 1 
is adiagrammatic ilustration of the arrange- 
ment and circuit connections of the inven- 
tion. Fig. 2 is a sectional view of a part of | 
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the commutator employed; and Fig. 3 is a 
diagram similar to that of Fig. 1, illustrative 
of a modified embodiment of the invention. 

Let A B designate the two conductors of 
any circuit from which the energy is derived 
that is to be converted into acurrent of high 
frequency. 

Cis a cirenit controller or commutator, a 
portion only for convenience being shown in 
the figures. It is designed to be rotated by 
any suitable motive deviee, of which, how- 
ever, the shaft D only is shown, and its plan 
of construction is as follows: 

The letters ¢ c' designate two metal heads 
or castings with projecting portions d @, 
which, when the two heads are brought to- 
gether and secured to a hub or shaft, inter- 
mesh, as shown in the drawings. 

The spaces between two adjacent projec- 
tions or bars dd’are equalin are to the width 
of one of said barsand are filled in with blocks 
é, preferably of metal, insulated from the other 
conducting portions of the device. By the 
interposition of mica or other suitable insu- 
lating material the two heads or castings c c’ 
are insulated from each other. Upon the pe- 
riphery of this commutator bear three brushes 
G GT, the two former resting upon the con- 
tinuous metallic portions of the two heads, re- 
spectively, the latter being in position to bear 
upon the projections ¢ d' and blocks e alter- 
nately. 

In order that the brushes may be capable 
of carrying any current which the operation 
of the apparatus may demand, they are made 
of large cross-section, the brush H being ap- 
proximately equal in width to one of the pro- 
jections or segments d d', or to the space be- 
tween adjacent segments, so that in passing 
from one it comes into contact with the next. 

The brush Hi is connected to the main B 
through a primary coil If of low self-induc- 
tion in inductive relation to a secondary L, 
which constitutes the ultimate source of the 
current of high frequency which the appara- 
tus is designed to develop and which feeds a 
circuit containing vacuum-tubes M, single 
terminal lamps M’, or other suitable devices. 
The brushes G G’ are connected with the main 
B through condensers N N’, respectively, and 
to the main A through self-induction or chok- 
ing coils O 0’, these latter being used in order 
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that the inductive discharge of the accumu- 
lated energy therein may be taken advantage 
of in charging the condensers. 

The operation of the apparatus thus de- 
seribed is as follows: By the rotation of the 
commutator C the brush H is caused to pass 
over the projections d, closing the circuits 
through the primary K and the two condens- 
ers alternately. These two circuits are soad- 
justed as to have the same capacity, self-in- 
duction, and resistance. When said brushis 
in electrical connection with any projection 
@' from the part c’, the circuit is closed be- 
tween mains A and B through coil 0’, brush 
G’, brush UH, and coil K. Energy is there- 
fore accumulated in the coil 0’. At the same 
time the condenser N’ is short - circuited 
through the brush G’, brush H, and coil K, 
and discharges through this cireuit the en- 
ergy stored in it, the discharge being in the 
form of a series of impulses which induce 
in the secondary L corresponding impulses 
of high potential. When brush H breaks the 
circuit through coil O’, the high-potential dis- 
charge or “kick” from the latter rushes into 
and recharges the condenser N’, but as soon 
as the brush I has passed over the interven- 
ing block e and reached the next segment d 
it closes the circuit through coil O and short- 
circuits the condenser N, so that high-fre- 
quency currents from either one or the other 
of the two condensers are flowing through the 
primary K practically without interruption. 
Thus without increasing the size or power of 
the motive device or complicating in any ma- 
terial degree the commutator these devices are 
made to perform double duty and the output 
of the apparatus as a whole greatly increased. 
In Fig. 3 [have illustrated a modified form of 
commutator for this apparatus, which coin- 
prises a disk E, of metal, but insulated from 
its shaft. The periphery of this disk is di- 
vided into conducting and insulated segments 
by the insertion therein of insulated metal 
blocks f. The circumferential width of these 
blocks is three times that of the conducting- 
segments f’. A brush F bears upon a con- 
tinuous metallic portion of the disk or upona 
continuous ring in electrical connection with 
the segments /’ and is connected with one ter- 
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minal of the primary K. Brushes BE’ I°” bear 
upon the periphery of the disk E and are con- 
nected to the main B through the two con- 
densers, respectively. These brushes are ca- 
pable of angular adjustment, so that they may 
be set to bear upon the disk at any two de- 
sired points. 

From the explanation of the operation al- 
ready given it is evident that when the two 
brushes I” F’’ are set so that one leaves aseg- 
ment f' at the instant that the other comes 
in contact with a segment /’ the effect in 
charging and discharging the condensers is 
the same as in the previous instance. The 
capability of varying the relations of the 
brushes, however, which this form possesses 
has the advantage of permitting not only an 
alternate charging and discharge of the con- 
densers, but their simultaneous charging and 
discharge in multiple are, whereby the fre- 
quency of the current of discharge is reduced. 

It is also evident that all phase differences 
in the charging and discharging of the con- 
densers may in like manner be secured and 
the frequency varied within wide Limits. Of 
course the same motor and cireuit-controller 
might be made to charge more than tivo con- 
densers in succession and to discharge them 
in the same order. 

What I claim is— 

1. The combination with a source of elec- 
tric energy, of a plurality of condensers and 
a discharge-circuit therefor, a motive device 
and a circuit-controller operated thereby and 
adapted to direct the energy of the source 
into the condensers and connect them with 
the discharge-circuit successively and in al- 
ternation, as set forth. 

2. The combination with a source of eclec- 
tric energy, of a motive device, two condens- 
ers, 2 cireuit-controller adapted to direct the 
energy of the source alternately into the said 
condensers, and a discharge-cireuit through 
which, by the operation of said cireuit-con- 
troller one condenser discharges while the 
other is being charged, as set forth. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson DYER, 
Drury W. Coorer. 
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UNITED STATES 


PATENT OPFFIcr. 


NIKOLA TESLA, OF NEW YORK, N. Y. 


MANUFACTURE OF ELECTRICAL CONDENSERS, COILS, &c. 


SPECIFICATION forming part of Letters Patent No. 577,671, dated February 23, 1897. 
Application filed November 5,1896, Serial No, 611,126, (No model.) . 


Fo all whom it may concern: 

Be it known that I, Nrkoua TEsua, a citi- 
zen of the United States,residing at New York, 
in the county and State of New York, have 
invented certain new and useful Improve- 
meats in the Manufacture of Electrical Con- 
densers, Coils, and Similar Devices, of which 
the following is a specification, reference be- 
ing had to the drawing which accompanies 
and forms a part of the same. 

My invention isan improvementin the man- 
ufacture of electrical condensers, coils, and 
other devices. of a similar character in which 
conductors designed to form paths for eur- 
rents of high potential are brought into close 
proximity with each other. Among such de- 
vices are included many forms of condensers, 
transformers, self-induction coils, rheostats, 
and the like. 

It has heretofore been shown by me that the 
efficiency and practicability of such devices 
are very greatly enhanced by the exclusion 
of air or gas from the dielectric separating 
the conductors or remote portions of the same 
conductor; and the object of my present im- 
provement is to secure such exclusion of air 
in as perfect a manner as possible in a con- 
venient and practicable way. To this end I 
place the condenser or other device to be 
treated in a receptacle from which the air 
may be more or less perfectly exhausted, and 
while in vacuum J introduce an insulating 
substance, which liquefies when subjected to 
heat, such as paraffin, which surrounds the 
said device and finds its way into its inter- 
stices. 

When the device has become thoroughly 
saturated with the insulating material, it is 
allowed to cool off usually until the material 
begins to solidify. Air is then admitted un- 
der pressure to the receptacle containing the 
device and the pressure maintained until the 
whole mass of insulating material has solidi- 
fied. By this treatment the presence of air 
or vacuous spaces in the dielectric, which are 
otherwise liable to form by the contraction 
of the insulating material when cooling, is 
prevented. 

Any plan may be followed orapparatus used 
for securing the two conditions necessary to 
the attainment of the desired result; that is 
to say, applying the fluid insulating material 


; in vacuum and subsequently subjecting it to 


or solidifying it under pressure. The degree 
of exhaustion or of pressure may vary, very 
good results being secured by a vacuum of 
about twenty-nine inches and a pressure of 
aboutone hundred pounds. Itmay bestated, 
however, that when hydraulic pressure is ap- 
plied very much higher pressures are readily 
secured and are of advantage. 

In order to facilitate the carrying out of the 
process, I have devised a simple and useful 
apparatus, which is illustrated partly in sec- 
tion in the accompanying drawing. As the 
parts of said apparatus are all of well-known 
construction, the apparatus as a whole will 
be fully understood without a full deserip- 
tion of its details. 

A is a tank or receptacle that may be closed 
air-tight. Within this tank is a steam-coil 
C, surrounding a vessel B, preferably with 
slightly-sloping sides and provided with a 
tube or pipe D, opening into it near its base. 

The condenser or other device to be treated 
is placed in the vessel B, and around the re- 
ceptacle is packed a suitable insulating ma- 
terial in quantity sufficient when liquefied by 
heat to flow through the pipe D into the ves- 
sel B and fill the space in the latter up to the 
top of the condenser or other device placed 
therein. 

It is desirable to run into the pipe D enough 
melted material to fill it before using the ap- 
paratus and to make the pipe of a poor heat- 
conducting material, so that a little time will 
elapse after the heat is applied to melt the 
material in the tank A before the flow through 
the pipe begins. 

When the apparatus has been thus pre- 
pared, the air from the interior of the tank A 
is withdrawn as completely as practicable by 
an air-pump Hand steam is passed through the 
coil C. In order to prevent access of any of 
the volatile constituents of the insulating ma- 
terial to the pump, a condenser F, with acool- 
ing-coil G, is interposed in the piping between 
the tank andpump. Aftera partial vacuum 
has been secured in the tank A and the lique- 
fied insulating material has been run into the 
vessel B the pump may be stopped and the 
tank connected with a receiver H, from which 
the air has been exhausted, and the appara- 
tus allowed to stand until all the interstices 
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of the condenser have been permeated with 
the insulating material. The steam is then 
shut off and cold water passed through the 
coil C. The connections with the pump are 
then reversed and air is forced into the tank 
and receiver H and the further cooling and 
solidification of the insulating material car- 
ried on under a pressure considerably greater 
than that of the atmosphere. After the in- 
sulating material has cooled and solidified 
the condenser or other device, with the adher- 
ing mass of insulating material, is removed 
from the receptacle and the superfluous in- 
sulating material taken off. 

[have found that condensers, transformers, 
and similar apparatus treated by this proc- 
ess are of very superior quality and espe- 
cially suited for circuits which convey cur- 
rents of high frequeney and potential. 

Iam aware that conductors covered with a 
more or less porous material have been treated 
by placing them in a closed receptacle, ex- 
hausting the air from the receptacle, then in- 
troducing a fluid insulating compound and 
subjecting the same to pressure, for the pur- 
pose of more perfectly incorporating the in- 
sulating compound with the surrounding 
coating or covering of the conductors and 
causing such compound to enter the inter- 
stices in said covering, and I apply this prin- 
ciple of exhausting the air and introducing 
the fluid insulating compound under pres- 
sure in carrying out my improvement. My 


process, however, differs from the foregoing 
mainly in this, that I seek not only to fill the 
pores of any porous material that may be in- 
terposed between the conductors of such a 
device as a condenser or coil, but to fill wp 
all the spaces in the dielectric, whereby air or 
vacuous spaces, the presence of which in the 
dielectric is so deleterious to the device, may 
be effectually prevented. Tothis end I per- 
mit the insulating compound after its ineor- 
poration with the device, under exhaustion 
and pressure, to cool and solidify, so that not 
only is the air replaced by a solid insulating 
compound, but the formation of vacuous 
spaces by the contraction of the mass on cool- 
ing prevented. 

What I claim is— 

The improvement in the manufacture of 
electrical devices such as condensers, which 
consists in inclosing the device in an air-tight 
receptacle, exhausting the air from the re- 
ceptacle, introducing into a vessel containing 
the device an insulating material rendered 
fluid by heat, and then when said material 
has permeated the interstices of the said de- 
vice, subjecting the whole to pressure, and 
maintaining such pressure until the material 
has cooled and solidified, as set forth. 


NIKOLA TESLA. 
Witnesses: 


M. Lamson DYER, 
PARKER W. PAGE, 
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Fea add qedicetia G4 Meaty CON Cerin a 
Re it known that [ NtkOLA TESLA, aciti- 
zen of the United States, residingat New York, 
in the county and State of New York, have in- 
vented certain new and useful niprovements 
in Apparatus for Producing Currents of High 
Frequency, of which the following is specifi- 
ention, reference being had ‘to ‘the drawiligs 
accompanying .and forming a part. of the 
same, ps es S net beay Pet SPs 
The invention upon 


ratus for the conversion, of electrical currents 
of ordinary character—such, for instance, as 


are obtainable from the mains of municipal 
electrie light and power. systems and either 


continuous or -alternating—into‘eurrents of 


very high frequency and potential. - 

The improvement is applicable genera 
apparatus of the kind heretofore invented, by 
me andanore particularly described in United 
States Letters Patent granted to me on Sep- 
tember 22, 1880, Nu. 468,176; bat in the de- 
scription of the invention which follows the 
illustration is confined toa forpof apparatus 
designed for converting a continuous ‘or di- 
reet current into one of high frequency. Tn 
the several forms of apparatus for this pur- 
pose which T have devised and heretofore de- 
sevibed Lhave employed a cireuit of high self- 
induction Connected. with the mains from a 
suitable source of @urrent and’ containing 
some form of ¢ireuit-controller for pertodie: 
ally interrupting it. Around the break or 
point of interruption I have arranged a con- 
denser, into which the circuit discharges when 
interrupted, and this condenser is in turn 


made to discharge through a circuit contain-" 


ing the primary of a transformer, and of such 
character. that the condenser-discharge will 
be in the form of an extremely rapid succes- 
sion of impulses. ; 

Now in order to secure in an apparatus of 
this kind as high frequency as possible and 
the advantages resulting therefrom IT subdi- 
vide the condenser necessary for storing the 
energy required into integral parts ov provide 
independent condensers, and employ means 
for charging said condensers in mul€iple and 


> discharging them in series Tough the pri- 
To secitre Us ree 


mnary af the transformer, 
sulk without auduly eemplicating Che appa 


which my present ap 
plication is based is an improvement in appa-- 


lly tio” 


Referring. to. Fig: -1,/A is 4 


ratus is a matter of: very considerable diffi- 
eulty, bat have accomplished it by means 


of the apparatus which [shall tow proceed 


to deseribe by referenée to tlie drawings. 
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Figare 1 is a side elevation of the appara-— 


tus which'T employ; ‘and Fig. 2 is a diagram 
of the cireuit connections: Ce 


Dox-or case con- 
taining the condensers, of which the termi- 


‘nals area «bb, respéctively. On this case 


iy mounted a'small electromagnetic motor B, 


‘by the’shaft of which is operated the cireuit- 


controller C.). Upon. the said controller bear 
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brushes; as shown at DD) DD’ D". a 


_F-F are self-induetion coils placed: beside 
‘the motor: Above these is the transformer, 
composed, essentially, of ‘a primary Gand a 
‘sceondary IL These devices are intended to 


be inclosed ina suitable box or case, and may 
he very greatly modified-in construction and 
relativearrangement. The cireuit-controller, 
however, should conform in general prinei- 


ple of coustrnetion to that. hercinatter de- 


Seribed in so far as may be necessary to se- 


eure the operation pointed-out. 


Referring now to Fig. 2, L-L designate the 


mains from a suitable source of supply, be- 


tween which a. circuit is formed, including 
the self-induction coils fF and the eireuit- 
controller C. A switch d may be employed 
to bring either or both of the coils Ib into 
this circuit, asimay be desired. 

The circuit-controller is: built upof insu- 
lated plates or segments, ipon which the posi- 
tive and negative brushes bear, ane -these 


plates may be considered as belonging to three. 


sets or classes, first, the plates a for what 
may be considered as the positive brushes. 
D Din one row, electrically. connected to- 
gether, and the corresponding plates 2 for 
what may similarly be considered as the neg- 
ative brushes FE E’ in the other row; second, 
the plates ¢, which liein both rows, and hence 
are conveniently made in single pieces ex- 
tending across the controller, aud, third, the 
idle or spacing plates p, which are interposed 
in cach row between the other twosets. The 
angle between adjacent plates of the same 
set is equal to the angle of displacement be- 
tween adjacent. brushes of the same sign, and 
obviously there may be two or more of each, 
‘The brush D of one set is connected with one 
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main through the coils F, and each one of the | 


brushes of the same set is connected to one 


‘of the. terminals of the condensers MN, re- 
spectively. Similarly the brush E of the other high frequency. is obtainable in apparatus of 


: primary or strands of a’pritnary G.: 
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set of .brushes is connected to. the opposite 
main and each of. the brushes. of said set to 
the opposite condenser terminals through the 
In the 
diagram, Fig. 2, have, shown but twobrushes |. 
in each ‘set and two: “condensers, -but. more 
than this number may be used, the same plan 
of connectionsshown and deser ibed being fle 
low ed out. ” 

Jn the: position of. the ‘parts ‘Shown ‘i in 1 Fig, 
2,In which two positive 


on-plates mim and... 
cuit through the coils FE j 
densers in “multiple, and, assuming that: 
ergy has been-stofed: in "said oils, the. con 
densers will thus’ be charg i 
movement of.the contr ollé lates or. brushes. 
the latter are’shifted. across the idle. or:spac- 


‘ing plates p onto the long or eross-connected. | 


plates o two results follow: The mains. are 


short-circuited through the coils F F, which’ 


therefore store energy; W hile ihe condénsers 
are connected in series Urrough the primary 
coil or coils G. These. actions are repeated 


by the further, movement. of the controller, | 


the condensers being charged in parallel w hen 
the brushes are on plates m anand discharged 


‘in series when the bfushes pass onto plates a: 
.The motor may be run by an independent 
35. 


source or by current derived from the. nrains, 
and the apparatus. may be employed to sup- 
ply current for any suitable devices S T, con- 
nected with the secondary coil IL. 

As stated above, the specifie construction 
of the cireuit-controller may be very greatly 
varied without departure from the invention. 
In the drawings the plates are assumed to be 


associated in the form of a eylinder which ! 


revolves with respect to brushes bearing an 
its periphery; but it will be understood that 
this is merely a typical iflustration of any 
form of terminals.or contacts and eonduc- 
tors, whether rotary or reciprocating, which 
constitute a citenit: conLroller eapable of ef- 
fecting the same result, 


- 
| 


e.and two iiegative.|” 
brushes are’ shown, the brushes. are bearing | 
Cansequently, the éir: : 
is. through the cone. 
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The advantages resulting from the subdi- 
vision of the condenser or the employment of 
a plurality of condensers are mainly that a 


any size; that the current of discharge through 
the: sliding contaets.is greatly reduced and 
injury to, such contacts thereby avoided and 


-&. great saying in Wire in the secondary ef 


feted. ; 

- What I dain i is— 

‘T.-In-anapparatus of the kind deseribed, 
she: combination. with a set of contacts, one 
of .which is adapted for connection with one 
-of the mains from.a source of current, and 
“each of which is connected to one of the ter- 
‘minals of :a series of. condensers, and. a séc- 
ond set of contacts similarly connected to the 
‘opposite main and. condenser terminals, re- 
spectively,.of: clectrically- connected plates or 
egments upon which the contacts of the first 
et: bear, similarly- connected plates upon 
iwhie¢h- the. contacts of the second set bear, 
cand, | ated: plates comnron tothe two sets 
cof contacts, the said plates being arranged in 
“the. manner described, whereby the condens- 
ers: will. be- alternately charged in multiple 
and discharged. in series, as Set forth. 
, - In an apparatus of the kind described, 
ihe ‘combination witha set of positive br ushes, 
one:of which is adapted for connection with 
‘one of. the mains from a source of current, 
and each of whieh is conneeted to one of the 
'-terininals of.a series of condensers, and nega- 
tive brushes similarly connected to the oppo- 
site main and condenser terminals, respec- 
tively, ofa cylinder composed of electrically- 
connected segments-upou which the positive 
brushes only bear, similarly-connected seg- 
ments upon which the negative brushes only 
bear, and isolated plates upon which both 
sets of brushes simultancously bear, the said 
plates being arranged in the manner de- 
scribed, whereby the condensers will be alter- 
nately charged in multiple and discharged in 
series, as set forth. 


NIKOLA TESLA. 


M. LAWSON, DYER 


ly Witnesses: 
' 
! Drery W. Cooper. 


60 


75 


80 


go 


(No Model.) 2 Sheets—Sheet 1. 
N. TESLA. 
ELECTRICAL TRANSFORMER. 


No. 593,138. Patented Nov. 2, 1897. | 


N 
“WITNESSES . N INVENTOR 


GB bore. (uksbs, Teale, 


ATTORNEY 


(No Model.) , 2 Sheets—Sheet 2. 


N. TESLA. 
ELECTRICAL TRANSFORMER. 
No. 593,138. Patented Nov. 2, 1897, 
% 77 < 7o 


He 
Hf 


WITNESSES INVENTOR 


GR. Léa Vitfislr hiela 


7 Cum 3 Alphonse, Jerr. Carlee Wl pe. 


ATTORNEYS. 


. 


THE NORRIS PETERS CO., PHOTO-LITHO., WASHINGTON, D. ¢. 


10. 


15 


20 


25 


ic) 


35 


40 


45 


UNITED STATES 


PATENT OFFICE. 


NIKOLA TESLA, OF NEW YORK, N.Y. 


ELECTRICAL TRANSFORMER. 


SPECIFICATION forming part of Letters Patent No. 593,138, dated November 2, 1897. 


Application fled March 20,1897, Serlal No, 628,453, 


To all whom wb may concern: 

Be it known that I, NIkoLa TESLA, a citi- 
zen. of the United States, residing at New 
York, in the county and State of New York, 
have invented certain new and useful Im- 
provements in Electrical Transformers, of 
which the following is a specification, refer- 
ence being had to the drawings accompany- 
ing and forming a part of the same. 

The present application is based upon an 
apparatus which [have devised and employed 
for the purpose of developing electrical cur- 
rents of high potential, which transformers 
or indluction-coils constructed on the princi- 
ples heretofore followed in the manufacture 
of such instruments are wholly incapable of 
producing or practically utilizing, at least 
without serious liability of the destruction of 
the apparatus itself and danger to persons 
approaching or handling it. 

The improvement involves a novel form of 
transformer or induction-coil and a system 
for the transmission of electrical energy by 
means of the same in which the energy of the 
source is raised to a much higher potential 
for transmission over the line than has ever 
been practically employed heretofore, and the 
apparatus is constructed with reference to the 
production of such a potential and so as to 
be not only free from the danger of injury 
from the destruction of insulation, but safe 
to handle. To this end J construct an induc- 
tion-coil or transformer in which the primary 
and secondary coils are wound or arranged 
in such manner that the convolutions of the 
conductor of the latter will be farther removed 
from the primary as the liability of injury 
from the effects of potential increases, the 
terminal or point of highest potential being 
the most remote, and so that between adja- 
cent convolutions there shall be the least pos- 
sible difference of potential. 

The type of coil in which the last-named 
features are present is the flat spiral, and this 
form I generally employ, winding the primary 
on the outside of the secondary and taking 
off the current from the latter at the center 
orinner end of thespiral. I may depart from 
or vary this form, however, in the particulars 
hereinafter specified. 

In constructing my improved transformers 
LTemploy a length of secondary which is ap- 


(No model.) 


proximately one-quarter of the wave length 
of the electrical disturbance in the cireuit in- 
cluding the secondary coil, based on the ve- 
locity of propagation of electrical disturb- 
ances through such circuit, or, in general, of 
such length that the potential at the terminal 
of the secondary which is the more remote 
from the primary shall be at its maximum. 
In using these coils I connect one end of the 
secondary, or that in proximity to the pri- 
mary,to earth, and in orderto more effectually 
provide against injury to persons or to the 
apparatus I also connect it with the primary. 

In the accompanying drawings, Figure lisa 
diagram illustrating the plan of winding and 
connection which I employ in constructing 
my improved coils and the manner of using 
them for the transmission of energy over long 
distances. Fig. 2is aside elevation, and Fig. 
3 a side elevation and part section, of modi- 
fied forms of induction-coil made in accord- 
ance with my invention... 

A designates a core, which may be magnetic 
when so desired. 

B is the secondary eoil, wound upon said 
core in generally spiral form. 

Cis the primary, which is wound around 
in proximity to thesecondary. One terminal 
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coil, and from this the current is taken to 
line or for other purposes. The other termi- 
nal of the secondary is connected to earth 
and preferably also to the primary. 

When two coils are used in a transmission 
system in which the currents are raised to a 
high potential and then reconverted toalower 
potential, the receiving-transformer will be 
constructed and connected in the same man- 
ner as the first—that is to say, the inner or een- 
ter end of what corresponds to the secondary 
of the first will be connected to line and the 
other end to earth and to the local circuit or 
that which corresponds to the primary of the 
first. In such case also the line-wire should 
be supported in such manner as to avoid loss 
by the current jamping from line to objects 
in its vicinity and in contact with earth—as, 
for example, by means of long insulators, 
mounted, preferably, on metal poles, so that 
in case of leakage from the line it will pass 
harmlessly to earth. . In Fig. 1, where such 


a system is illustrated, a dynamo G is con- 
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veniently represented as supplying the pri- 
mary of the sending or ‘‘step-up” trans- 
former, and lamps H and motors K are shown 
as connected with the corresponding circuit 
of the receiving or ‘“‘ step-down” transformer. 

Instead of winding the coils in the form of 
a flat spiral the secondary may be wound on 
a support in the shape of afrustum of a cone 
and the primary wound around its base, as 
shown in Fig. 2. 

In practice for apparatus designed for or- 
dinary usage the coilis preferably constructed 
on the plan illustrated in Vig. 3. In this fig- 
ure L Lare spools of insulating material upon 
which the secondary is wound—in the present 
case, however, in two sections, so as to con- 
stitute really two secondaries. The primary 
C is a spirally-wound flat strip surrounding 
both secondaries B. 

The inner terminals of the secondaries are 
led out through tubes of insulating material 
M, while the other or outside terminals are 
connected with the primary. 

The length of the secondary coil B or of 
each secondary coil when two are used, as in 
Fig. 3, is, as before stated, approximately one- 
quarter of the wave length of the electrical 
disturbance in the secondary circuit, based 
on the velocity of propagation of the elec- 
trical disturbance through the coil itself and 
the circuit with which it is designed to be 
used—that is to say, if the rate at which a 
eurrent traverses the circuit, including the 
coil, be one hundred and eighty-five thousand 
miles per second, then a frequeney of nine 
hundred and twenty-five per seeond would 
maintain nine hundred and twenty-five sta- 
tionary waves in a circuit one hundred and 
eighty-five thousand miles long, and each 
wave length would be two hundred miles in 
length. Forsuch a frequency I should usea 
secondary fifty miles in length, so that atone 
terminal the potential would be zero and at 
the other maximum. 

Coils of the character herein described have 
several important advantages. As the po- 
tential increases with the number of turns 
the difference of potential between adjacent 
turns is comparatively small, and hence a very 
high potential, impracticable with ordinary 
coils, may be successfully maintained. 
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As the secondary is electrically connected 
with the primary the latter will be at sub- 
stantially the same potential as the adjacent 
portions of the secondary, so that there will 
be no tendency for sparks to jump from one 
to the other and destroy the insulation. 
Moreover, as both primary and secondary are 
grounded and the line-terminal of the coil 
carried and protected to a point remote from 
the apparatus the danger of a discharge 
through the body of a person handling orap- 
proaching the apparatus is reduced to a mini- 
mum, 

lam aware that an induction-coil in the 
form of a flat spiral is not in itself new, and 
this I do not claim; but 

What I claim as my invention is— 

1. Atransformer for developing or convert- 
ing currents of high potential, comprising a 
primary and secondary coil, one terminal of 
the secondary being electrically connected 
with the primary, and with earth when the 
transformer is in use, as set forth. 

2. Atransformer for developing or convert- 
ing currents of high potential, comprising a 
primary and secondary wound in the form of 
a flat spiral, the end of the secondary adja- 
cent to the primary being electrically con- 
nected therewith and with earth when the 
transformer is in use, as set forth. 

3. Atransformer for developing or convert- 
ing currents of high potential comprising a 
primary and secondary wound in the form of 
a spiral, the secondary being inside of, and 
surrounded by, the convolutions of the pri- 
mary and having its adjacent terminal clec- 
trically connected therewith and with earth 
when the transformer is in use, as set forth. 

4. Inasystem for the conversion and trans- 
mission of electrical energy, the combination 
of two transformers, one for raising, the other 
for lowering, the potential of the currents, 
the said transformers having one terminal of 
the longer or fine-wire coils connected to line, 
and the other terminals adjacent to the 
shorter coils electrically connected therewith 


_and to the earth, as set forth. 


NINOLA TESTA, 
Witnesses: 
M. Lawson Dyer, 
G. W. MARILING. 
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fo all whom it may concern: 

Be it known that I, NrkoLa TrsLa, resid- 
ing at New York, in the county and State of 
New York, have invented certain new and 
useful Improvements in Electrical - Circuit 
Controllers, of which the following is a speci- 
fication, reference being had to the drawings 
accompanying and forming apart of the same. 

In every form of electrical apparatus in- 
volving a means for making and breaking, 
more or less abruptly, a cireuit a waste of en- 
ergy occurs during the periods of make or 
break, or both, due to the passage of the cur- 
rent through an are formed between the re- 
ceding or approaching terminals or contacts, 
or, more generally, through a path of high re- 
sistance. Thetendency of the current to per- 
sist after the actual disjunction or to precede 
the conjunction of the terminals exists in 
varying degrees in different forms of appa- 


ratus, according to the special conditions: 


present. for example, in the case of an or- 
dinary indugtion-coil the tendency to the 
formation of an arc at the break is, as a rule, 
the greater, while in certain forms of appa- 
ratus I haveinvented in which the discharge 
of a condenser is utilized this tendency is 
greatest at the instant immediately. preced- 
ing the conjunction of the contacts of the cir- 
cuit-controller which effects the discharge of 
the condenser. ; . 

'. The loss of energy occasioned by the causes 
mentioned may be. very considerable and is 
generally such as to greatly restrict the use of 


the cireuit-controller and render impossible a. 


practical and economical conversion of con- 
siderable amounts of electrical energy. by its 
means, particularly in cases in which a high 
frequency of the makes and breaks is re- 
quired, 

Extended experiment and_ investigation 
conducted with the aim of. discovering a 
means for avoiding the loss incident to the 
use of ordinary forms of circuit-controllers 
have led me to recognize certain laws govern- 
ing the waste of energy and making it de- 
pendent chiefly. on. the velocity with which 
the terminals approach and.recede from one 
another and also more or less on the form.of 
the current-wave. Briefly stated; from both 
theoretical considerations and practical ex- 
periment it appears that’ the loss of energy 


in any device for making and breaking a cir- 
cuit, other conditions being the same, is in- 
versely proportional rather to the square than 
to the first power of the speed or relative ve- 
locity of the terminals in approaching and re- 
ceding from one another in an instance in 
which the current-curve is not so steep as to 
materially depart from one which may be 
represented by a sine function of the time; 


60 


but such a case seldom obtains in practice. - 


On the contrary, the eurrent-curve resulting 
from a make and break is generally very 
steep and particularly so when, asin my sys- 
tem, the circuit-controller effects the charg- 
ing and discharging of a condenser, and con- 
sequently the loss of energy is still more 


rapidly reduced by increased velocity of ap- . 


proach and separation. The demonstration 
of these facts and the recognition of the im- 
possibility of attaining the desired results by 
using ordinary forms of circuit-controllers 
led me toinvent new and essentially different 
means for making and breaking a cirenit in 
which I have utilized a conducting fluid, such 
as mercury, as the material for one or both of 
the terminals and devised novel means for 
effecting a rapidly-intermittent contact be- 
tween the fluid and a conductor or series of 
conductors forming the other terminal. 
With a view, however, to securing a more 
practical and efficient. circuit - controller in 
which not only the relative speed of the ter- 
minals but also the frequency of the makes 
and breaks should be very high I devised the 
the form of instrument described in an appli- 
cation filed by me June 3, 1897, Serial No. 
639,227, in which a receptacle is-rotated to 
impart a rapid movement to a body of con- 
ducting fluid contained therein, which is 
brought in rapidly-intermittent contact with 
a conductor having peripheral projections 
extending into the fluid, the movement of the 
latter being conveniently utilized. to rotate 
the conductor. Such a device, though meet- 
ing fully many requirements in practice, is 
nevertheless subject to certain limitations in 
the matter of attaining a high relative speed 
of approach and: separation of the terminals, 
since the path of movement of the conduct- 
ing projections is not directly away from and 
toward the fluid, but more or less tangential 
to the surface of the latter, the velocity of 
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approach and separation being of course the 
smaller the greater the diameter of the ro- 
tated conductor or terminal. 

With the object of securing a greater rela- 
tivespeed of the terminals and a consequently 
more efficient form: of circuit-controller of 
this type I devised the modified form of ap- 
paratus which constitutes the subject of my 
present application. 

In this apparatus one of the members or 
terminalsisa conducting fluid which is caused 
to issue from an orifice against a series of 
spaced conductors in rapid succession. For 
this purpose the series of conductors, or it 


may bea single conductor, is moved trans- 


versely through the stream or jet of fluid, or 
the jet is moved so as to impinge upon the 
conductors, or both jet and conductors are 


‘moved. This is preferably accomplished by 
mounting the conductors and the tube or duct 
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from which the fluid issues concentrically and 


revolving one or both. 


The chief feature of novelty which distin- 
guishes the apparatus and in which my im- 
provement resides is the plan adopted for 
maintaining the stream or jet of conduct- 
ing fluid. This consists in utilizing the same 
power that actuates or drives the cireuit-con- 
troller in effecting the necessary relative 
movement of its terminals to maintain the 
proper circulation of the conducting. fluid 
by combining the two mechanisms (the con- 
troller and the means for maintaining a cir- 
culation of the conducting fluid) in one. This 
feature is of great practical advantage and 
may be effectedin many ways. <A typical ar- 
rangement for this purpose is to provide a 
tube or duct having an orifice at one end di- 
rected toward the spaced conductors and its 
other end in a position to take up a portion 
of the rapidly - rotating body of conducting 
fluid, divert it through the duct, and discharge 
it against the conductors. With this object 
when a closed receptacle is used a holder for 
the tube isemployed, mounted within the re- 
ceptacle and concentrically therewith, and 
this holder, when the receptacle is revolved, 
is held or influenced by any suitable means, 
as by magnetic attraction exerted from the 
outside or otherwise, in such manner as to 
keep it either in a fixed position or impress 
upon it a velocity different from that of the 


‘rotated fluid. 


Such other improvements in details as I 
have devised and applied to the construction 
and operation of my improved circuit-con- 
troller will be more fully hereinafter de- 
scribed; but from the above general statement 
of the nature of the device it will be observed 
that by means of the same the velocity of 
relative movement of the two parts or ele- 
ments may be enormously increased and the 
duration of the arc or discharge between them 
at the periods of make and break thereby 
greatly reduced without material increase in 
the power required to effect it and without 
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impairing the quality of contact or deterio- 
rating the terminals. 

In the drawings hereto annexed, Figure 1 
is a diagram illustrating the system for which 
the improvement was more especially de- 
signed. Fig. 2 is atop plan view of the cir- 
cuit-controller. Fig. 3 isa view showing the 
induction-coil of Fig. 1 with its condenser- 
ease in side elevation and the circuit-con- 
troller in vertical central section. 

The general scheme of the system for use 
with which my improved circuit-controller is 
more especially designed will be understood 
by a brief reference to Fig. 1. In said figure, 
A A represent the terminals of a source of 
current. <A’ is a self-induction or choking 
coil included in one branch of the circuit and 
permanently connected to one side of a con- 
denser A”. The opposite terminal of this 
condenser is connected to the other terminal 
of the source through the primary B of a 
transformer, the secondary B’ of which sup- 
plies the working circuit containing any suit- 
able translating devices, as B”. 

The circuit-controller ©, which is repre- 
sented conventionally, operates to make and 
break a bridge from one terminal of the 
source to a point between the choking-coil 
A’ and the condenser A”, from which it will 
result that when the circuit is completed 
through the controller the choking-coil A’ is 
short-circuited and stores energy which is dis- 
charged into the condenser when the con- 
troller-cireuit is broken, to be in turn dis- 
charged from the condenser through the pri- 
mary B when these two are short-circuited 
by the subsequent completion of the con- 
troller-circuit. 

J refer now to Figs. 2 and 3 for an illus- 
tration of the more important and typical 
features of my improved circuit-controller. 
The parts marked a compose a closed recep- 
tacle of cylindrical form having a dome or 
extension of smaller diameter. The recepta- 
ele is secured to the end of aspindle c, which 
is mounted vertically in bearings of any char- 
acter suitable for the purpose. As it is in- 
tended to impart a rapid rotation to the re- 
ceptacle a, J have shown a convenient de- 
vice for this purpose comprising a field-mag- 
net d, secured to the base or frame e, and an 
annular armature f, secured to the recepta- 
clea. The coils of the armature are con- 
nected with the plates g of a commutator se- 
cured to the receptacle a and made in cylin- 
drieal form, so as to surround the socket in 
which the spindle cis stepped. A body of 
magnetic i nterial h, which serves as an ar- 
mature, is mounted on antifriction-bearings 
on an extension of the spindle c, so that the 
receptacle and the body h may have freely 
independent movements of rotation. Sur- 
rounding the dome 0, in.which the armature 
his contained, is a core with pole-pieces o, 
which are magnetized by coils 9, wound on 
the core. 
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supported by arms r, Fig. 2, independently | 1. The combination with a receptacle of a 


of the receptacle, so that when the recepta- 
ele is rotated and the core energized the at- 
tractive force exerted by the poles o upon the 
armature 2 within the receptacle a holds the 
said armature against rotation. To prevent 
loss from currents set up in the shell of the 
dome 0, the latter should be made of German 
silver or other similar precaution taken. An 
arm 7 is secured to the armature A within the 
receptacle a@ and carries at its end.a short 
tube k, bent, as shown in Fig. 2,.so that one 
open end is tangential to the receptacle-wall 
and the other directed toward the center of 
the same. Secured to the top plate of the re- 
ceptacle a are aseries of conducting-plates /. 
The part of the top plate s from which said 
conducting-plates / depend is insulated from 
the receptacle proper by insulating packing- 
rings ¢, but is electrically connected with the 
dome 6, and in order to maintain electrical 
connection from an external circuit to the 
conductors 7 a mercury-cup w is set in the 
top of the dome, into which cup extends a sta- 
tionary terminal plug”. A small quantity 
of a conducting fluid, such as mercury, is put 
into the receptacle a, and when the latter. is 
rotated the mercury by centrifugal action 
is forced out toward its periphery and rises 
up along itsinner wall. Whenit reaches the 
level of the open-mouthed tube #, a portion is 
taken up by the latter, which is stationary, 
and forced by its momentum through the tube 
and discharged against the conductors./ as 
the latter pass in rapid succession by the ori- 
fice of said tube. In this way the circuit be- 
tween the receptacle and the conductors / is 
completed during the periods in which the 
stream or jet of mercury impinges upon any 
of the conductors /and broken whenever the 
stream is discharged through the spaces be- 
tween the conductors. 

From the nature of the construction and 
mode of operation of the above-described ap- 
paratus itis evident that the relative speed of 
separation and approach of the two elements 


‘or terminals (the jet and the conductors/) may 


be extremely high, whilesuch increased speed 
affects in no material respect the quality of 
contact. - , 

A circuit-controller of the kind described 
is applicable and useful in many other sys- 
tems and apparatus than that particularly 
described herein, and may be greatly modi- 
fied in construction without departure, from 
the invention. 

Tam aware that a jet orstream of conduct- 
ing flnid has heretofore been employed as a 
means for completing an electric circuit, and 
I do not claim, broadly, the employment of a 
conducting fluidin such form as a contact or 
terminal; but so far as I am aware both the 
purpose for which I employ such form of con- 
tact or terminal and the manner in which I 
apply it are wholly of my invention, neither 
having been heretofore proposed: 

What I claim is— 


conductor. or series of spaced conductors, a 
nozzle or tube for directing a jet or stream of 
fluid against the same, the nozzle and conduc- 
tor being capable of movement relatively to 
each other, and means for maintaining a cir- 
culation of conducting fluid, contained in the 
receptacle, through the said nozzle, and de- 


pendent for operation upon such relative 


movement, as set forth. 
2, The combination with a closed recepta- 


cle of a conductor or series of spaced conduc- 


tors, a nozzle or tube for directing a jet or 
stream of flaid against the same, and means 
for foreing a conducting fluid contained in 
the receptacle through the said nozzle, these 
parts being associated within the receptacle 
and adapted to be operated by the application 
of a single actuating power, as set forth. 
3..The combination with a receptacle con- 
taining a series of spaced conductors, a duct 
within the receptacle having one of its ends 
directed toward the said conductors, means 
for maintaining a rapid movement of rela- 
tive rotation between the said end and the 
conductors and means for maintaining a cir- 
culation of a conducting fluid contained in 
the receptacle through the duct against the 
conductors, the said conductors and jet con- 
stituting respectively the terminals or ele- 
ments of an electric-circuit controller. 

4, The combination with a receptacle. ca- 
pable of rotation and containing a series of 
spaced conductors, a duct within the recepta- 
cle having an orifice directed toward the said 
conductors, and an.open end in position. to 
take up a conducting fluid froma body of the 
same contained in the receptacle, when the 
latter is rotated, and direct it against the con- 
ductors, the said conductors and the fluid 
constituting the terminals or elements of an 
electric-circuit controller. 

5. The combination with a. receptacle for 
containing a conducting fluid and a series of 
spaced conductors thereon, of a duct having 
an. orifice directed toward the said conductors 
and. forming a conduit through which the 
fluid when the receptacle is rotated is forced 
and thrown upon the conductors. 

6. The combination with a receptacle ca- 
pable of rotation, and a series of conductors 
mounted therein, of a duct having an orifice 
directed toward the conductors, a holder for 
said duct.mounted on bearings within the re- 
ceptacle which permit of a free relative rota- 
tion of said receptacle and holder, and means 
for opposing the rotation of the said holder 
in the direction of the movement of the fluid 
while the receptacle is rotated, whereby the 
conducting fluid within the receptacle will be 
caused to flow through -the duct against. the 
conductors. 

7. The combination with a receptacle and 
a motor for rotating the same, of a magnetic 
body mounted in the receptacle, a magnet ex- 
terior to the receptacle for maintaining the 


| body stationary while the receptacle rotates, 
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a series of conductors in the receptacle and 
a duct carried by the said magnetic body and 
adapted to take up at one end a conducting 
fluid in the receptacle when the latter rotates 
and to direct such fluid from its opposite end 
against the series of conductors. ~ 

8. The combination with a receptacle for 
containing a conducting fluid, a series of 
spaced. conductors within the same, and a 
motor, the armature of which is connected 
with the receptacle so as to impart rotation 
thereto, a magnetic body capable of turning 


freely within the receptacle about an axis 
concentric with that of the latter, a duct car- 
ried by the said body having one end in po- 
sition to take up the conducting fluid and the 
other in position to discharge it against the 
spaced conductors, and a magnet exterior to 
the receptacle for holding the magnetic body 
stationary when the receptacle is rotated. 
NIKOLA TESLA. 
Witnesses: 
M. Lawson DYER, 
G. W. MARTLING. 
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To alt whom it may concern: 


on 


° 


Be it known that I, Nixoua Tusua, a citi- 
zen of the United States, residing in the bor- 
ough of Manhattan, in the city, county, and ; 
State of New York, have invented certain new. 
and useful Improvements in Electric:Cireuit: 
Controllers, of which the following is a speci-. 
fication, reference being had to the drawing. 
accompanying and forming a part of the same. . 

The invention which forms the subject of 
my present application is an improvement in 
a novel class of circuit-controlling appliances’ 
heretofore invented by me and more ‘espe- 


, Cially designed to be used with my.now well- 
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known apparatus for the production of elec- 
tric currents of high frequency by means of 


-condenser-discharges, but applicable gener- 


ally as a means for making and breaking an 
electric circuit. one ; 

In the circuit-controllers of the particular 
class or type to which my present improve- 
ment pertains I have utilized a conducting 
liquid as one of the terminals and have em-' 
ployed as the other terminal a solid conductor 
and provided various means for bringing the: 
two into rapidly-intermittent contact: 

The distinguishing feature of my. present 
improvement lies chiefly in the.use of a con-. 
ducting liquid for both the terminals under: 


‘conditions which permit of a rapidly-inter-' 
mittent contact between them, as will: be} - 


herein set forth, . 

The accompanying drawing illustrates an 
apparatus embodying the principle of my said 
improvement, 

The figure is a central vertical section of 
the circuit-controller. 

In the drawing is shown a receptacle com- 
posed of two cylindrical metallic portions A 
A’, secured together by bolts B and nuts C, 
but insulated from each other. The recep- 
tacle is journaled, by means of trunnions 
formed on or secured toits ends, in standards 
D D, and any suitable means is employed to 
impart rotation to it. 


effected by constructing or organizing the re- 
ceptacle insuch manner that it may serve as 
the rotating element of an electromagnetic 
motor in conjunction with a surrounding 
stationary element EE. The abutting ends 
of the two parts of the receptacle are formed 


‘cle into two compartments GG’. 
these compartments, as G, extends a spindle 
-H, having its bearing in the end of the’ part 


toward the opposite’ compartment. 


This is conveniently: 


with inwardly-extending flanges F, which di- 
vide the peripheral portions of the recepta- 
Into one of 


A and. the trunnion secured to or extending 


‘therefrom.- -Into the other compartment G’ 


extends a spindle H’, similarly journaled in 
the end of part A’ and its.trunnion. Each 
spindle carries or is formed with a weighted 
arm K, which, remaining in a vertical posi- 
tion, holds its spindle stationary when the 
receptacle-is revolved. 

To the weighted arm of spindle H is secured 
a standard L, carrying a tube L’, with one 
open end in close proximity to the inner pe- 
ripheral wall of the compartment G-and the 
other directed toward the axis, but inclined 
To the 
weighted ‘arm’ of spindle H’ is similarly se- 
cured a standard M, which is hollow and con- 
stitutes a portion of a duct or passage which 


extends through a part of the spindle and 


opens through a nozzle M' into a circular 
chamber N in the wall of the part A’. From 


‘| this chamber run passages N’ to nozzles O, in 
‘position to discharge jets or streams of liquid 


in such directions as to intersect, when the 
nozzles are rotated, a stream issuing from the 


‘end of tube L’. 


In each portion or compartment of the re- 
ceptacle is'placed a quantity of a conducting 


liquid, such as mercury, and the ends of the 
‘tubes L' and M are provided with openings 
‘which take up the mercury when on the ro- 


tation of the receptacle it is carried by cen- 
trifugal force against the peripheral wall. 
The mercury when taken up by the tube L' 
issues in a stream or jet from the inner end 


-of said tube and is projected into the com- 


partment G’. The mercury taken up by the 
tube M runs into the circular chamber N, 
from which it is forced through the passages 
N’ to the nozzles O, from which it issues in 
jets or streams directed into the compart- 
ment G. As the nozzles O revolve with the 
receptacle the streams which issue from them 
will therefore be carried across the path of 
the stream which issues from the tube L’ and 
which is stationary, and the circuit between 
the two compartments will be completed by 
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the streams whenever they intersect and in- | 


terrupted at all other times. 

The continuity of the jets or streams is not 
preserved: ordinarily to any great distance 
beyond the orifices from which they issue, 
and hence they do not serve as conductors to 
electrically connect the two sides of the re- 
ceptacle beyond their point of intersection 
with each other. 

It will be understood that sofaras the broad 
feature of maintaining the terminal jets is 
concerned widely-different means may be em- 
ployed for the purpose and that the spindles 
mounted in free bearings concentrically with 
the axis of rotation of the receptacle and held 
against rotation by the weighted arms consti- 
tute but one specific way of accomplishing this 
result. This particular plan, however, has 
certain advantages and may be applied to cir- 
cuit-controllers of this class generally when- 
ever itis necessary to maintaina stationary or 
nearly stationary body within a rotating re- 
ceptacle. .It is further evident from the na- 
ture of the case that it is not essential that 
the jet or jets in one compartment or portion 


of the instrument should be stationary and 


the others rotating, but only that there should 
be such relative movement between them as 
to cause the two sets to come into rapidly-in- 
termittent contact in the operation of the de- 
vice. 

The number of jets, whether stationary or 
rotating, is purely arbitrary; but since the 
conducting fluid is directed from one com- 
partment into the other the aggregate amount 
normally discharged from the compartments 
should be approximately equal. However, 
since there always exists a tendency to pro- 
ject a greater quantity of the fluid from that 
compartment which contains the greater into 
that which contains the lesser amount no dif- 
ficulty will be found in this respect in main- 
taining the proper conditions for the satisfac- 
tory operation of the instrument. 

A practical advantage, especially important 
when a great number of breaks per unit of 
time is desired, is secured by making the 
number of jets in one compartment even and 
in the other odd and placing each jet sym- 
metrically with respect to the center of rota- 
tion. Preferably the difference between the 
number ofjetsshouldbeone. Bysuchmeans 
the distances between the jets of each set are 
made the greatest possible and hurtful short- 
circuits are avoided. 

For the sake of illustration let the number 
of jets or nozzles L’ in one compartment be 
nine and the number of those marked O in 
the other compartment ten. Then by one 
revolution of the receptacle there will be 
ninety makesand breaks. Toattain thesame 
result with only one jet, as L’, it would be 
necessary to employ ninety jets O in the other 
compartment, and this would be objection- 
able, not only because of the close proximity 
of the jets, but also of the great quantity of 
fluid required to maintain them. 


In the use of the instrument as a circuit- 
controller it is merely necessary to connect 
the two insulated parts of the receptacle to 
the two parts of the circuit, respectively, as 
by causing brushes X Y, connected with cir- 
cuit-wires, to bear at any suitable points on 
the said two parts A A’. 

In instruments of this character in which 
both terminals are formed by a liquid element 
there is no wear or deterioration of the ter- 
minals and the contact between them is more 
perfect. The durability and efficiency of the 
devices are thus very greatly increased. 

Having now described my invention, what 
I claim is— 

1. A circuit-controller comprising in com- 
bination means for producing streams or jets 
of conducting liquid forming the terminals, 
and means for bringing the jets or streams of 
the respective terminals into intermittent 
contact with each other, as set forth. 

2. In a cireuit-controller, the combination 
with two sets of orifices adapted to discharge 
jets in different directions, means for main- 
taining jets of conducting liquid through said 
orifices, and means for moving said orifices 
relatively to each other so that the jets from 
those of one set will intermittently intersect 
those from the other, as set forth. 

3. The combination in a circuit-controller 
of ducts and means for discharging therefrom 
streams or jets of conducting fluid in elee- 
trical contact with the two parts of the circuit 
respectively, the orifices of said ducts being 
capable of movement relatively to each other, 
whereby the streams discharged therefrom 
will intersect at intervals during their rela- 
tive movement, and make and break the elec- 
trie circuit, as set forth. 

4, In a cireuit-controller the combination 
with one or more stationary nozzles and means 
for causing a conducting fluid forming one 
terminal to issue therefrom, of one or more 
rotating tubes or nozzles, means for causing 
a conducting liquid forming the other ter- 
minal to issue therefrom, the said rotating 
nozzles being movable through such a path as 
to cause the liquid issuing therefrom to in- 
tersect that from the stationary nozzles as set 
forth. 

5. The combination with a rotating recep- 
tacle divided into two insulated compart- 
ments, a spindle in one compartment with its 
axis concentric with that of the receptacle, 
means for opposing the rotation of said spin- 
dle, and a tube or duct carried by the spindle 
and adapted to take up a conducting fluid at 
one end from the inner periphery of the com- 
partment when the receptacle is rotated and 
direct it from the other end into the other 
compartment, of a similar spindle in the other 
compartment and means for opposing its ro- 
tation, a tube carried by the spindle and hav- 
ing an opening at one end near the inner pe- 
riphery of the compartment and discharging 


into a chamber from which lead one or more. 


passages to nozzles fixed to the rotating re- 
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ceptacle and adapted to discharge across the 
path of the jet from the stationary nozzle, as 
set forth. 

6. In a cireuit-controller the combination 
with a rotating receptacle of a body mounted 
therein and formed or provided with a 
weighted portion eccentric to-its axis which 
opposes its rotation and a tube or duct car- 
ried by said body and adapted to take up a 
conducting fluid from the rotating receptacle 
as set forth. 

7. In a circuit-controller the combination 
of two sets of nozzles and means for project- 


ing from the same, jets of conducting fiuid 
which constitute respectively the terminals 
of the controller, means for moving the noz- 
zles relatively to each other so that the jets 
of the two sets are brought successively into 
contact, the nozzles of each set being arranged 
symmetrically about an axis of rotation,there 
being one more nozzle in one set than in the 


other. 
NIKOLA. TESLA. 
Witnesses: 
M. Lawson DveEr, 
G. W. MARTLING. 
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SPECIFICATION forming part of Létters Patent No. 609,247, dated August 16, 1898. 
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Lo all whom it may concern: 


Be it known that, NrKoLA TESLA, of the. 


borough of Manhattan,in the city, county; and 
State of New York, have invented certain new 


and useful Improvements in Cireuit-Control-: 


lers, of which the following is a specification ; 
reference being had to the drawin gs accompa- 
nying and forming a part of the same. 

In an application filed by me on June 3, 
1897, Serial No. 639,297, I have shown and de- 
scribed a device for making and breaking an 
electric circuit comprising a rotary receptacle 
containing 
mounted within but independently of the re- 
ceptacle and caused by the rotation of the 
latter to make and break electrical contact 
with the fluid. — 

The invention on which my present appli- 
cation is based is an improvement in devices 
of this particular class, and has primarily as 
its object the production of a circuit - con- 
troller in which an independently-mounted 
terminal operated in a similar manner bya 
rotating body of conducting fluid may be in- 
closed within a gas-tight receptacle. 

The invention comprises features of con- 
struction by which this object is practically 
secured and certain improvements applicable 
to this and other analogous devices, as will be 
more fully hereinafter set forth. 

In the accompanying drawings, Figure 1 is 
vertical central section of the improved cir- 
cuit-controller, and Fig. 2 a top plan view of 
the same with the top or cover of the recep- 
tacle removed. oo 

The operative portions of the circuit-con- 
trolling mechanism are contained in a closed 
cylindrical receptacle A, of iron or steel, 
mounted on a spindle B in a suitable socket 
or support C to permititto be freely and rap- 
idly rotated. The socket C is secured to.or 
forms a part of a base or stand D, 

As a means of producing the proper rota- 
tion of the receptacle A, Ihave shown a field- 
magnet E, mounted on or secured to the base 
D, and an armature F, supported by a bracket 
G from the under side of the receptacle A. 
The same bracket also carries a series of com- 
mutator - segments H, upon which bear 
brushes I, these parts being arranged to con- 
stitute an electromagnetic motor with sta- 


tionary field and rotating armature, It may. 


a conducting fluid andaterminal. 


be stated that any other suitable means may 
‘be employed to rotate the receptacle and the 
fluid. oo 

In the spindle Band concentric with its 
axis is a spindle J.in bearings specially con- 
structed to reduce friction in order that the 
spindle J may be as little as possible influ- 
‘enced by the rotation of the main spindle and 
receptacle carried thereby..: A suitable pro- 
vision is made to oppose or prevent the rota- 
tion of the spindle J during the rotation of 
the receptacle. I have devised for this pur- 
pose the following: 

The spindle B is held by its bearings at an 
angle to the vertical,and a weight K is secured 
eccentrically to the spindle J and tends to hold 
the said spindle alwaysin one position. The 
inclination of theaxesof rotation necessary for 
this result may be substantially that shown 
and should not be materially greater, for the 
reason that it is especially advantageous to 
preserve the spindles and bearings as nearly 
as practicable vertical on account of lesser 
friction and easier lubrication. 

Attached to the spindle J or weight K is an 
insulated bracket IL, carrying a standard or 
socket M, in which is mounted on antifriction- 
bearings a spindle N. Secured to this latter 
is a plate with radialarms O, from which de- 
pend vanes or:-blades P, with projections Q 


extending radially therefrom. A shield or. 


screen R incloses the vanes, except on the 
side adjacent to the inner periphery of the 
receptacle A. | 

A small quantity of a conducting fluid S is 
placed in the receptacle, and in order to se- 
cure a good electrical connection between the 
vanes P and a terminal on the outside of the 
receptacle a small mereury-cup T, in metallic 
contact with the vanes through the bracket 
L and socket M, is secured to the weight K. 
A metal stud V, set in an insulated bolt W, 
projects into the eup T through a packed 
opening initscover. One terminal of the cir- 
cuit-controlling mechanism will thus be any 
part of the metal receptacle and the other 
the insulated bolt W. The apparatus may be 
connected up in circuit by connecting the 
wires of the circuit to a brush Xx, bearing on 
the bolt W, and to a binding-post Y in contact 
with the base D. 

To operate the apparatus, the receptacle is 
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set in rotation, and as its speed increases the 
mercury or other conducting fluid which it 
contains is carried by centrifugal force up the 
sides of the inner wall, over which it spreads 
ina layer. When this layer rises sufficiently 
to encounter the projections Q on the blades 
or vanes P, the latter are set in rapid rotation, 
and the electrical connection between the ter- 
minal of the apparatus is thereby made and 
broken, it may be, with very great rapidity. 

The projections Q are preferably placed at 
different heights on the vanes P, so as to se- 
cure greater certainty of good contact with 
the mercury film when in rapid rotation. 

As to the forms of the circuit-controller 
heretofore referred to and upon which my 
present invention is an improvement the 
blades or vanes P may be regarded in a broad 
sense as typical of any device—such, for ex- 
ample, as a stelliform disk—which will be set 
and maintained in rotation by that of the re- 
ceptacle. So, also, having regard to the fea- 
ture of my invention which provides for 
maintaining such a device in operation in a 
receptacle which may be hermetically sealed, 
so as to be capable of containing an inert me- 
dium under pressure in which the makes and 
breaks occur and which medium is pracii- 
cally essential to a long-continued and eco- 
nomical operation of the device, I may em- 
ploy other and widely-different means for op- 
posing or preventing the rotation of the part 
carrying such vanes in the direction of the 
rotation of the receptacle and fluid. 

Having now described my invention, what 
I claim is— 

1. A circuit-controller comprising, in com- 
bination, a closed receptacle containing a 
fluid, means for rotating the receptacle, a sup- 
port mounted within the receptacle, means 
for opposing or preventing its movement in 
the direction of rotation of the receptacle, 
and a conductor carried by said support and 
adapted to make and break electric connec- 
tion with the receptacle through the fluid, as 
set forth. 


2. A cireuit-controller comprising, in coni- 
bination, a terminal capable of rotation and 
formed or provided with radiating contacts, 
a closed receptacle containing a fluid which 
constitutes the opposite terminal, means for 
rotating the receptacle, a support therein for 
the rotating terminal, and means for oppos- 
ing or preventing the rotation of the support 
in the direction of the rotation of the recep- 
taele, as set forth. 

3. In a circuit-controller, the combination 
with a receptacle capable of rotation about 
an axis inclined to the vertical and contain- 
ing a fluid which constitutes one terminal, a 
second terminal mounted within the recep- 
tacle, on a support capable of free rotation 
relatively to the receptacle, and a weight ec- 
centric to the axis of rotation of the support 
for said terminal for opposing or preventing 
its movement in the direction of the rotation 
of the said receptacle, as set forth. 

4, The combination with a receptacle 
mounted to revolve about an axis inclined to 
the vertical, of a spindle within the recep- 
tacle and concentric with its axis, a weight 
eccentric to the spindle, and a terminal car- 
ried by the said spindle, and adapted to be 
rotated by a body of conducting fluid con- 
tained in the receptacle when the latter is 
rotated, as set forth. 

5. The combination with a receptacle 
mounted to rotate about an axis inclined to 
the vertical, a spindle within the receptacle 
and concentric with its axis, a weighted arm 
attached to said spindle, a bracket or arm 
also secured to said spindle, a rotary terminal 
with radiating contact arms or vanes mount- 
ed on said bracket in position to be rotated 
by a body of conducting fluid contained in 
said receptacle when said fluid is displaced 
by centrifugal action, as set forth. 


NIKOLA TESLA. 


Witnesses: 
M. Lawson DYER, 
G. W. MARTLING.: 
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SPECIFICATION forming part of Letters Patent No. 609,248, dated August 16, 1898. 


Application filed March 12, 1898, 


Lo all whom té may concern: 

Be it known that I, NIkoLA TEsLa, of the 
borough of Manhattan, in the city, county, and 
State of New Yor ky, have invented certain new 
and useful Impr ovements in Circuit-Control- 
lers, of which the following is a specification, 
reference being had to the “drawing ¢ accom pa- 
nying and forming a part of the same. 

In previous applications filed by me, nota- 
bly in Serial No. 660,518, filed December 2, 
1897, and others, I have shown and described 
various forms of electric-circuit controllers 
in which a conducting fluid is used for one or 
both of the terminals. These contrivances, 
while applicable generally asa means of mak- 
ing and breaking an electric circuit with 
great rapidity, were devised by me more espe- 
cially for use in my now well-known system of 
electrical conversion by means of condenser- 
discharges and for this reason have been de- 
signed with especial reference to the peculiar 
and exceptional conditions which obtain in 
such systems. _My present invention is an 
improvement in cireuit- controllers of this 
kind, and in order that the object and nature 
of the improvement may be more readily un- 
derstood and appreciated I may refer briefly 
to the more essential characteristics of the 
devices described before upon which the 
presentimprovementis based. Asitwas pri- 
marily essential that these controllers be ca- 
pable of making and breaking the circuit at 
a very rapid rate and as such a result could 
not besecured practically or economically by. 
any of the ordinary devices employing rigid 
contacts or terminals I was led to invent-ap- 
paratus in which the circuit connections:were 
established and broken between a rigid ter- 
minal and a fluid conductor or between two 
fluid conductorsin the form of jets orstreams. 
In the forms of apparatus employing a rigid 
or solid conductor as one terminalanda fluid 
as the other the makes and breaks of course 
occur always between asolidand a fluid termi- 
nal, and although the operative parts of my 
improved cir cuit. controllers were usually con- 
tained in air or gas tight receptacles and in 
an inert medium, both! for the purpose of im- 
proving their action and preventing deterio- 
ration of the terminals, there is still a lia- 
bility to wear of the rigid or solid terminal. 

Under certain conditions, as when the cir- 


Serial No. 673,559, (No model.) 


‘cuit-controller is operated from a source of 


direct current, the deterioration of the solid 
terminal may be materially reduced by con- 
necting it to the negative pole of the gener- 
ator. Nevertheless, there will be always a 
slow wearing. away of the metal, which to 
overcome entirely in a novel manner is the 
object of my present improvement. To do 
this, I effect the closure of the circuit through 
two. parts of conducting fluid; but instead of 
breaking the circuit by the movement of these 
two parts or terminals, as before, I separate 
them periodically by the interposition of an 
insulator which is preferably solid and re- 
fractory. For example, I provide a plate or 
disk with teeth or projections—preferably of 
glass, lava, or the like—which are caused by 
the rotation of the disk to pass through the 
fluid conductor, jet, or whatever it may be, 
and thus effect a make and break of the cir- 
cuit. 

By means of such a device the breaks always 
oceur between fluid terminals, and hence de- 
terioration and consequent impairment of the 
qualities of the apparatus are avoided. 
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A preferred form of my improved circuit- . 


controller is illustrated in the accompanying 
drawing, which shows a central vertical see- 
tion of the same. 

The two terminals are contained in an air- 
tight receptacle A, of iron or steel, which is 
mounted on a spindle B in a suitable socket 
orsupport C,soastorotatefreely. Thesocket 
Cis secured to or forms part of a base or stand 
D.. Any suitable means may be employed for 
effecting the rotation of the receptacle, and 
in illustration of aconvenient and practicable 
means for this purpose I have shown an ar- 
mature E, secured to a cylindrical extension 
of the receptacle that surrounds the socket 
C, and a field-magnet F, which is supported 
independently and is stationary. The arma- 
ture-coils are connected with the segments § 
of a commutator on-which bear brushes G. 

In the spindle B and coneentrie with its axis 
is a spindle H, supported on ball-bearings or 
otherwise arranged to have a free movement 
of rotation relatively to. the spindle B, so as 
to be as little as possible influenced. by the 
rotation of the latter. 

Any convenient means is provided to op- 
pose or prevent the rotation of the spindle H. 
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during the rotation of the receptacle. In the 
particular arrangement here shown for this 
purpose a weight or weighted arm J is secured 
to the spindle I and eccentrically to the axis 
of the latter, and as the bearing for the spin- 
dle B holds the same at an angle to the ver- 
tical this weight acts by gravity to hold the 
spindle H stationary. 

Secured to the top or cover of the recepta- 
cle A by a stud K, which passes through an 
insulating-bushing in said cover and is held 
by a nut LL, is a circular disk M, of conduct- 
ing material, preferably iron or steel, having 
its edge turned downwardly and then in- 
wardly to provide a peripheral trough on the 
under side of the disk. 

To the under side of the disk M is secured 
a second disk N, having downwardly-inclined 
peripheral projections O O, of insulating and 
preferably refractory material, in a circle con- 
centric with the disk M. 

A tube or duct P is mounted on the spindle 
Hi or the weight J and is so arranged that the 
orifice at one end is directed outwardly toward 
the trough of the disk M, while the other lies 
close to the inner peripheral wall of the re- 
ceptacle, so that if a quantity of mereury or 
other conducting fluid be placed in the recep- 
tacle and the latter rotated the tube or duct 
P, being held stationary, will take up the fluid 
which is carried by centrifugal action up the 
side of the receptacle and deliver it inastream 
or jet against the trough or flange of the disk 
M or against the inner surfaces of the projec- 
tions O of disk N, as the case may be. 

Obviously, since the two disks M and N ro- 
tate with respect to the jet or stream of fluid 
issuing from the duct P, the electrical con- 
nection between the receptacle and the disk 
M through the fluid will be completed by the 
jet when the latter passes to the disk M be- 
tween the projections O and will be inter- 
rupted whenever the jet is intercepted by the 
said projections. 

The rapidity and the relative duration of 
the makes and breaks is determined -by the 
speed of rotation of the receptacle and the 
number and width of the intercepting projec- 
tions O, 

By forming that portion of the disk M with 
which the jet makes contact as a trough, 
which will retain when in rotation a portion 
of the fluid directed against it, a very useful 
feature is secured. The fluid under the ac- 
tion of centrifugal foree accumulates in and 
is distributed along the trough and forms a 
layer over the surface upon which the jet im- 
pinges. By this means a very perfect con- 
tact is always secured and all deterioration 
of the terminal surfaces avoided. 

The principle of interrupting the circuit by 
intermittently passing an insulator through 
a fluid conductor may be carried out by many 
specifically-different forms of apparatus, and 


in this respect I do not limit myself to the 
particular form herein shown. 

What I claim is— 

1. In an electrical-cirecuit controller, the 
combination with a conductor forming one of 
the terminals, of means for maintaining a jet 
or stream of conducting fluid forming the 
other terminal, and directing it against said 
conductor, and a body adapted to be inter- 
mittently moved through and to intercept the 
jet or stream, as set forth. 

2. In an electrical-cireuit controller, the 
combination with a rigid terminal, of means 
for directing against such terminal a jet or 
stream of conducting fluid in electrical con- 
nection with the other terminal, and a body 
adapted to be intermittently moved through 
and tointercept the jet or stream, as set forth. 

3. In an electrical-cireuit controller, the 
combination with a rigid terminal, of means 
for directing against such terminal a jet or 
streain of conducting fluid in electrical con- 
nection with the other terminal, a body hav- 
ing a series of radial projections and means 
for rotating the same so that the said projec- 
tions will intermittently intercept the stream 
or jet, as set forth. 

4. In a circuit-controller, the combination 
with a rotary conductor forming one termi- 
nal, means for directing against such termi- 
nal a jet or stream of conducting fluid in elec- 
trical connection with the other terminal, and 
a body with spaced projections mounted to 
rotate in a path that intercepts the jet or 
stream of fluid, as set forth. 

5. In a ecircuit-controller, the combination 
with a rotary conductor forming one termi- 
nal, and means for directing intermittently 
against such terminal a jet or stream of fluid 
in electrical connection with the other termi- 
nal, the part of said rotary conductor upon 
which the jet or stream impinges being formed 
so,as to retain, by centrifugal force, a portion 
of the fluid directed against it, as set-forth. 

6. The combination of the receptacle, the 
conducting-disk secured within it, the insu- 
lated disk with peripheral projections and 
the stationary tube or duct for directing a 
stream or jet of conducting fiuid toward the 
conducting-disk and across the path of the 
projections O, as set forth. 

7. The combination of the receptacle, the 
conducting-disk with a peripheral trough- 
shaped flange, the insulated disk with periph- 
eral projections O, and the stationary tube or 
duct for directing a stream or jet of conduct- 
ing fluid into the trough-shaped flange of the 
conducting-disk and across the path of the 
projections O, as set forth. 


NIKOLA TESLA. 
Witnesses: 


M. LAWSON DYER, 
G. W. MARTLING. . 
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To atl whonv it may concern: 

Be it known that I, Nikoua TEsua, of the 
borough of Manhattan,in the city, county,and 
State of New York, have invented certain new 
and useful Improvements in Electrical-Cir- 
cuit Controllers, of which the following is.a 
specification, reference being had to the draw- 
ing accompanying and forming part of the 
same. , 

The present application is based upon im- 
provements in electrical-circuit controllers of 
the kind heretofore invented by me and de- 
scribed in previous applications, notably in 
an application filed December 2, 1897, Serial 
No. 660,518. The chief distinguishing fea- 
tures of these devices are the use of ‘a con- 
ducting fluid for one or both of the terminals 


under conditions which permit ofa very rapid 


succession of makes, and breaks and a con- 
struction or arrangement which allows the 
inelosing of the terminals in an air-tight re- 
ceptacle in which an inert medium may be 
maintained. My efforts to meet the practi- 
cal requirements of apparatus of this kind 
have led me to adopt expedients and to in- 
vent mechanisms entirely novel in such de- 
vices. Jor example, in order to effect arap- 
idly-intermittent contact between two termi- 
nals by the use of a jet or jets in a closed re- 
ceptacle it is obviously necessary to employ 
special means which will operate to hold one 
part of the apparatus stationary while the 
other rotates or to rotate both the essential 
parts or terminals in opposite directions or, 
as the case may be, in the same direction at 
different speeds. 

The present invention is embodied in a de- 
viee for securing the proper relative move- 
ment of the two parts or terminals of the cir- 
cuit-controller and involves two salient fea- 
tures of novelty, one that it provides for main- 
taining in a rotating receptacle a stationary 
jet or jets which byi impinging on a rigid con- 
ductor maintain the latter in rotation, there- 
by securing the requisite rapidly intermittent 
contact between the two, and the other that it 
utilizes the rotation of such rigid conductor 
asa means for opposing or ‘preventing the 
movement of its own supports in the direc- 
tion of rotation of the receptacle, thereby se- 
curing, among other things,an approximately 
constant relative movement between the 


(No model.) 


parts, a feature which in devices of this kind 
is often very desirable. 

Inthe drawing hereto annexed I have illus- 
trated the pr eferred form of apparatus which 
Ihave devised for carrying out these improve- 
ments. The figure isa central vertical cross- 
section of-a cireuit-controller. 

A designates a receptacle, usually of iron 
or. steel and mounted in any suitable manner, 
as by trunnions B B, having bearings in 
standards C C,:so as to be capable of rapid 
rotation about a horizontal axis. 

In the particular form of device under con- 


‘sideration the receptacle is divided into two 


parts insulated by a washer D and held to- 
gether by insulated bolts E with nuts F. 
These two parts are electrically connected, 
respectively, with the two terminals of the 
apparatus, as hereinafter described, and by 
means of brushes XY, bearing at any suit- 
able points on the two parts of the receptacle, 
the circuit-controller is connected with the 


-wires of a circuit. 


Any convenient means may be employed 
tor otate the. receptacle; but a simple way to 
effect this is to surround the same with a 
field-magnet.G and to make the receptacle 


itself the armature of an electric motor or 


else to secure to it armature-cores, as H. 

A body Lis supported by trunnions J, hav- 
ing bearings:in the ends of-the receptacle 
and concentric with the axis of rotation of 
the same. The weight of the body I being 
eccentric to this axis tends to oppose its turn- 
ing about the axis when the receptacle is ro- 
tated. 

Upon the body or support I, but insulated 
therefrom, is secured a vertical standard K, 
in which there is a freely-rotatable spindle L, 
carrying a disk M, with radial arms inclined 
to the plane of the disk, so as to form vanes 
N. Arms O Pare also secured to the body I 
and are formed with or carry at their ends 
ducts or tubes Q, with one end directed to- 
ward and opening upon the vanes N and the 
other end close to the inner wall of the re- 
ceptacle and opening in the direction oppo- 


site to that of the rotation of the receptacle.. 


A suitable quantity of mercury Ris placed 
in the receptacle before the latter is sealed or 
closed. 

The operation of the device is as follows: 
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The receptacle is started in rotation, and as 
it acquires a high velocity the mercury or 
other conducting fluid Ris caused by centrif- 
ugal action to distribute itself in a layer over 
the inner peripheral surface of the receptacle. 
As the tubes or ducts Q do not take part in 
the rotation of the fluid, being held at the 
start by the weighted body I, they take up 
the mercury as soon as it is carried to the 
points where the ducts open and discharge it 
upon the vanes of thedisk M. By this means 
the disk is set in rapid rotation, establishing 
the contact between the two sides of the re- 
ceptacle which constitute the two terminals 
of the circuit-controller whenever the two 
streams or jets of fluid are simultaneously in 
contact with the vanes, but breaking the con- 
tact whenever the jets discharge through the 
spaces between the vanes. The chief object 
of employing more than one insulated jet is 
to secure a higher velocity of approach and 
separation, and in respect to the number of 
jets thus employed the device may be ob- 
viously modified as desired without departure 
from the invention. The disk M, having ac- 
quired a very rapid rotation, operates to pre- 
vent by gyrostatic action any tendency of the 
body I to rotate or oscillate, as such move- 
ment would change the plane of rotation of 
the disk. The movement of the parts, there- 
fore, and the operation of the device as a 
whole are very steady and uniform, and a ma- 
terial practical advantage is thereby secured. 
The speed of the disk will be chiefly depend- 
ent on the velocity of the streams and pitch 


of the blades, and it is of course necessary in 
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order to produce a constant speed of rotation 
of the disk that the velocity of the streams 
be constant. This is accomplished by rotat- 
ing the receptacle with a constant speed; but 
when this is impracticable and the uniformity 
of motion of the disk very desirable I resort 
to special means to secure this result, as by 
providing overflowing-reservoirs V V, as in- 
dicated by dotted lines, from which the fluid 
issues upon the vanes with constant velocity, 
though the speed of the receptacle may vary 
between wide limits. 

It may be stated that the jets can be pro- 
duced in any other known ways and that they 
may be utilized in any desired manner to pro- 
duce rotation of the disk. 

Having now described my invention, what 
I claim is— 

1. The combination in a circuit-controller 
with a closed rotary receptacle, of a rigid con- 
ductor mounted within the same and through 
which the circuit is intermittently estab- 
lished, and means for directing a jetorstream 
of a fluid which is contained in the receptacle, 
against the said body so as to effect its rota- 
tion independently of the receptacle, as set 
forth. 
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2. In an electric-circuit controller, the com- 
bination of a closed rotary receptacle, a con- 
ducting body therein adapted to be rotated 
independently of the receptacle by the im- 
pingement thereon of a jet or stream of con- 
ducting fluid,and means for maintaining such 
a jet and directing it upon the said conduc- 
tor, as set forth. 

3. In a circuit-controller, the combination 
with a rotary receptacle of a body or part 
mounted within the receptacle and concen- 
trically therewith,a conducting-terminal sup- 
ported by said body and capable of rotation 
in a plane at an angle to the plane of rota- 
tion of the receptacle so as to oppose, by gyro- 
static action, the rotation of the support, and 
means for directing a jet of conducting fluid 
against the said terminal, as set forth. 

4, In a circuit-controller, the combination 
with a rotary receptacle of a support fora 
conductor mounted thereon concentrically 
with the receptacle and a gyrostatic disk car- 
ried by the support and adapted, when rotat- 
ing, to oppose its movement in the direction 
of rotation of the receptacle, as set forth. 

5. In a circuit-controller, the combination 
with a rotary receptacle containing a con- 
ducting fluid, a support mounted within the 
receptacle, means for opposing or preventing 
its movement in the direction of rotation of 
the receptacle, one or more tubes or ducts 
carried thereby and adapted to take up the 
fluid from the rotating receptacle and dis- 
charge the same in jets or streams, and a con- 
ductor mounted on the support and adapted 
to be rotated by the impingement thereon of 
said jet or jets, as set forth. 

6. The combination in a circuit-controller 
of a rotary receptacle, one or more tubes or 
ducts and a support therefor capable of ro- 
tation independently of the receptacle, a con- 


- ductor mounted on said support in a plane at 


an angle to that of rotation of the receptacle, 
and adapted to be maintained in rotation by 
a jet of fluid taken up from the receptacle by 
and discharged upon it from the said tube or 
duct, when the receptacle is rotated. 

7. The combination with a rotary recepta- 
cle of one or more tubes or ducts, a holder or 
support therefor mounted on bearings within 
the receptacle, which permit of a free rela- 
tive rotation of said receptacle and holder, a 
disk with a bearing on the said holder and 
having its plane of rotation at an angle to 
that of the receptacle, the disk being formed 
or provided with conducting - vanes, upon 
which a jet of conducting fluid, taken up by 
the tube or duct from the receptacle when in 


rotation, is directed. 
NIKOLA TESLA. 
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To all whom it may coneern: 

Beitknown that I, NIKOLA TESLA, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
vented certain new and useful Improvements 
in Electrical Igniters for Gas-Engines and 
Analogous Purposes, of which the following 
is a specification, reference being had to the 
drawing accompanying and forming a part of 
the same. , 

In certain kinds of apparatus it-is neces- 
sary for the operation of the machine itself 
or for effecting the object for which it is used 
to produce an electric spark or any other simi- 
lar local effect at a given instant of time or 
at predetermined intervals. Forexample, in 
certain gas or explosive engines a flame or 
spark is necessary for the ignition of an ex- 
plosive mixture of air and gas under the pis- 
ton, and the most effective way of igniting 
the gaseous mixture has been found to be the 
production in the cylinder at the proper mo- 
ments of an electric spark. The only prac- 
ticable device by which this has been accom- 
plished heretofore is an induction-coil com- 
prising a primary and secondary cireuit with 
a buzzer or rapidly-acting automatic circuit- 
breaker in the primary and a circuit-control- 
ler, such as a switch or commutator, located 
also in the primary or battery circuit and op- 
erated by some moving portion of the appa- 
ratus to temporarily close such circuit at the 
proper time, and thereby set in operation the 
automatic circuit-breaker, which causes be- 
tween secondary terminals in the cylinder the 
discharge which is necessary for the proper 
ignition of the explosive mixture. Instead 
of thus temporarily closing the primary cir- 
cuit the automatic circuit-breaker might be 
permitted to operate continuously, and the 
secondary, circuit normally broken, might be 
closed at the proper time to cause the spark 
to pass at any point. In either case the em- 
ployment of a quick-acting circuit-breaker is 


necessary, for unless the induction-coil be of | 


large size and the source of current of con- 
siderable power a. slow or gradual make and 
break of the primary of a simple transformer, 
such as would ordinarily be effected bya 
switch or commutator, would not effect.a dis- 
charge of the character necessary for ‘the 
proper ignition of the gas. 

There is, however, no form of vibrating or 


quick-acting circuit-breaker of which I am 
aware that can be depended upon to.operate 
with certainty to produce such a spark or 
which will continue to operate for any length 
of time without deterioration, and hence not 
only in the case of engines of the kind de- 
seribed, butin other forms of apparatus which 
involve the use of a high-tension induction- 
coil with a quick-acting circuit-breaker, the 
operation of the machine is contingent upon 
the proper operation of a comparatively in- 
significant but essential part. 

The object of my invention is to provide a 
more certain and satisfactory means for use 
with and control by such machines or appa- 
ratus as I have mentioned for’ producing 
sparks or discharges of the desired character, 
and to this end I employ the following ar- 
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rangement: Any suitable moving portion of | 


the apparatus is caused to mechanically con- 
trol the charging of ‘a condenser and its dis- 


charge through a circuit in inductive relation 


to a secondary circuit leading.to the termi- 
nals between which the discharge is to occur, 
so that at the desired intervals the condenser 
may be discharged through its circuit and in- 
duce in the other circuit a current of high po- 
tential which produces the desired spark or 
discharge. 

One practical means of accomplishing this 
is to employ any proper form of switch or 
commutator operated directly or through 
suitable intermediate devices by a moving 
part of the apparatus and which is caused 
to complete an electric circuit which has been 
previously broken or interrupted for an ap- 
preciable time when the occurrence of the 
spark or discharge is necessary. The circuit 
thus closed includes a condenser, which by 
this cperation of the switch is permitted to 
discharge, through the’ primary of a trans- 
former, energy which it had previously re- 
ceived during the interruption of said circuit 
from a battery or discharge of a self-induce- 


‘tion coil in series with the battery in the 


charging-circuit. ; 

The ends of the secondary circuit of the 
transformer above mentioned are connected 
with the points or terminals in the machine 
between which the spark is to pass, and fol- 
lowing the short-cizcuiting of the condenser 
by the closing of the.switch a strong second- 
ary discharge induced by the discharge of the 
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condenser through the primary will oceur. 
It is possible by this means not only to pro- 
duce a strong discharge of high tension, as 
in the form of a spark well adapted for the 
ignition of gas or other purposes for which 
sparks are employed, but.to secure such re- 
sult by apparatus very much less complicated 
and expensive than that heretofore employed 
for the purpose and which will be capable 
of certain and effective operation for an in- 
definite period of time. 

I have illustrated the principle of my im- 
provement.and the manner in which the same 
is or may be carried out in the drawing hereto 
annexed. The invention is shown as used 
for effecting the operation of the piston of a 
gas-engine, the figure being a diagram. 

A designates the cylinder of a gas-engine, 
B the piston, and © the piston-rod. Other 
parts of the engine are omitted from the illus- 
tration as unnecessary to an understanding 
of the invention. 

On the piston-rod C is a commutator or cir- 
euit-controller upon which bear the terminals 
ab of an electric cirevit D. This commuta- 
tor comprises a continuous ring ¢ anda split 
ring d side by side, so that when the termi- 
nals are on the latter the circuit is inter- 
rupted, but when on the former it is closed. 
The to-and-fro movement of the piston, there- 
fore, operates to alternately make and break 
the circuit, the position of the commutator 
being such that the make occurs at the mo- 
ment desired for the ignition of the explosive 
charge under the piston. 


In the circuit D is a battery or other source. 


of current E and the primary F of a trans- 
former. Across the two conductors of the 
circuit, between the battery and the primary 
F, is a condenser G, which is charged by the 
battery when circuit D is interrupted at the 
commutator and which discharges through 
the primary when such circuit is closed. 

Jn order that the condenser may receive a 
charge of high tension, a self-induction coil 
Hi is introduced in the circuit between itself 
and the battery, which coil stores up the en- 
ergy of the battery when the circuit D is 
closed at the commutator and discharges it 
into the condenser when the circuit is broken. 

The primary F is combined with a second- 
ary KX, the conductors from which lead, re- 
spectively, to an insulated terminal L within 
the cylinder A and to any other conducting- 
body in the vicinity of such point as to the 
cylinder itself. In consequence of this ar- 


rangement, when the piston reaches the 


proper point the circuit D is closed, the en- 
ergy of the condenser is discharged through 
the primary with a sudden rush, and a strong 
and effective spark or flash is produced be- 
tween the point Land the cylinder or piston 
which ignites the charge of explosive gas. 

It will be understood from the preceding 
description that I do not limit myself to the 
specific construction or arrangement of the 
devices employed in carrying out my im- 
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] provement and that these may be varied 


within wide limits.: 

What Iclaimis—_, 

1. In an apparatus which depends for its 
operation or effect upon the production of a 
sudden electric discharge at a given instant, 


or at predetermined intervals of time, the 


combination with a moving part of said ap- 
paratus of a switch or commutator, a con- 
denser, a charging- circuit for the same, a 
primary circuit through which the condenser 
discharges, and a secondary circuit in in- 
ductive relation to the said primary circuit 
and connected with the terminals at the point 
in the apparatus where the discharge is re- 
quired, the switch or commutator being op- 
erated by the said moving part to effect the 
discharge of the condenser at the proper in- 
tervals, as set forth. 

2. In an apparatus which depends for its 
operation or effect upon the production of a 
sudden electric discharge at a given instant, 
or at predetermined intervals of time, the 
eombination with a moving part of said ap- 
paratus of a cireuit and a circuit-controller 
adapted to close said circuit at the time when 
the occurrence of said discharge is desired, a 
source of current in said circuit, a condenser 
adapted to be charged by said source while 
the circuit is interrupted, and a transformer 
through the primary of which the condenser 
discharges when the circuit is closed, the sec- 
ondary of the transformer. being connected 
with the terminals at the point in the appa- 
ratus where the discharge is required, as set 
forth. 

3. In an apparatus which depends for its 
operation or effect upon the production of an 
electric discharge, at a given instant, or at 
predetermined intervals of time, the combi- 
nation with a moving part of said apparatus 
of a circuit and a cireuit-controller adapted to 
close said circuit at the time when the oecur- 
rence of the spark is desired, a source of 
current in said circuit, a self-induction coil 
which stores the energy of the source while 
the circuit is closed, a condenser into which 
said coil discharges when the circuitis broken, 
and a transformer through the primary of 
which the condenser discharges, the second- 
ary of said transformer being connected with 
separated terminals at the point where the 
discharge is required. 


4. In a gas or explosive engine of the kind 


described, the combination with a moving 
part of said engine of a circuit-closer or switch 
controlling the charging and discharging of 
a condenser, separated terminals in the cylin- 
der or explosive-chamber, and a transformer 
through the primary of which the condenser 
discharges, the secondary being connected 
with the terminals in the cylinder,asset forth. 


NIKOLA TESLA. 


Witnesses: 
M. Lawson DYER, 
Ewin BL. Hopkinson, 
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To all whom it may concern: 


The device in its typical embodiment com- 


Beit known that I, NIKOLA TESLA, a citizen | prises as essential elements two terminals— 
of the United States, residing at New York, in | one with peripheral contacts alternating with 55 


the county and State of New York, have in- 
vented certain new and useful Improvements 
in Electrie-Cireuit Controllers, of which the 
following is a specification, reference being 
had to the drawings accompanying and form- 
ing a part of the same. _ ; 

In previous patents granted to me I have 
shown and described methods and apparatus 
for the conversion and utilization of electrical 
currents of very high frequency based upon 
the principle of charging a condenser or a cir- 
cuit possessing capacity and discharging the 
same generally through the primary of a trans- 
former, the secondary of which constituted 
the source of working current and under such 
conditions as to yield a vibrating or rapidly- 
intermittent current. 

In some of the forms of apparatus which I 
have heretofore devised for carrying out this 
invention I have employed a mechanism for 
making and breaking an electric circuit or 
branch thereof for the purpose of charging 
and discharging the condenser, and my pres- 
ent application is based upon a novel and 
improved form of device for this purpose, 
which may be generally styled a “ cireuit-con- 
troller.” a 

In order that the full advantages of my sys- 
tem may be realized and the best practical 
results secured, the said . circuit- controller 
should be capable of fulfilling certain require- 
ments, the most important among which is 
the capability of effecting an extremely-rapid 
interruption and completion of the circuit. 
It is also of importance that such makes and 
breaks,and more especially the former,should 
be positive and abrupt, and from considera- 
tions of economy and practicability it is es- 
sential that the apparatus should be cheaply 
constructed, not liable to derangement, and 
capable of prolonged use without attention 
or adjustment. With the object of. attain- 
ing these results, which have never heretofore 
been fully attained in any form of mechan- 
ical circuit-controller of which I am aware, I 
devised and developed the circuit-controller 
which forms the subject of my present appli- 
cation and which may in general terms be de- 
scribed as follows: 


| 


‘insulating-spaces, such as is exemplified in a 
istelliform disk and which is capable of rota- 
tion, and the other a rotatable receptacle con- 
‘taining a fluid.in which more or less of the 


first-named terminal is immersed. 

-In the preferred construction of the appa- 
ratus the receptacle contains both a conduct- 
ing and’ a. non-conducting fluid, the former 
being the heavier, and I maintain the termi- 
nals in such relations that the electrical con- 


nection between them is made and broken: 


by the successive immersion of the contact- 
points into and their withdrawal from the 
conducting through the non-conducting fluid. 
These relations are. best maintained by such 


‘construction of the receptacle that the dis- 


tribution of: the two fluids necessary for the 
proper operation of the device may be pre- 
served by centrifugal action and the rotation 
of the other terminal effected by the move- 
ment of the fluid or fluids relatively thereto. 

To secure the conditions necessary for the 
accomplishment of the objects of the inven- 
tion, various mechanical expedients may be 
resorted to; but the bestand most practicable 
device for the.purpose of which I am aware 
is a hollow wheel or drum mounted so as to 
be rotated at any desired speed and contain- 
ing a, conducting fluid, such as mercury or 
an electrolyte, which by the rotation of the 
drum is thrown by centrifugal force outward 
to the inner periphery of the same, and a 
sufficient quantity. ofa lighter non-conducting 
or poorly-conductive fluid, such as water or 
oil, which by the centrifugal action is main- 
tained on the surface of the heavier con- 
ducting fluid and tends to prevent the occur- 
rence of arcs between the contact-points and 
the conducting fluid. 

A central opening is formed in one side of 
the drum, through which enters an arm car- 
rying a disk with peripheral projections or 
vanes which when the drum is rotated pro- 
ject to a sufficient extent_toward or into the 
conducting fluid to effect the makes and 
breaks of the circuit. : 

The motion.of the fluid within the drum 
causes the disk. to rotate and its projections 
or vanes to make and break the circuit with 
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arapidity which may be very great. In fact, 
when the drum is rotated at a high rate of 
speed the fluid conductor may become in its 
effect similar to a solid body, upon which the 
conducting-disk rolls, so that the conducting 
fluid might be dispensed with, although I 
find it preferable to use it. 

_.In order to insure the proper immersion of 
the projections into the fluid to compensate 
for wear and at the same time to secure a 
yielding pressure between the fluid and the 
disk, it is desirable to employ for the disk 
some form of spring connection or support 
which will exert a force tending to force it in 
contact with the fluid. 

I have also devised certain details of con- 
struction which add to the efficiency and prac- 
ticability of the apparatus which will be more 
conveniently described by reference to the ac- 
companying drawings. 

Figure 1 is a side elevation of a complete 
apparatus for producing currents of high fre- 
quency and to which my present invention 
isapplied. Fig.2 isa central vertical section 
of the improved circuit-controller of Fig. 1; 
Fig. 3, an end view of the same; Fig. 4, a 
modified form of the.circuit-controller, show- 
ing it in connection with the remaining parts 
of the apparatus illustrated diagrammatie- 
ally; and Fig. 5, a side view of the same with 
the receptacle in section. 

As the apparatus as a whole is now well 
known, a brief description of the same will 
suffice for an understanding of its character. 

The various parts or devices are preferably 
mounted on a base B, which contains the con- 
denser, and comprise a transformer A with 
primary and secondary coils, one or more self- 
induction coils C, a small electromagnetic 
motor D, and the cireuit-eontroller, which is 
driven. bythe motor. The circuit connections 
will be described in connection with Fig. 5. 

In general plan of construction and arrange- 
ment the apparatus is essentially the same as 
that described and shown in a patent granted 
to me September 22, 1896, No. 568,176. 

The shaft of the motor D extends through 
a Stationary disk E, and to its end is keyed a 
hollow wheel or drum F, which rotates with 
it. Two standards G are secured to the disk 
E and connected by a cross-bar H, from which 


extends an arm K into the interior of the | 


drum F through a central opening in its side. 

To the end of the arm K is secured an arm 
L, carrying at its free end a disk M with pe- 
ripheral teeth or projections N, as shown in 
Fig. 8. The disk is mounted on any suitable 
bearings in the arm L, so as to be capable of 
free rotation. 

It is desirable that the disk should admit of 
adjustment with respect to the inner periph- 
eral surface of the drum, and for this purpose 
I secure the arm K to a rod O, which passes 
through supports in the cross-bar H and is ad- 
justable therein by means of threaded nuts P. 

The interior of the drum F is formed by 
preference in substantially the manner shown 


in Fig. 2—that is to say, it is tapered or con- 
tracted toward the periphery so as to form a 
narrow trough in which the fluid is confined 
when the drum is rotated. 

R designates the conducting fluid, and 8 
the lighter non-conducting fluid, which are 
used in the drum. If the proper quantities 
and proportions of these fluids be introduced 
into the drum and the latter set in rapid rota- 
tion, the two fluids will distribute themselves 
under the action of centrifugal force around 
the drum in the manner indicated in Fig. 2. 
The arm K is adjusted so that the teeth or 
projections on the disk M will just enter the 
conducting fluid, and by the action of either 
or both the disk will be rapidly rotated. Its 
teeth are so arranged that no two are simul- 
taneously in contact with the conducting 
fluid, but come into the same successively. 
If, therefore, one part of the circuit be con- 
nected to the drum, as by a contact strip or 
brush T, and the other part to the disk M, 
or to any part, as the standards G, which are 
insulated from the frame of the apparatus 
and in metallic connection with the disk M, 
the circuit will be made and broken with a 
rapidity which may obviously be made enor- 
mously high. The presence of the non-con- 
ducting fluid on the surface of the other 
operates to prevent the occurrence of sparks 
as the teeth N leave the latter and also to 
prevent the current from leaping across the 
space between the teeth and the conductor 
as the two approach. 

In illustration of the modifications of which 
the improvement is susceptible I now refer 
to Figs. 4 and 5, in which also certain novel 
and useful details of construction applicable 
generally to the invention are shown. 

In the modification shown in Figs. 4 and 5 
two rigid arms L and L’, each carrying a disk 
M, are shown, and this number may be in- 
creased, if so desired. The rotating disks in 
this case are mounted on spindles at right 
angles to the axis of rotation of the drum F, 
and the contact points or projections are 
formed as vanes, with faces inclined to the 
plane of rotation, so as to be rotated by the 
movement of the fluid in the manner of tur- 
bine wheels. 

In order to provide a means for automat- 
ically adjusting the disks to compensate for 
any wear and keep the ends of the vanes or 
points properly immersed in the fluids, each 
disk-carrying arm is impelled by a spring or 
weight in the direction of the periphery of 
the drum. A convenient way to accomplish 
this is to form racks on the arms L L’ and to 
provide a pinion 6 in engagement therewith. 
From the shaft of the pinion extends an arm 
c, the end of which is connected to an adjust- 
able stop d by a spiral spring e, the tendency 
of which is to turn the pinion and force both 
arms L and L’ toward the periphery of the 
drum, 

In some applications of the invention it is 
practicable to prevent the occurrence of ares 
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still more effectively or even entirely. by | 


using in addition to the non-conducting fluid 
a somewhat heavier fluid W, which is a com- 
paratively poor conductor and which takes 
up a position between the conducting and 
non-conducting fluids. 

When two or more disks or equivalent de- 
vices are used, they may be connected either 
in series or multiple. In the present illus- 
tration they are shown as in series, and as 
the arms Land L’ are insulated from each 
other and each connected with a terminal of 
the source of current the circuit is completed 
only when a vane of each disk is immersed 
in the conducting fluid and interrupted at 
all other times. . 

The diagram of circuit connections will 
serve toillustrate the purpose and mode of op- 
eration of the device. Let f f be the con- 
ductors from a source of current, each inelud- 
ing a self-induction coil C C' and connected 
with the arms L and L’ and with two con- 
ductors B’ B”, respectively. . Then during 
the periods when the circuit is completed be- 
tween the two arms L L’ the coils C C’ store 
energy, which on the interruption of said cir- 
cuit rushes into and charges the condensers. 
These latter during the periods when the 
circuit is closed between arms L and L’ dis- 
charge through the primary A’ and induce 
by such discharge currents in the secondary 
A", which are utilized for any purpose for 
which they may be suited, as in operating 
vacuum-tubes X or suitable lamps Y. 

It will be understood that the rotating drum 
may be mounted in a horizontal or other plane 
and from the nature and objects of the re- 
sults which are attained by the particular 
apparatus described the construction of this 
apparatus may be very greatly varied with- 
out departure from my invention. 

Without therefore limiting myself to the 
details of construction and arrangement 
shown herein in illustration of the manner 
in which my invention is or may be carried 
out, what I claim is— 

1. A circuit-controller comprising, in com- 
bination, a receptacle containing a. fluid, 
means for rotating the receptacle,and a termi- 
nal supported independently of the receptacle 
and adapted to make and break electrie con- 
nection with the receptacle through the fluid, 
as set forth. 

2. A circuit-controller comprising in com- 
bination a receptacle containing a conducting 
fluid and a non-condueting fluid, means for 
rotating the receptacle and a terminal adapt- 
ed to make and break electrical connection 
with the conducting fluid within or under the 
non-conducting fluid, as set forth. _ 

3. A circuit-controller comprising in com- 
bination a terminal capable of rotation and 
formed or provided with peripheral contacts, 
a receptacle comprising the opposite terminal 
and containing a fluid into which the said 
contacts extend, and means for rotating the 
receptacle, as set forth. . 


oe. 


4, A circuit-controller, comprising, in con- 
bination, a terminal capable of rotation and 
formed or provided with peripheral projec- 
tions, a receptacle containing a fluid. con- 
ductor into which the points or projections of 
the said conductor extend,.and means for ro- 
tating the said receptacle, as set forth. 

5. A circuit-controler comprising, in com- 


‘bination, a terminal capable of rotation and 


formed or provided with peripheral projec- 
tions, 4 centrifugal drum or wheel containing 
a fluid conductor into which the points or 
projections of the said ‘conductor extend, 
and means for rotating the said drum, as set 
forth. 

6. A cirenit-controller comprising, in com- 
bination, a terminal capable of rotation and 
formed or provided with peripheral projec- 


tions, a centrifugal drum or wheel containing. 


a fluid conductor into which the points of the 
said terminal extend, and means for adjust- 
ing the latter. with relation to the surface of 
the fluid, as set forth. 

7. A cireuit-controller comprising, in com- 
bination, a terminal having peripheral projec- 
tions and capable of rotation, a centrifugal 
drum or. receptacle containing a conducting 
and a lighter non-conducting fluid, the said 
terminal being arranged so that its points or 
projections extend through the non-conduct- 
ing into the conducting fluid, when the fluids 
are distributed.in the drum under the action 
of centrifugal force, as set, forth. 

8, The combination with a hollow centrifu- 
gal drum or wheel containing a conducting 


fluid, a motor for: rotating the same, a sup-. 


port extending through an opening into, the 
drum, and a rotatable terminal having pe- 
ripheral projections, mounted on said support 
in position in which its projections extend 
into the fluid when displaced by centrifu- 
gal action, as set forth. , 


9. The combination with a receptacle con- 


taining a fluid and means for rotating the 
same, a terminal with peripheral projections 
capable of rotation, and a spring connection 
or support for said terminal tending to force 


it toward the periphery of the receptacle, as. 


set forth. 
10. The combination with a hollow ecentrifu- 


gal drum or wheel containing a conducting 


fluidand a lighter non-conducting fluid,means 
for rotating the said drum, a support extend- 
ing through an opening into the drum, and a 
rotatable terminal having peripheral projec- 
tions, mounted on said support in position in 
which the projections extend through the 
non-conducting into the conducting fluid 
when the fluids are displaced by centrifugal 
action, as set forth. ; 
11..The combination with a centrifugal 
drum containing a conducting and a non-con- 
ducting fluid, means for rotating the drum, 
a terminal capable of rotation and having 
peripheral projections, mounted within the 
drum.on a. stationary support, and a spring 
or its equivalent acting on the said terminal 
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and tending to force its projections toward | tween the conducting and non-conducting 
theinner periphery of said drum, asset forth. | fluid through the intermediate fluid of low ro 
12. The combination with a receptacle con- | conductivity, as set forth. 


taining a conducting fluid, a lighter fluid of + 

low conductivity and a non-conducting fluid NIKOLA TESLA. 
lighter than the others, and means for rotat- Witnesses: 

ing the receptacle, of a terminal adapted to M. Lawson DYER, 

make and break the circuit by movements be- | PARKER W. PAGE. 


No. 611,719. Patented Oct. 4, 1898. 
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ELECTRICAL CIRCUIT CONTROLLER. 


(Application filed Dec. 10, 1897.) 
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UNITED STATES 


PATENT OFFICE. 


NIKOLA TESLA, OF NEW YORK, N. Y. 


ELECTRICAL-CIRCUIT CONTROLLER. 


SPECIFICATION forming part of Letters Patent No. 611,719, dated October 4, 1898. 
Application filed December 10,1897. Serial No, 661,408, (No model. 


To all whom té may concern: 

Be it known that-I, NrkoLa TESLA, resid- 
ing at New York, in the county and State of 
New York, have invented certain new and 
useful Improvements in Electrical - Cireuit 
Controllers, of which the following isa speci- 
fication, reference being had to the drawings 
accompanying and forming part of the same. 

In order to secure a more efficient working 
of circuit-controllers, particularly in their 
use in connection with my system of elec- 
trical-energy conversion by means of con- 
denser discharges, I have devised certain 
novel forms of such appliances, comprising 
as essential elements a body of conducting 
fluid constituting one of the terminals, a con- 
duetor or series of conductors forming the 
other terminal, and means for bringing the 
two into rapidly -intermittent contact with 
each other. These devices possess many de- 
sirable qualities, particularly that of being 
eminently adapted for making and breaking 
at a very rapid rate an electric circuit and 
thus reducing to a minimum the time of pas- 
sage of the current through an are or path of 
high resistance and diminishing thereby the 
losses incident to the closure and interrup- 
tion of the circuit. Continued experimenta- 
tion with these appliances has led me to make 
further important improvements by causing 
the make-and-break to be effected in an inert 
medium of very high insulating power. 

It is a fact, which was fully demonstrated 
by Poggendorff and utilized by him to im- 
prove the operation of induction-coils, that 
when the contact-points of a circuit-breaker 
are inclosed in a vessel and the latter ex- 
hausted to a high degree the interruption of 
the current is rendered more sudden, as if a 
condenser were connected around the break. 
Furthermore, my own investigations have 
shown that under such conditions the closure 
also is more sudden, and this to even a greater 
degree than the break, which result Lattribute 


to the high insulating quality of the vacuous 


space, in consequence of which the electrodes 
may be brought in very close -proximity be- 
forean arc can beformed between them. Ob- 
viously these facts may be utilized in con- 
nection with my novel .circuit-controllers; 
but inasmuch as only a very moderate im- 
provement is secured in this manner and as 


the high vacuum required is quickly de- 
stroyed and cannot be maintained, unless by 
a continuous process of rarefaction and other 
inconvenient measures, I have found it desir- 
able to employ more effective and practical 
means to increase the efficiency of the de- 
vices in question. The measures I have 
adopted for this purpose have resulted from 


my recognition of certain ideal qualifications 


of the medium wherein to effect a make-and- 
break. These may be summed up as fol- 
lows: Fitst, the medium by which the contact- 
points are surrounded should have as high 
an insulating quality as possible, so that the 
terminals may be approached to an ex- 
tremely short distance before the current 
leaps across the intervening space; second, 
the closing up or repair of the injured dielec- 
tric, or, in other words, the restoration of the 
insulating power, should be instantaneous in 
order to reduce to a minimum the time dur- 
ing which the waste principally occurs; third, 
the medium should be chemically inert, so as 
to diminish as. much as possible the deterio- 
ration of the electrodes and to prevent chem- 
ical processes which might result in the de- 
velopment of heat or, in general, in loss of 
energy; fourth, the giving way of the me- 
dium under the application of electrical pres- 
sure should not be of a yielding nature, but 
should be very sudden and in the nature of 
a crack, similar to that of a solid, such as a 
piece of glass when squeezed in a vise, and, 
fifth, most important, the medium ought to 
be such that the are when formed is restricted 
to thesmallest possible linear dimensions and 
is not allowed to spread or expand. As a 
step in the direction of these theoretical re- 
quirements I have employed in some of my 
circuit-controlling devices a fluid of high in- 
sulating qualities, such as liquid hydrocar- 
bon, and caused the same to be forced, pref- 
erably with great speed, between the ap- 
proaching and receding contact-points of the 
circuit-controller. By the use of such liquid 
insulator a very marked advantage was se- 
cured; but while some of the above require- 
ments are attained in this manner certain 
defects still exist, notably that due to the 
fact that the insulating liquid, in common 
with a vacuous space, though in a less de- 
gree, permits the arc to expand in length and 
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thickness, and thus pass through all degrees 
of resistance and causing a more or less con- 
siderable waste of energy. Toovercome this 
defect and to still more nearly attain the the- 
oretical conditions required for most efficient 
working of the circuit-controlling devices, I 
have been finally led to use a fluid insulating 
medium subjected to great pressure. 

The application of great pressure to the me- 
dium in which the make-and-break is made 
secures a number of specific advantages. 
One of these may be obviously inferred from 
well-established experimental facts, which 
demonstrate that the striking distance of an 
are is approximately inversely proportional 
to the pressure of gaseous medium in which 
it oecurs; butin view of the fact that in most 
cases occurring in practice the striking dis- 
tance is very small, since the difference of 
potential between the electrodes is usually 
not more than a few hundred volts, the eco- 
nomical advantages resulting from the reduc- 
tion of the striking distance, particularly on 
approach of the terminals, are not of very 
great practical consequence. By far the 
more important gain I have found to result 
from an effect which I have observed to fol- 
low from the action of such a medium when 
under pressure upon the arc—namely, that 
the cross-section of the latter is reduced ap- 
proximately in an inverse ratio to the pres- 
sure. As under conditions in other respects 
the same the waste of energy in an arcis pro- 
portional to its cross-section, avery important 
gainin economy generallyresults. A feature 
of great practical value lies also in the fact that 
the insulating power of the compressed me- 
dium is not materially impaired even by con- 
siderable increase in temperature, and, fur- 
thermore, that variations of pressure between 
wide limits do not interfere notably with the 
operation of the cireuit-controller, whereas 
such conditions are fatal drawbacks when, 
for instance, Poggendorfi’s method of insu- 
lating the terminals is used. In many other 
respects, however, a gas under great com- 
pression nearly fulfils the ideal requirements 
above mentioned, as in the sudden breaking 
down and quick restoration of the insulating 
power, and also in chemical inertness, which 
by proper selection of the gas is easily secured. 

In carrying out my invention the medium 
under pressure may be produced or main- 
tained in any proper manner, the improve- 
ment not being limited in this particular to 
any special means forthe purpose. I prefer, 
however, to secure the desired result by in- 
closing the circuit-controller, or at least so 
much of the same as shall inelude the termi- 


nals, in a chamber or receptacle with which = 


communicates a small reservoir containing a 
liquefied gas. For purpose of illustration 
this particular manner of carrying out the 


invention is described herein. 


While the improvement is applicable gen- 
erally to cirenit-controllers, the best results 
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a high relative speed between the terminals 
is obtainable, and with this special object in 
view I have devised a novel circuit-controller 
which, though belonging to the class of which 
J have shown a typical form in my applica- 
tion for patent filed December 2, 1897, Serial 
No. 660,518, differs in certain particulars of 
construction, which will be understood from 
the following comparison: In the previously- 
described form of said circuit-controllers a 
rotary receptacle, carrying within it a series 
of spaced conductors, is driven at a highspeed 
by a suitable motor. Mounted within and 
concentrically with the receptacle, but capa- 
ble of free independent rotation with respect 
thereto, is a body which during the rotation 
of the receptacle is retarded or restrained 
against rotation by the application of a suit- 
able force. This body carries a tube or duct 
which takes up at one end a fluid conductor 
contained in the receptacle and rotating with 
the same and discharges it from the other 
end against the rotating spaced conductors. 

While an apparatus thus constructed is 
very efficient and performs the work required 
of it in a highly-satisfactory manner, it is 
nevertheless subject to certain limitations, 
arising mainly from the amount of work which 
the conducting fluid is required to perform 
and which increases with the speed. With 
the object of overcoming objections that 
might lie to this form of circuit-controller in 
the particular referred to, I devised the form 
of instrument shown herein. The features 
which more particularly distinguish this form 
are the following: I employ a closed station- 
ary receptacle within which is mounted a 
body that is capable of being rotated in any 
way—as, for example, by the drag or pull 
upon it of an external field of force or a mag- 
net rotated bodily. The rotary body imparts 
rotation to a series of spaced couductors 
within the receptacle and also operates as a 
pump to maintain a flow of conducting fluid 
through one or morestationary ductsand from. 
the same against the rotating conductors. 

The details of this apparatus will be de- 
scribed by reference to the accompanying 
drawing, which is a vertical central section 
of the circuit-controller complete. 

A is a receptacle, of iron, steel, or other 
proper material, with a head B, secured by a 
gas-tight insulating-joint. Within this re- 
eeptacle is contained the circuit-controller, 
which, in so far as the main feature of my 
present invention is concerned, may be of any 
desired construction, but which, for the rea- 
son stated above, is of the special character 
shown. Aspindle C is screwed or otherwise 
secured centrally in the head B, and on this 
is mounted on antifriction-bearings a body 
to which rotary motion may be imparted. 
The construction of the device in this particu- 
lar and the means for imparting rotation to 
the said body may be greatly varied; but a 
convenient means for accomplishing this is 


will be secured by the use of devices in which | to secure to the rotary sleeve D a laminated 
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magnetic core E and place around the portion 
of the head B which contains if a core I, 
provided with coils and constituting the pri- 
mary element of a motor capable of produc- 
ing a rotary field of force which will produce 
a rapid rotation of the secondary element or 
core E. To the depending end of the sleeve 
D is secured a conductor G, usually in the 
form of a disk with downwardly-extending 
teeth or peripheral projections H. To the 
sleeve or the disk G is also attached, but in- 
sulated therefrom, a shaft T, having a spiral 
blade and extending down into a well or cy- 
lindrical recess in the bottom of the recepta- 
ele. One or more ducts or passages J lead 
from the bottom of this well to points near 
the path of the conducting-teeth I, so that 
by the rotation of the screw I a conducting 
fluid, which runs into the well from the recep- 
tacle, will be forced up through the duct or 
ducts, from which it issues in a jet or jets 
against the-rotating conductor. _ To facilitate 
this operation, the well is surrounded by a 
flange K, containing passages L, which per- 
mit the conducting fluid to flow from the re- 
ceptacle into the well, and having beveled 
sides which serve as a shield to deflect the 
fluid expelled from the ducts through the 
spaces in the conductor to the bottom of the 
receptacle. 

Mis any suitable reservoir communicating 
with the interior of the main receptacle and 
containing a liquefied gas, such as ammonia, 
which maintains a practically inert atmos- 
phere under pressure in the receptacle.’ 

Preferably, though mainly as a matter of 
convenience, the receptacle M isa metal cup 
with a hoilow central stem N, the opening 
for the passage of gas being controlled by a 
screw-valve in the top of the cup. The said 
cup is screwed onto the end of the spindle 
C, through which is a passage O, leading into 
the interi ior of the receptacle A. 

‘The receptacle A and the condneting fluid, 
which is generally mercury, being normally 
insulated from the head B and the parts at- 
tached and supported thereby, are connected 
to one part of the circuit to be controlled. 
The other circuit connection is made by a con- 
ductor P to any-part of the head, so that 
when the core E and conductor G are rotated 
the circuit will be completed between the 
two insulated parts of the receptacle through 
the jet or jets of conducting fluid whenever 
they impinge upon the said conductor. _ 

To insure a good electrical connection be- 
tween the sleeve D and the spindle C, I pro- 


' vide in the former a small chamber R, which 
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65 


contains mereury, and into this the end of 
the spindle C extends. 


The special advantages of this particular’ 


form of cireuit-controller heretofore referred 
to will now more readily appear. The mass 
and weight of the rotating parts are greatly 
reduced and a very high speed of rotation ob- 
tained with small expenditure of energy. 


Lonel 


] The power required to maintain the jets of 
conducting fluid is, moreover, very small. 
Having now described my invention, what 
i I claim is— 

1. The combination with a closed recepta- 
cle, of a circuit-controller contained therein 
and surrounded by an inert insulating me- 
dium under pressure. 

2, The combination with a closed recepta- 
cle, of a cireuit-controller contained therein 
and means for maintaining within said recep- 
tacle an inert atmosphere under pressure. 

3. The combination with a closed recepta- 

ele, of a circuit-controller contained therein, 
and a vessel containing a liquefied inert gas, 
and communicating with the interior of the 
receptacle. 
_ 4, The combination with a circnit-control- 
ling mechanism, one part or terminal of which 
is a conducting fluid, such as mereury, of a 
receptacle inclosing the same and means for 
maintaining an inert gas under pressure in 
the receptacle. 

5. The combination with a conductor or se- 
ries of conductors constituting one terminal 
of a circuit-controller, means for maintaining 
a stream or jet of conducting fluid as the 
other terminal with which the conductor 
inakes intermittent contact, a close recepta- 
cle containing the terminals, and means for 
maintaining an inert atmosphere under pres- 
sure in the receptacle. 

6. A device for making and breaking an 
electric circuit comprising, in combination, 
means for maintaining a jet or stream of con- 
ducting fluid which constitutes one terminal, 
a conductor or conductors making intermit- 
tent contact with the jetand constituting the 
other terminal and a receptacle inclosing and 
excluding oxygen fronr the said terminals. 

7. The combination with a receptacle, of 
a conductor or series of spaced conductors 
mounted therein, a motive device for rotat- 
ing said conductors, one or more nozzles for 
directing a stream or jet of fluid against the 
conductor, and a force-pump in direct con- 
nection, with the conductor for maintaining a 
circulation of conducting fluid contained in 
the receptacle through the nozzle or nozzles, 
the conductor and the fluid constituting re- 
spectively the terminalsofacircuit-controller. 

8. Thecombination of a casing, a conductor 
or series of spaced conductors mounted there- 
in, a motor for rotating the same, one or more 
ducts or channels from a receptacle contain- 
ing a conducting fluid and directed toward 
the conductors, and a screw operated by the 
motor for forcing the conducting fluid through 
the duct or ducts against the conductors, the 
conductors and the fluid constituting the ter- 
minals of an electric-circuit controller. 

9, The combination with a receptacle con- 
taining a conducting fluid, of a conductor 
mounted within the receptacle, means for ro- 
tating the same, a screw rotating with the 
1 conductor and extending into a wellin which 
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the fluid collects, and a duct or ducts leading | ing device, such as a screw rotated by the 10 


from the well to points from which the fluid | core and operating to maintain a jet or jets 
will be directed against the rotating con- | of conducting fluid, against the conductor, 
ductor. when in rotation. 

5 10. The combination with the receptacle, + my 
of a spindle secured to its head or cover, a 3 NIKOLA TESLA. 
magnetic core mounted on the spindle within Witnesses: 
the receptacle, means for rotating said core, M. Lawson Dvyzr, 
a conductor rotated by the core, and a pump- G. W. MARTLING, 
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NIKOLA TESLA, OF NEW YORK, N. Y. 


ELECTRIC«CIRCUIT CONTROLLER. 
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To all whom it may concern: 

Be it known that I, Nrkoua TESLA, resid- 
ing at New York, in the county and State of 
New York, have. invented certain new and 
useful Improvements in Electrical - Circuit 
Controllers, of which the following is a speci- 
fication, reference being had to the drawings 
accompanying .and forming a part of the 
same. 

In the electrical system or combination of 
apparatus for the conversion of electrical en- 
ergy by means of the discharges of a condenser 
invented and heretofore described by me the 
means employed for making and breaking the 
electric circuit, though performing a subor- 
dinate function, may “from the peculiar con- 
ditions which exist become ahighly important 
consideration, not only as regards their prac- 
ticability and durability, but also the econ- 
omy in the operation of the system or appa- 
ratus. Of such importance is this consider- 
ation that for the most efficient and reliable op- 
eration of my said system I have found it nec- 
essary to devise special appliances for mak- 
ing and breaking the circuit which differ ma- 
terially i in construction and mode of opera- 
tion from any previously-existing devices of 
this character of which Iam aware. In the 
forms of such apparatus which I have pro- 
duced at least one of the terminals is a con- 


ducting fluid, while the other is usually a solid 


conductor or series of conductors, both being 
preferably inclosed in a gas-tight receptacle 
and brought by rotary movement into rap- 
idly intermittent contact. Ihaveshown and 
described typical forms of such circuit-con- 
trollers in applications Serial No. 660,518, 
filed December 2, 1897; Serial No. 639, 227, 
filed June 3, 1897, and Serial No. 671, 897, 
filed February 28, 1898. 

The invention, subject of my present ap- 
plication, pertains to apparatus of this class 
and involves certain improvements in the 
construction and mode of operation of the 
same which have primarily for their object 
to secure a greater relative speed between the 
two terminals, whereby the periods of make- 
and-break, during which occurs the chief loss 
of energy, may be materially shortened and 
also a higher frequency of current impulses 
secured. A brief consideration of the forms 
of cireuit-controller of this general kind which 


I have heretofore shown and described will 
conduce to a better understanding of the prin- 
ciples followed.in the construction of the ap- 
paratus upon which my present application 
is based and of the primary. object which I 
have in view—to increase the relative speed 
of the two terminals in approaching and re- 
ceding from each other. 

In some forms of the circuit - controllers 
heretofore described by me I employ a closed 
receptacle capable of being maintained in 
rapid rotation. Within this receptacle is 
mounted a body the rotation of which is re- 
tarded or prevented and which carries a tube 
or duct which takes up a conducting fiuid 
from the receptacle when the latter is rotated 
and directs the said fluid against a conductor 
or series of spaced conductors carried by the 
rotating receptacle. This apparatus, while 
effective toa high degree and possessing many 
advantages over previously- -existing forms, is 
nevertheless subject to certain limitations as 
to efficiency, having regard to the speed at 
which the receptacle is rotated, for not only 
may an undue loss of energy result from ro- 
tating the receptacle, but also from the un- 
necessarily-rapid movement of the conduct- 
ing fluid. With a view to improving the ap- 
paratus in these particulars I devised forms 
in which the receptacle was stationary and 
the interior terminal conductor rotated, and 
by this means I reduced the mass and weight 
of the moving paris. I also employed a de- 
vice in the nature of a pump, which formed 
a part of the circuit-controller proper and 
was operated by the motor used for rotating 
the conductor, and thus maintained a flow of 
conducting fluid from ducts in the receptacle 
against the rotating conductor with no greater 
speed than required for efficient operation. 
By such an apparatus it is not only possible 
to secure a higher relative speed between the 
two terminals, but to do this with a smaller 
expenditure of mechanical energy. To still 
further increase the relative speed of the 
terminals, I now provide for rotating each of 
the terminals with respect to the other, so 
that the rate of mutual contact is very greatly 
increased. 

Obviously various means may be employed 
for rotating the conductors, or, in general, the 
two essential parts which by their movement 
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produce a make and break; but in the an- 
nexed drawings I have only shown such forms 
of the apparatus as best illustrate the pres- 
ent improvement. 

Figure 1 is a central vertical section of a 
cireuit-controller comprising a conductor or 
series of conductors forming one terminal 
and means for maintaining a jet or jets of 
condueting fluid constituting the other ter- 
minal, which are arranged to be rotated in 
opposite directions. Fig. 2 is a similar view 
of a modified form of circuit-controller. 

A designates a casting of cylindrical form 
within which is a standard or socket B, in 
which is mounted a vertical spindle C, car- 
rying the circuit-controlling mechanism. The 
said mechanism is contained in a receptacle 
D, of iron or steel, the top or cover of which 
is composed of an annular plate E and a cap 
or dome F, the latter being of insulating ma- 
terial-or of a metalof comparatively high spe- 
cific resistance, such as German silver. The 
receptacle D as a whole is made air-tight 
and. any suitable means may be employed 
to effect its rotation, the particular device 
shown for this purpose being an electromag- 
netic motor,one element, G, of which issecured 
to the spindle C or receptacle D and the other, 
H, tothe boxorcase A. Within the recepta- 
cle D and secured to the top of the same, but 
insulated therefrom, is a circular conductor 
K, with downwardly-extending projections or 
teeth L. This conductor is maintained in 
electrical connection with a plate M outside 
of the receptacle by means of screws or bolts 
N, passing through insulated gaskets in the 
top of the receptacle D. Within the latter 
is a standard or socket O, in whichis mount- 
ed aspindle P, concentric with the axis of the 
receptacle. 

Any suitable means may be provided for 
rotating the spindle P independently of the 
receptacle D; but for this purpose I again 
employ an electromagnetic motor, one ele- 
ment, Q, of which is secured to the spindle P 
within the receptacle D and the other, R, is 
secured to. the box A and surrounds the cap 
or dome JI, within which is mounted the ar- 
mature Q. . 

Depending from thespindle P or the arma- 
ture Q is a cylinder 8, to which are secured 
arms T T, extending radially therefrom and 
supporting short tubes or ducts V between 


the peripheral walls of tle receptacle D and 


the series of teeth or projections L. 

The tubes V have openings at one end in 
close proximity to the inner wallof the recep- 
tacle D and turned in a direction opposite to 
that in which the latter is designed to rotate 
and at the other end orifices which are adapt- 
ed to direct a stream or jet of fluid against 
the projections L. 

To operate the apparatus, the receptacle D, 
into which asuitable quantity of conducting 
fluid, such as mercury, is first poured, and 


By the rotation of receptacle D the conduct: 
ing fluid is carried by centrifugal force up 
the sides or walls of the same and is taken up 
by the tubes or ducts V and discharged against 
the rotating conductors L. If, therefore, one 
terminal of the circuit be connected with any 
part of the receptacle D or the metal portions 
of the instrument in electrical connection 
therewith and the other terminal be connect- 
ed to the plate M, the circuit between these 
terminals will be completed whenever a jet 
from one of the ducts V is discharged against 
one of the projections Land interrupted when 
the jets are discharged through the spaces 
between such projections. I have indicated 
the necessary circuit connections by wires X 
and X’, connected, respectively, with a brush 
M’', bearing upon the circular plate M, anda 
binding-post X”, set in the frame or casing A. 

In Fig. 2 a modified form of apparatus is 
shown and by meansof which similar results 
areobtained. In this device the top and bot- 
tom A’ of the receptacle are metal plates, 
while the cylindrical portion or sides A” is of 
insulating material, suchas porcelain. With- 
in the receptacle and preferably integral with 
the side walls A” are two annular troughs W 
W’, which contain a conducting fluid B’, such 
asmercury. Terminals C’ C”,passing through 
the bottom of the receptacle through insulat- 
ing and packed sleeves, afford a means of con- 
necting the mercury in the two troughs with 
the conductors of the circuit. Surrounding 
that portion of the device in which the troughs 
W W’ lie is a core D’, wound with coils D”, 
arranged in any suitable and well-known man- 
ner to produce, when energized by currents 
of different phase, a rotating magnetic field 
in the space occupied by the two bodies of 
mereury. To intensify the action, a circular 
laminated core E’ is placed within the recep- 
taele. If by this or any other means the 
mercury is set in motion and caused to flow 
around in the troughs, and if a conductor be 
mounted in. position to be rotated by the mer- 
cury, and when so rotated to make intermit- 
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tent contact therewith, a circuit-controller - 


may be obtained of novel and distinctive 
character and capable of many useful appli- 
cations independently of the other features 
which are embodied in the complete device 
which is illustrated. For the present purpose 
I provide in the center of the receptacle a 
socket in which is mownted a spindle P’, car- 
rying a disk G’. -Depending from said disk 
are arms EH’, which afford bearings for a shaft 
K', supporting two star-shaped wheels L’ L”, 
arranged to make contact with the mercury 
in the two troughs, respectively. The shaft 
K’ is mounted in insulated bearings, so. that 
when both wheels are in contact with mercury 
the circuit connecting the terminals C’ 0” 
will be closed. The disk G’ carries an annu- 
lar core N’, which is adapted to be maintained 
in rotation bya core O’ and coils O”, sup- 


the spindles P are both setin rotation by their ; ported outside of the receptacle and prefer- 
respective motors and in opposite directions. 


ably of the same character as those used for 


LIS 


120 


125 


130 


wn 


15 


613,735 3 


imparting rotation to the mercury; but the 
direction of rotation should be opposite to 
that of the mercury. The rate of rotation of 
the wheels L' L” depends upon the rate of 
relative movement of the mercury, and hence 
if the mercury be caused to flow in one direc- 
tion and the wheels be carried bodily in the 


opposite direction the rate of rotation, and’ 


consequently the frequency of the makes and 
breaks, will be very greatly increased over 
that which would be obtained if the wheels 
L' L” were supported in a stationary bearing. 

It is obvious that by means of devices of 
the character described a rapid interruption 
of the circuit may be effected, while all the 
practical advantages which may be derived 
from inclosing the terminals or contacts in a 
closed receptacle are readily realized to the 
fullest extent. 


Having now described my invebtion, what 
I claim is— 

1. In a circuit-controller, the combination 
with rigid and fluid conductors adapted to be 


brought intermittently into contact with each . 


other, thereby making and breaking the elec- 
tric circuit, of means for imparting rotary 
motion to both of said conductors, as set forth. 
2. In a cireuit-controller, the combination 
with a receptacle containing a conducting 
fluid, means for imparting a movement of ro- 
tation to the fluid, and a conductor adapted 
to be rotated by the movement of said fluid 
and to thereby make and break electric con- 
nection with the fluid, as set forth. 
NIKOLA TESLA. 


Witnesses: 
M. Lawson DYER, 
G. W. MARTLING. 
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Lo all whom it may concern: 

Be it known that I, NIKoLA TESLA, a citi- 
zen of the United States, resid ing at New York, 
in the county and State of New York, have in- 
vented certain new and useful im provements 
in methods of and apparatus for controlling 
from a distance the operation of the propel- 
ling - engines, the Steering apparatus,.and 
other mechanism carried by moving bodies or 
floating vessels, of which. the following is a 
specification, reference being had to the draw- 
ings accompanying and forming part of the 
same. 

The problem for which the invention form- 
ing the subject‘of my present application af- 
fords a complete and practicable solution is 
that of controlling from a given point the op- 
eration of the propelling-engines, the steer- 
ing apparatus, and other mechanism carried 
by a moving ‘object, such as a boat or any 
floating vessel, whereby the movements and 
course of such body or vessél may be directed 
and controlled from a distance and any de- 
vice carried by the same brought into action 
at any desired time. So far as I am aware 
the only attempts to solve this problem which 
have heretofore met with any measure of sue- 
cess have been made in connection with a 
certain class of vessels the machinery: of 
which was governed by electric currents con- 
veyed to the controlling apparatus through a 
flexible conductor; but this system is subject 
to such obvious limitations as are imposed by 
the length, weight, and strength of the-con- 
ductor which can be practically used, by the 
difficulty of maintaining with safety a: high 
speed of the vessel or changing the direction 
of movement of the same with the desired 


rapidity, by the necessity for effecting the. 


control from a point which is practically fixed, 


and by many well-understood drawbacks in- 


separably connected with sucha system. The 
plan which I have perfected involves none of 
these objections, for I am enabled by the use 
of my invention to employ any means of pro- 
pulsion, to impart to the moving body or ves- 
sel the highest possible speed, to control the 
operation of its machinery and to direct its 
movements from either a fixed point or from 
a body moving and changing its direction 
however rapidly, and to maintain this control 
over great distances without any artificial 


connections between the vessel and the ap: 
paratus governing its movements and with- 
out such restrictions as these must necessarily 
impose. . 

In a broad sense, then, my invention dif- 


‘fers from all of those systems which provide 
for the control of the mechanism carried by a: 


moving object and governing its motion in 
that I require no intermediate wires, cables, 
or other form of electrical or mechanical con- 
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60 


nection with the object save the natural me- . 


dia in space. I accomplish, nevertheless, 
similar results and in a much more practica- 
ble manner by producing waves, impulses, or 
radiations which are received through the 
earth, water, or atmosphere by suitable ap- 
paratus on the moving body and cause the 
desired actions so long as the body remains 
within the active region or effective range of 
such currents, waves, impulses, or radiations. 

The many and difficult requirements of the 
object here contemplated, involving peculiar 
means for transmitting to a considerable dis- 
tance an influence capable of causing in. a 


-positive and reliable manner these actions, 


necessitated the designing of devices and ap- 
paratus of a novel kind in order to utilize to 


‘the best advantage various facts or results, 


‘circuit carried by the moving body. 


which, either through my own investigations 
or those of others, have been rendered prac- 
tically available. 

As to that part of my invention which in- 
volves the production of suitable waves or 
variations and the conveying of the same to 
a remote receiving apparatus capable of be- 
ing operated or controlled by their influence, 
it may be carried out in various ways, which 
are at. the present time more or less under- 
stood. For example, I may pass through a 
conducting-path, preferably inclosing a large 
area, a rapidly-varying current and by elec- 
tromagnetic induction of the same affect a 
In this 
case the action ata given distance will be the 


‘stronger the larger the area inclosed by the 
conductor and the greater the rate of change. 


of the current. If the latter were generated 
in the ordinary ways, the rate of change, and 
consequently the distance at.which the action 
would be practically available for the present 
purpose, would be very small; but by adopt- 
ing such means as I have devised—that is, 
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either by passing throu gh the conducting-path | 


currents of a specially - designed high - fre- 


A 


quency alternator or, better still, those of a 


strongly-charged condenser—a very high rate. 


of change may be obtained and the effective 
range of the influence thus extended over a 


vast area, and by carefully.adjusting the cir-. 


cuit on the moving body so as to bein exact 


’ electromagnetic synchronism with the pri- 


ae <°) 


mary disturbances this influence may be util- 


ized at great distances. 
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20 


' duced and the same objectisattained. Again, 
to secure the best action the receiving-circuit 
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- of conductor only one-half of that used in the 


35 


_ ing through the ground for affecting a re- 
ceiving-circuit properly placed and adjusted. | 


40 


Another way to carry out my invention is 
to direct the currents or discharges of a high- 
frequency machine or condenser through a 
circuit one terminal of which is.connected 
directly, or inductively with the ground and 


‘the other to a body, preferably of large sur- 


face and at an elevation. In this case if the 
eireuit-on the moving bady be similarly ar- 
ranged or connected differences of potential 
on the terminals of the circuit either by con- 
duction or electrostatic induction are pro- 


should be adjusted so as to be in electromag- 
netic synchronism with the primary source, 
as before; but in this instance it will be un- 
derstood by those skilled in the art that if the 
number of vibrations per unit of time be the 
same the circuit should now have a length 


former case. ; 

Still another way is to pass the currents 
simply through the ground by. connecting 
both the terminals of the source of high-fre- 
quency currents to earth at different and re- 
mote points and to utilize the currents spread- 


Again, in this instance if only one of the ter- 


minals of the receiving-circuit be connected: 


to. the ground, the other terminal being insu- 


. lated, the adjustment as to synchronism with 


45 


° 


5 


the source will require that ander otherwise 
equal conditions the length of wire be half of 
that which would be ised if. both the termi- 
nals be connected or, generally, if the circuit 


_be in the form of a closed’ loop or coil, Ob- 


viously also in the latter casé the relative po- 
sition of the receiving and transmitting cir- 
cuits is of importance, whereas if the circuit 


_ be of the former kind—that is; open—the 
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60 


relative position of the circuits is, asa rule, 


‘of little or no consequence. =. . 
'. Finally, I may avail myself, in carrying out’ 


my invention, of electrical oscillations which 
do not follow any particular conducting-path, 
but propagate in straight lines through space, 
of rays, waves, pulses, or disturbances of any 
kind eapable of bringing. the mechanism-of 


‘the moving body into action from a distance 


65 


and at the will of the operator. by their effect 


upon suitable controlling devices. . 
_ In the following detailed description I shall 
confine myself to an explanation. of that 
method and apparatus only which I have 


found to be the most practical and effectual; 


but obviously my invention E 
tures is not limited to the special niode and 
appliances which I have devised and shall 


-@ distance upon the receiving-circuit be too 


means capable of: being \ 
“by the feeblest influences in order to effect 


‘ciators and like devices, comprising a bat- 


; the sensitiveness. 


ticles lying loose do not connect the metal 


in its broad fea- 


7° 
here describe. 


‘In any event—that is to say, whichever of 


the above or similar plans I may adopt—and 


particularly when the-influence exerted from 


small to directly and reliably affect and actu-_ 

ate the controlling apparatus I employ auxil- 

iary sensitive relays or, generally speaking, 
ing brought into action 


the control of the movements of the distant 
body with the least possible expenditure of 


energy and at the greatest practicable dis- 


tance, thus extending the range and. useful- 
ness of my invention. 

A great variety of electrical and other de-. 
vices more or less suitable for the purpose of 
detecting and utilizing feeble actions are now 
well known to scientific men and artisans and . 
need not beall enumerated here. Confining go ~ 
myself merely to the electrical as the most . 
practicable of such means and referring only - 
to those which, while not the most sensitive, 
are perhaps more readily available from the 
more general knowledge which exists regard- 
ing them, I may state that a contrivance may 
be used which has long been known and used 
as a lightning-arrester in connection with 
telephone-switchboards for operating annun- 


9S 


100 
tery the poles of which are connected to two 


| conducting-terminals separated by a minute 
thickness of dielectric. 


The electromotive 
force of the battery should be such as to strain - 
the thin. dielectric layer very nearly to the 
point of breaking down in order to increase 
When an electrical dis- - 
turbance reaches a circuit so arranged ‘and 
adjusted, additional strain is put upon the 
insulating-film, which gives way and allows 
the passage of a current which can. be util- 
ized to operate any form of eircuit-controlling  —- 
apparatus. , ; 

Again, another contrivance capable of be- 
ing utilized in detecting feeble electrical ef- 
fects consists of two conducting plates or ter- 


minals which have, preferably, wires of some 
length attached to them and are bridged by. 
a mass of minute particles of metal or other 
conducting material. “Normally these par- 


105 


plates; but under. the influence.of an elec- . 
trical disturbance produced at a distance, 


| evidently owing to electrostatic attraction, . 


they are pressed firmly against each other, 125. 
thus establishing a good electrical connection - - 


‘between the two terminals.. This change of 


state may be made use of ina number of ways © 

for the above purpose. . > 7 
Still another modified device, which may 

be said to embody the features of both the 


former, is obtained by connecting the two 


conducting plates or terminals above referred 
to permanently with the poles of a battery: --) 


to 
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which should be of very constant electromo- 
tive force. In this arrangement a distant 
electrical disturbance produces a twofold ef- 
fect-on the conducting particles and insulat- 
ing-films between them. The former are 
brought nearer to each other in consequence 
of the sudden increase of electrostatic attrac- 
tion, and the latter, owing to this, as well as 
by being reduced in thickness or in number, 
are subjected to a much greater strain, which 
they are unable to withstand. 

It will be obviously noted from the pre- 
ceding that whichever of these or similar 
contrivances be nsed the sensitiveness and, 
what is often still more important, the reli- 
ability of operation is very materially in- 
creased by a close adjustment of the periods 
of vibration of the transmitting and receiv- 
ing circuits, and, although such adjustment 
is in many eases unnecessary for the success- 


‘ful carrying out of my invention, I neverthe- 


25 


30 


35 


40 


less make it a.rule to bestow upen this. fea- 
ture the greatest possible care, not only be- 
cause of the above-mentioned advantages, 
which are secured by the observance of the 
most favorable conditions in this respect, but 
also and chiefly with the objeet of prevent- 


ing the receiving-circuit from being affected. 


by waves or disturbances emanating from 
sources not under the control of the operator. 


The narrower the range of vibrations which 


are still capable of perceptibly affectirg the 
receiving-circuit the safer will the latter be 
against extraneous disturbances. To secure 
the best result, it is necessary, as is well 
known to experts, to construct the receiving- 
circuit or that part of the same in which the 
vibration chiefly occurs so that it will have 
the highest possible self-induction and at the 
same time the least possible resistance. In 


' this mannerI have demonstrated the practica- 
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55 


‘in this direction—namely, how, 
use:.of merely one receiving-circuit, a great. 


bility of providinga great number of such re- 
ceiving-circuits—fifty ora hund red,or more— 
each of which may be called up or brought 
intoaction whenever desired without the oth- 
ers being interfered with. This result makes 
it possible for one operator to direct simul- 
taneously the. movements of a number of 


. bodies as well as to control the action of a 


number of devices located on the same body, 
each of which may have a distinct duty to 
fulfil. In the following deseri ption,. how- 
ever, I shall show a still further development 
by making 


variety of devices may be actuated and any 
number of different functions: performed at 


’ the will and command of the distant oper- 
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ator. . 

It should be stated in advance in regard to 
the sensitive devices above mentioned, which 
may be broadly considered as belonging to 
one class, inasmuch as the operation of. all 
of them involves the breaking down of a 
minute thickness of highly-strained dielee- 
tric, that it is necessary to make some provi- 


' sion for automatically restoring to the dielec- 


j tric its original unimpaired insulating quali- 
ties in order to enable the device to be used 
in successive operations. This is usually ac- 
complished by a gentle tapping or vibration 
of the electrodes or particles or continuous 
rotation of the same; but in long experience 
with many forms of these devices I have found 
that such procedures, while suitable in simple 
and comparatively unimportant operations, 
as ordinary signaling, when it is merely re- 
quired that the succeeding effects produced 


in the receiving-cireuit should differ in re-- 


gard to their relative duration only, in which 
case it is of little or no consequence if some 
of the individual effects be altered or incom- 
plete or even entirely missed, do not yield 
satisfactory results in many instances, when 
it may be very important that the effects pro- 
duced should all be exactly such as desired 
and that none should fail; To illustrate, let 
it be supposed that an official directing. the 
movements of a vessel in the manner -de- 
scribed should find it necessary to bring into 
action a special device on the latter or to per- 


moment, at an instant’s notice and possibly 
when, by design or accident, the vessel itself 
or any mark indicating its presence is hidden 
from his view. In this instance a failure or 


might have disastrous consequences and such 
cases in which the sure and timely working 
of the machinery is of paramount importance 


this consideration has impressed me with the 
necessity of doing away with the defects in 


producing an apparatus which while being 
sensitive will also be most reliable and posi- 
tive in its action. 
inafter described these defects are overcome 
in‘a most satisfactory manner, enabling thou- 
-sands of successive operations, in all respects 
alike, being performed by the controlling ap- 
paratus without a single irregularity or miss 
being recorded, Fora better understanding 
of these and other details of the invention as 
I now carry them out I would refer to the ac- 
companying drawings, in which— 

Figure 1 is a plan view of a vessel and 
mechanism within the same. 
gitudinal section of the same, showing the in- 
terior mechanism in side elevation. Fig. is 
a plan view, partially diagrammatical, of the 


the same. Fig. 4 isa plan view, on an en- 
larged scale, of a portion of the contro!.'ag 
mechanism. Fig. 5 is an end view. of the 
same. Fig. 6 shows the same mechanism in 
side elevation. Fig. 7 is a sideview of a de- 
tail of the mechanism. Fig..8 is a central 
sectional view, on a larger seale, of a sensitive 
device forming part of the receiving-circuit. 
Fig. 9 is a diagrammatic illustration of the 
system in its preferred form. Fig, 10 is a 
view of the various mechanisms employed, 
but on a larger scale, and leaving out or indi- 


defective action of any part of.the apparatus | 


Fig..2 is alon- 


vessel, apparatus, and circuit connections of’ 
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go 


form a particular operation, perhaps of vital © 


95 


Tote] 


may often present themselves in practice, and . 


the present devices and procedures and of . 
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_. cating conventionally certain parts of well- 


understood character. 


Referring to Figs. 1 and 2A designates any 
type of vessel or vehicle which is capable of 


being propelled and directed, such as & boat, 
a balloon, or a carriage. 


on 


of.any kind, according to the nature of the 
uses to which it is to be applied. ‘The ves- 


motor the boat carries also a small steering- 
motor F, the shaft of which is extended be- 
yond its bearings and provided with a worm 
which meshes with a toothed wheel G. This 
a0 latter is fixed toasleeve b, freely movable on 
a. vertical rod H, and is rotated in one or the 
- other direction, according to the direction of 
rotation of the motor F.. 

The sleeve 0 on rod H is in gear, through 
25 the cog-wheels H' and H”, with a Spindle G, 
mounted in vertical bearings at the stem of 

the boat and carrying the rudder F’. 
The apparatus by means of which the op- 
_- eration of both the propelling and steering 
3o mechanismsis controlled involves, primarily, 
a receiving-circuit, which for reasons before 
stated is preferably both adjusted and ren- 
‘dered sensitive to the influence of waves or 
impulses emanating from a ‘remote source, 


35 the adjustment being so that the period of. | 


oscillation of the circuit is either the same as 
that of the source or a harmonic thereof. 
The receiving-circuit proper (diagrammat- 
ically. shown in Figs. 3 and 10) comprises a 
40 terminal E’, conductor C’, a sensitive device 
_ AS and a conductor A”, leading to the ground 
‘eoriveniently through. a connection to the 
. metal keel B’ of the vessel. The terminal E' 
( should present a large conducting- surface 
45 and should be supported as high as practica- 
- - pleonastandard D’, which is shown as broken 
in Fig. 2; but such provisions are not always 
- necessary. It is important to insulate very 
well the conductor C’ in whatever manner it 
» be supported. : 
The. circuit or path just referred to forms 
_ also a part of a local circuit, which latter in- 
- eludes a relay-magnet a and a battery a’, the 
ey. electromotive force of which is, as before ex- 
- §5 plained, so determined that although the di- 
'“" electric layers in the sensitive device A’ are 
subjected toa great strain, yet normally they 
withstand the strain and no appreciable cur- 
rent flows through the local circuit; but when 
‘an electrical disturbance reaches the circuit 


60 


‘the dielectric films are. broken down, the re- | 


sistance of the device A’ is suddenly and 

. - greatly diminished, anda current traverses 
the relay-magnet.A. — ce 

65 _- The particular sensitive device employed 

~. is shown in genera] views and in detail in 

‘Figs. 4, 6, 7, and 8: ‘It consists of a metal 


It may be designed | 
’ to earry‘in a suitable compartment: B objects 


ro sel=in this instance a boat—is provided with 
suitable propelling machinery, which isshown. 
as comprising a screw-propeller C, secured to 
the shaft of an electromagnetic motor D, which 
' derives its power from storage batteries E E 
15 EE. In addition tothe propelling engine or 
- -eurrent which is started throug 


‘made before. 


cylinder ¢, with-insulating-heads c’ , through 
which passes 2 central metallic rodc”. A 


‘small quantity of grains dof conducting ma- 70 


térial, such as an oxidized metal, is placed in ~ 
the cylinder. A metallic strip d’, secured to - 
an insulated-post @”, bears against the side 

of the cylinder c, connecting it with the con- | 
ductor C’, forming one part of the circuit. 75. 


“The central rod ¢” is connected to the frame 


of the instrument and soto the other partof — 
the circuit through the forked metal arm é, 


the ends of which are fastened with two nuts 


to the projecting ends of the rod, by which 80 

means the cylinder c is supported. . 
In order to interrupt the flow of battery- 

the action 

of the sensitive device A’, special means are - 

provided, which are as follows: Thearmature 85 

e’ of the magnet a, when attracted by the lat- 


ter, closes a circuit containing a battery b’ and 


magnet f. Thearmature-lever f' of this mag- 


| net is fixed to a rock-shaft f”, to which is se- 


cured an anchor-escapement g, which con- 90 
trols the movements of aspindleg’,drivenby 
a clock-train K.. The spindle g’ has fixed to’. 
it a disk g” with four pins b”, so that for each 


| oscillation of the escapement g the spindle g’ 


is turned through. one-quarter of a revolu- 95 
tion. One of the spindles in the clock-train, 

as h, is geared so as to make one-half of a 
revolution for each quarter-revolution of spin- 

dle g’. The end of the former spindle ex- — 
tends through the side of the frame and car- 100 
ries an eccentric cylinder h’, which passes 
through a slot in a lever h”, pivoted to the 
side of the frame. The férked arm e, which 
supports the cylinder c, is pivoted to the end 
of eccentric ’, and the eccentric and said 


105 
arm are connected by a spiral springl. Two 


pins 7’ @’ extend out from the lever hh”, and 


one of these is always in the path of a pro- 
jection on arm e. They operate to prevent 
the turning of cylinder ¢ with the spindle h 
and the eccentric. It.will be evident that a 
half-revolution of the spindle # will wind up 
the spring i and at the same time raise or 
iower the lever )”, and these parts are so ar- 
ranged that just before the half-revolution of.-1 
the spindle is completed the pin 7’, in engage- 
ment with projection or stop-pin 7, is with- 
drawn from its path; and the cylinder c, obey- 
ing the force of the spring 4, is suddenly 
turned-end for. end, its motion being checked 
by the other pin 7’. The adjustment rela-— 
tively-to armature f’ of magnet f is further- 


lie 


-_ 


5 


120 


‘more so made that the pin 2’ is withdrawn at 


the moment when.the armature has nearly | 
reached its extreme position in its approach 125 
toward the magnet—that is, when the lever L, 
which carries the armature J’, almost touches 

the lower one of the two stops s s, Fig: 5— 
which limits its motion in both directions. 

The arrangement just described has been 130 
the result of long experimenting with the ob- 
ject of overcoming certain defects in devices 
of this kind, to which reference has been 
These defects I have found to 
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be due to many causes, asthe unequal size, 
weight, and shape of the grains, the unequal 
pressure which results from this and from the 
manner in which the grains are usually agi- 
tated, the lack of uniformity in the conduc- 
tivity of the surface of the particlesowing to 
the varying thickness of the superficial oxi- 
dized layer, the varying condition of the gas 
or atmosphere in which the particles are im- 
mersed,and to certain deficiencies, well known 


‘to experts, of the transmitting apparatus as 


heretofore employed, which are in a large 
measure reduced by the use of my improved 
high-frequency coils. Todo away with the 
defects in the sensitive device, I prepare the 
particles so that they will be in all respects 
as nearly alike as possible. They are manu- 
factured by aspecial tool, insuring their equal- 
ity in size, weight, and shape, and are then 
uniformly oxidized by placing them for a 
given time in an acid solution of. predeter- 


_ mined strength. This secures equal conduc- 


25 


3° 


tivity of their surfaces and stops their further 
deterioration, thus preventing a change in 
the character of the gas.in the space in which 
they are inclosed. I prefer not to rarefy the 
atmosphere within the sensitive device, as 
this has the effect of rendering the former 
less constant in regard to its dielectric prop- 
erties, but merely secure an air-tightinclosure 


-of the particles and rigorous absence of mois- 


ture, which is fatal to satisfactory working. 
The normal position of the cylinder c is ver- 


’ tical, and when turned in the manner de- 
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scribed the grains in it are simply shifted 
from one end to the other; but inasmuch as 
they always fall through the same space and 
are subjected to the same agitation they are 
brought after each operation of the relay to 
precisely the same electrical condition and 
offer. the same resistance to the flow of the 
battery-current until another impulse from 
afar reaches the receiving-circuit. | 

The relay-magneta should be of such char- 
acteras to respond toa very weak current and 
yet be positivein its action. Toinsure the re- 
traction ofitsarmaturee’ afterthe current has 


. been established through the magnet f and 


interrupted by the inversion of the sensitive 
device c, a light rod /.is supported in guides 
on the frame in position to be lifted by an ex- 
tension k’ of the armature-lever / and to raise 
slightly the armature e. As a feeble current. 
may normally flow through the sensitive de- 
vice and the relay-magnet a, which would be 
sufficient to hold though not draw the arma- 
ture down, it is well to observe this precau- 
tion. 

The operation of the relay- magnet a and 
the consequent operation of the electromag- 
net f, as above described, are utilized to con- 
trol the operation of the propelling-engiue 
and the steering apparatus in the following 


‘manner: On the spindle g’, which carries the 


escapement-disk g”, Figs. 4 and 6, is a cyl 
inder j of insulating material with a conduct- 
ing plate or head at each end. From these 


om 


two heads, respectively, contact plates or seg- 
ments 7’ 7” extend on diametrically opposite 
sides of thecylinder. The plate 7’ is in elec- 
trical connection with the frame of the in- 
strument through the head from which it ex- 
tends, while insulted strips or brushes J J’ 
bear upon the free end or head of the cylin- 
der and the periphery. of the same, respec- 
tively. Three terminals are thus provided, 
one always in connection with plate 7’, the 
other always in connection with the plate j ie 2 


and the third adapted to rest on the strips j' 


and j’.in succession or upon the intermediate 
insulating-spaces, according to the position 
in which the commutator is bronght by the 
elock-train and the anchor-escapement g. 

K' K", Figs. 1, 3, and 10, are two relay- 
magnets. conveniently placed in the rear of 
the propelling - engine. 


the relay-coils, the opposite terminal to the 
brush J’, and the opposite ends of the relay- 
coils to the brush J and to the frame of the 
instrument, respectively. As a consequence 
of this arrangement either the relay KX’ or K” 
will be energized as the brush J’ bears upon 
the plate 7’ or 7’, respectively, or both relays 
will be inactive while the brush J’ bears upon 
an insulating-space between the plates 7’ and 
j'. While one relay, as K’, is energized, its 
armature closes a circuit through the motor 
F, which is rotated in a direction to throw the 
rudder to port.. On the other hand, when re- 
lay K” is active another circuit through the 
motor F is closed, which reverses its direc- 
tion of rotation and shifts the rudder to star- 
board. These circuits, however, are at. the 
same time utilized for other purposes, and 
their course is, in part, through apparatus 
which I shall describe before tracing their 
course. 

The fixed rod H carries an insulating disk 
or head L, Fig. 2, to the under side of which 
are secured six brushes, 1, 2, 3, 4, 5, and 6, 
Fig. 3. The sleeve 5b, which surrounds the 


rod and is turned by. the steering-motor F,. 


carries ‘a disk L’, upon the upper face of 
which are two concentric circles of conduct- 
ing contact-plates. Brushes 1, 2, 3, and 4 


bear upon the inner circle of contacts, while | 


the brushes 5 and 6 bear upon the outer cir- 
cle of contacts. The outer circle of contacts 
comprises two long plates 7 and 8 on opposite 
sides. of the disk and a series of - shorter 
plates 9, 10,11, 12,.13, and 14 in the front 
and rear. Flexible conductors /’ 1” connect 
the plates 7 and 8 with the terminals of the 
propelling - motor D, and the poles of the 
main battery E are connected to the brushes 
5 and 6, respectively, so that while the rudder 
is straight or turned up to a certain angle to 
either side the current is conveyed through 
the brushes 5 and 6 and segments 7 and 8 to 
the propelling-motor D. Thesteering-motor 
F is also driven by current taken from the 
main battery Ein the following manner: A 


| conductor 15 from one pole of the battery 
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One terminal of a. 
battery k” is connected to one end of each of : 


go 


95 


Ico 


105 


110 


115 


120 


125 


130 


6 . 7 618,809" 


leads to one of the commutator-brushes, and 
from the other brush runs a conductor 16 to 
one of the contacts of each relay K’ K”". 

- When one of these relays, as K", is active, it 
5 continues this. cireuit through a wire 19 
through one field-coil or set of coils on_the 
‘motor F and thence to the brush 1. Ina 
similar manner when the other relay K’ is 
active the circuit is continued from wire 18 

ro through & wire 20, the second or reversing 
get of field-coils, and to brush 2. . 
Both brushes 1 and 2 at alltimes when the 

., Padder is not turned more than about forty- 
" five degreés to one side are in contact with a 
35 long conducting-plate 21, and one brush in 
any position of the rudder is always in con- 
tact with said plate, and the latter. is con- 
nected bya flexible conductor 22 with the op- 

’ ‘posite pole of the main battery. Hence the 
zo motor F may always be caused to rotate in 
one direction whatever may be the position 

of the rudder, and may be caused to rotate 
in éither direction whenever the position of 

“ the rudder is less than a predetermined an- 
25 gle, conveniently forty-five degrees from the 
center position. In order, however, to pre- 
vent the rudder from being turned too far in 
either direction, the isolated plate 23 is used. 
Any movement of the rudder beyond a pre- 

go determined limit brings this plate under one 
_or.the other of the brushes I 2 and breaks 
the circuit of motor F, so that the rudder ean 
be driven no farther in that direction, but, 
as will be understood, the apparatus is in 

35 condition to turn the rudder over to the other 
side. In like manner the circuit of the pro- 


- . pelling-motor D is controlled through brushes . 


'.§ and-6 and the segments on the outer circle 

of contacts of head L. If the short segments 

4° on either side of the circle are insulated, the 

motor D will be stopped whenever one of the 

-brushes 5 or 6 passes onto one of them from 
the larger segments 7 8. ; 

. It is important to add that on all contact- 

45 points where a break. occurs provision should 

be made to overcome the sparking and pre- 

- ‘vent the oscillation of electrical charges in 

the circuits, as such sparks and oscillations 

may affect the sensitive device. It is this 

50 consideration chiefly which. makes it advis- 

able to use the two relays K' K”, which other- 

wise might be dispensed with. They should 


be also placed as far as practicable from the 


sensitive device in order to guard the latter 

55 against any action of strong varying currents. 
; In addition to the mechanism described the 
' vessel may carry anyother devices or appa- 
ratus as might be required for accomplishing 

- any special object of more or less importance. 
60 By way of illustration a small: motor m is 
‘shown, Figs. 1 and 3, which conveniently 
serves for anumber of purposes. This motor 

is shown connected in series with the arma- 
‘ture of the steering-motor F, so that when- 


65 ever either one of the circuits of the latter is. 
elosed through relays K’ K” the motor m is: 


likewise rotated, but in all cases in the same 


m’, 80 that-in normal operation, owing to the 
fact that the circuits of motor: F are closed 


but a short time, the lever m’’, which is fas-. 
Aened to one of the wheels of clockwork M, 


with which the armature of the motor: is 
geared, will move but .a short distance and 
upon cessation of the current return to astop 


direction. Its rotation is opposed by a spring . 


P; but if the circuits of the motor F are 


closed and opened rapidly in succession, which 
operation leaves the rudder unaffected, then 
the lever m” is moved toa greater angle, com- 
ing in contact with a metal plate n, and finally,. 
if desired, with a post 7’. 
coming in contact with plate n the.current 
of the main battery passes either through one 
or other or both of the lights supported on 


standards q q, according to. the position of’ 


brushes 3 and 4 relatively to the insulating- 


Upon the lever m”. 


eo 


9 


segment 23; but since the head L, carrying . 


the segments, is geared to the rudder the po- 
sition of the latter is in a general way deter- 
mined by observing the lights.. Both of the 
lights may be colored, and by flashing them 
up whenever desired the operator may guide 
at night the vessel in its course.., For such 
purposes also.the standards r r are provided, 


which should be painted in lively colors, so _ 


as. to'be visible by day at great distances. 
By opening and closing the circuits of motor 
F a greater number of times, preferably de- 
termined beforehand, the lever m" is brought 
in contact with post 7’, thus closing the cir- 
cuit of the main battery through a device o 
and bringing the latter into action at the mo- 
ment. desired. 


mechaniciansany number of different devices 
may be operated. 


Referring now to Fig. 9, which illustrates 


-diagrammatically the system as practiced 


when directing the movements of a boat, in 


‘this figure S designates any source of elec- 


trical disturbance or oscillations the genera- 
tion of whichis controlled by a suitable switch 
econtainedin boxT.. The handleof theswitch 
is movable in one direction only and stops on 
four points / ¢' ww’, so that as the handle 
passes from s‘op to stop oscillations are pro- 
duced by the source during a very short time 
interval. There are thus produced four dis- 
turbances during one revolution and the re- 
ceiving-circuit is affected four times; bat it 
will be understood from the foregoing descrip- 


By similar contrivances or. 
such as will readily suggest themselves to 
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115 


20 


tion of the controlling devices on the vessel _ 


that the rudder will be moved twice, once to 


‘right and onceto left. NowI preferably place . 
the handle of the switch so that when it is ar-. 
‘rested on points ¢ /’/—that is, to the right.or 


left of the operator—he is reminded that the 
vessel is being deflected to the right or left 
from its eourse, by. which means the control 
is facilitated. The normal positions of the 


- handle are therefore at ww’ when the rudder 


is not acted upon, and it remains on the points 
uw’ only so long as necessary. Since, as be- 
fore stated, the working of the apparatus is 
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very sure, the operator is enabled to perform 
any such operations as provision is made for 
without even seeing the vessel. 

The manner of using the apparatusand the 
operation of the several instrumentalities 
comprising the same is in detail as follows: 
Normally the plate L’ is turned so that brush 
2 rests upon the insulated segment 23 and 
brush 6 upon one of the insulated short seg- 
ments in the rear of the circle. Under these 
conditions the rudder will be turned to star- 
board and the circuit of motor D interrupted 
between brushes 5 and 6. At the same time 
only one of the circuits of motor F—that con- 
trolled by relay K’—is capable of being closed, 


since brush 2, which connects with the other, - 


is out of contact with the long segment 21. 
Assuming now that it is desired to start the 
vessel and direet it toa given point, the han- 
dle T is turned from its normal ‘position on 
point zw’ to the point ¢ on the switch:-box. 
This sends out an electrical disturbance, 
which, passing through the receiving-circuit 
on the vessel, affects the sensitive device A’ 
and starts the flow of current through the lo- 
cal circuit, including said device, the relay a, 
and ‘the battery a’. This, as has been pre- 
viously explained, turns the cylinder; and 
causes the brush J‘ to pass from. insulation 
onto the contact 7’. The battery k” is thus 
closed through relay K", and the latter closes 
that circuit of the motor F which, starting 
from. plate 22, which is permanently con- 
nected with one pole of the main battery, is 
completed through the brush 1, the field of 
motor F, wire 19, the armature of relay K”, 
wire 16, the motor m, the brushes and com- 
mutator of motor F, and wire 15 to the oppo- 
site terminal of the battery E. Motor F is 
thus set in operation to shift the rudder to 
port; but the movement of plate LL’ which 
follows brings the brush 6 back onto segment 
8 and closes the circuit of the propelling-mo- 
tor which starts the vessel. The motor F is 
permitted to run until the rudder has been 
turned sufficiently to steer the vessel in the 
desired direction, when the handle Tis turned 
to the point. This produces another action 
of the relay aand brush J’ is shifted onto 
insulation and both relays K’ and K” are in- 
active. The rudder remains in the position 
to which it has been shifted. by the motor F. 
If it be then desired to shift it to starboard, 
or in the opposite direction to that in which 
it was last moved, the handle T is simply 
turned to point ¢’ and allowed to remain there 
until the motor F, which is now operated 
by relay K’, the circuit of which is closed 
by strip J” coming into contact with plate 
J’; has done its work. The movement of 
handle T to the next point throws out both 
relays K’ and K”, and the next movement 
causes a shifting of the.rudder to port, and 
soon. Suppose, however, that after the rud- 
der has been set at any angle to its middle 
position it be desired to shift it still farther 
in the same direetion. In such ease the han- 


a 


dle is moved quickly over two points, so that 


‘the circuit which would move the rudder in 


the opposite direction is closed for too shorta 
time interval to produce an appreciable ef- 
fect and is allowed to rest on the third point 
until the rudder is shifted to the desired po- 
sition, when the handle. is moved to the next 


‘point, which again throws out both relays K’ 


and K". It will be understood that if the 
handle be held for a sufficiently long time 


-upon either point tor?’ the motor F will sim: 
‘ply turn the plate L’ in one direction or the 


other until the circuits of motors D and Fare 
broken. It is furthermore evident that one 


relay K’ or K" will always be operative ‘to 


start the motor F, 

As previously explained, the longest period 
of operation of which the motor F is capable 
under ordinary conditions of use does not 
permit the motor m to shift the arm m’ into 
contact with the plate n; but if the handle 
T be turned with a certain rapidity a series 
of current impulses will be directed through 
motor m; but as these tend to rotate the 
motor Fin opposite directions they do. not 
sensibly affect the latter, but act. to rotate 
the motor m against the force of the coiled 
spring. _ 

The invention which I have described will 
prove useful in many ways. Vessels or ve- 
hicles of any suitable kind may be used, as 
life, despatch, or pilot boats or the like, or for 
carrying letters, packages, provisions, in- 
struments, objects, or materials of any de- 


scription, for establishing. communication 


with inaccessible regions and exploring the 
conditions existing in the same, for killing or 
capturing whales or other animals of the sea, 
and for many other scientific, engineering, or 
commercial purposes; but the greatest value 
of. my invention will result from its effect 
upon warfare and armaments, for by reason 
of its certain and unlimited destructiveness 


it will tend to bring about and maintain per-. 


manent peace among nations.. 

_ Having now described my invention, what 
Telaim is— 
1. The improvement in the art of eontrol- 
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ling the movements and operation of 2 vessel 


or. vehicle herein described, which consists in 
producing waves or disturbances which are 
conveyed to the vessel by the natural media, 
actuating thereby suitable apparatus on the 
vessel and effecting the: control of the pro- 
pelling-engine, the steering and other mech- 
anism by the operation of the said apparatus, 
as set forth. 

2. The improvement in the art of control- 
ling the movements and operation of a vessel 
or vehicle, herein described, which consists 
in establishing 4 region of waves or disturb- 
ances, and actuating :by their influence ex- 


erted at a distance the devices on such vessel 


or vehicle, which control the propelling, steer- 
ing and other mechanism thereon, asset forth. 

‘3. The improvement in the art of control- 
ling the movements and operation of a vessel 


£20 


125 


130 


or vehicle, herein described, which consists 


in establishing a region of electrical waves or 
disturbances, and actuating by their infiu- 
ence, exerted at a distance, the devices on 
said vessel or vehicle, which control the pro- 
pelling, steering and other mechanism there- 


_ on, as set forth. 
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‘anism, adjusting or 


4. The improvement in the art of control- 
ling the movements and operation of a vessel 
or vehicle, herein. described, which consists 
in providing on the vessel a circuit control- 
ling the propelling, steering and other mech- 


sensitive to waves or disturbances of a defi- 
nite character, establishing a region of such 
waves or disturbances, and rendering by their 
meats the coutrolling-cireuit active or inac- 
tive, as set forth. ; 

5. The combination with a source of elec- 


trical waves or disturbances of a moving ves-- 


sel or vehicle,and mechanism thereon for pro- 
pelling, steering or operating the same, anda 
controlling apparatus adapted to be actuated 
by the influence of the said waves or dis- 
turbances at a distance from the source, as 
set forth. - 

-§, The combination with a source of elec- 
trical waves or disturbances of a moving ves- 
sel or vehicle, mechanism for propelling,steer- 
ing or operating the same, a circuit and means 
therein for controlling said. mechanism, and 
means for rendering said circuit active or in- 
active through the influence of. thesaid waves 


‘ or disturbances exerted at a distance from the 


source, as set forth. . . 
-7. The combination with a source of elec- 


trical waves or disturbances and means for 


40 


~ game, of a vessel or vehicle, 
_, steering mechanism carried thereby, local cir- 
50 


starting and stopping the.same, of a vessél or 


any 


vehicle, propelling and steering mechanism 


carried théreby, a circuit containing or con- 


nected with means for controlling the opera-: 


tion of said mechanism and adjusted or ren- 
dered sensitive to the waves or disturbances 
of the source, as set forth. 

8. The combination with a source of elec- 
trical waves or disturbances, and means for 
starting and stopping the operation of the 
propelling and 


cuits controlling said mechanisms, a circuit 
sensitive to the waves or disturbances of the 
source and means therein adapted to control 


the said local circuits, asand for the purpose 


set forth. 


rendering such cireuit 


- therewith 


“motor, as set forth. 
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9, The sensitive device herein described 
comprising in construction @ receptacle con- 


metal forming a part of the circuit, and means 
for turning the same end for end when the 
material has been rendered active by the pas- 
sage through it of an electric discharge, as 
set forth. a 


10. The sensitive device herein described, 
-eomprising in combination a receptacle con- . — 


taining a material such as particles of oxidized 
metal forming a part of an electric circuit, 
an electromagnet in said circuit, and devices 
controlled thereby for tarning the receptacle 


-end for end when said magnet is energized, . 
40 


as set forth. - . 
11. The sensitive device herein described, 


‘| comprising in combination a receptacle con- 


taininga material suchas particles of oxidized 
metal forming part of an electric circuit, a 
motor for rotating the recéptacle, an electro- 


escapement controlled by said magnet. and 


‘adapted to permit a half-revolution of the re- 


ceptacle when the said magnet is energized, 
as set forth. - 
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taining a material such as particles of oxidized — 
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magnet in circuit with the material, and an. 


80 


12. The combination with a movable body 


or vehicle, of a propelling-motor, a steering- 
motor and electrical contacts carried by a 
moving portion of the steering mechanism, 
and adapted in certain positions of the latter 
to interrupt the circuit of the propelling-mo- 
tor, a local circuit and means connected 


85 


for controlling the steering-motor, 


and a circuit controlling the local circuit and 


means for rendering said controlling-circuit 


go- 


sensitive to the influence of electric waves or * 


disturbances exerted at a distance from their 
source, atset forth, ==.  -°.. , 
13. The combination with the steering-mo- 


tor, a local ‘circuit for directing current 


95. 


through the same in opposite directions, & - 


controlling-circuit rendered sensitive to the: 


‘influence of electric waves or disturbances ex- 


erted at a.distance from theirsource, a motor 


in circuit with the steering-motor but adapt- 


ed to run always in the same direction, and 
a local circuit or circuits controlled by said 


a _ NIKOLA TESLA. 
Witnesses: : 
RAPHAEL NETTER, 

GEORGE SCHERFF, — . 
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To all whom it may concern: 

Beit known that I, NIKOLA TESLA, acitizen - 
of the United States, residing at New York, in 
the county and State of New York, have in- 
vented certain new.and useful Impr ovements 
in Systems of Transmission of Electrical. En- 
ergy, of which the following is a specification, 
reference being had to the drawing accom- 
panying and forming a part of the-same. 

It has been well known heretofore that by 
rarefying the air inclosed in a vessel its in- 
sulating properties are impaired to such an 
extent that it becomes what may be consid- 
ered as a true conductor, although one of ad- 
mittedly very high resistance. The practical 
information in this regard has been derived 
from obser¥ations necessarily limited in their 
scope by the character of the apparatus or 
means heretofore known and the quality of 
the electrical effects producible. thereby. 
‘Thus it has been shown by William Crookes 
in his classical researches, which have so far 
served as the chief source of knowledge of 
this subject, that all gases behave as excellent 
insulators until rarefied toa point correspond- 
ing toa barometric pressure of about seventy- 
five millimeters, and even at this very low 
pressure the discharge of a high-tension in- 
duction-coil passes through only a part of the 
attenuated gas in the form of a luminous 
thread or are, a still further and considerable 
diminution of the pressure being required to 
render the entire mass of the gas inclosed in 
a vessel conducting. While this is true in 
every particular so long as electromotive or 
current impulses such as are obtainable with 
ordinary forms of apparatus. are employed, I 
have found that neither the géneral behavior 
of the gases nor the known relations between 
electrical conduétivity and barometric pres- 
sure are in conformity with these observa- 
tions when impulses are used such as are pro- 
ducible by methods and apparatus devised 
by me and which have peculiar and hitherto 
unobserved properties and are of effective 
electromotive forces, measuring many hun- 
dred thousands or millions of volts. Through 
the continuous perfection of these methods 
and apparatus and the investigation of the 


led to the diseovery of certain highly-impor- 
tant and useful facts which have hitherto been 


unknown. Among theseand bearing directly 
upon the subject ‘of my present application 
are the following: First, that atmospheric or 
other gases, even runder normal pressure, when 
they are known to behave as perfect insula- 
tors, are in a large measure deprived of their 
dielectric properties by being subjected to thie 
influence of electromotive impulses of the 
character and magnitude I have referred to 
and assume conducting and ‘other qualities 
which have been so far observed only in gases 
‘greatly attenuated or heated to a high tem- 
perature, and, second, that the conductivity 
imparted to the air or gases increases very 
rapidly both with the augmentation of the. ap- 
plied electrical pressure and with the degree 
of rarefaction, the law in this. latter respect be- 
ing, however, quite different from that hereto- 
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fore established. Inillustration of these facts - 


a few observations, which I have made with 
apparatus devised for the purposes here con- 
templated, may becited. For example, a-con- 
ductor or terminal, to which impulses such as 
‘those here considered are supplied, but which 
is otherwise insulated in space and is remote 
from any conducting-bodies, is surrounded 
by a luminous fiame-like brush or discharge 
often covering many hundreds or even as 
much as several thousands of square feet of 
-surface, this striking phenomenon clearly at- 
testing the high degree of conductivity which 
the atmosphere attains under the influence 
of the immence electrical stresses to which it 
is subjected. This influence is, however, not 
eonfined to that portion of the atmosphere 


75 


80 


85 


which is discernible by the eye as luminous. © 


and which, as has been the case in some in- 
stances actually observed, may fill the space 


go 


within a spherical or. cylindrical envelop of . 


a diameter of sixty feet or more, but reaches 
‘out to far remote regions, the insulating quali- 
ties of the air being, as I have ascertained, 
still sensibly impaired at a distance many 
hundred times that through which the. lu- 
minous discharge projects from the terminal 
and in all probability much farther, The dis- 
tance extends with the increase of the elec- 
tromotive force of the impulses, with the dimi- 
nution of the density of the atmosphere, with 
the elevation of the active terminal above the 
ground, and also, apparently, in a slight meas- 
nire, with the degree of moisture contained i in 
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the air. I have likewise observed that this 
region of decidedly-noticeable influence con- 


tinuously enlarges as time goes on, and the 
discharge is allowed to pass not unlike a con-: 


5 “flagration which slowly spreads, this being 
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possibly due to the gradual electrification or 
ionization of the air or to the formation of 
less insulating gaseous compounds. It is, 
furthermore, a fact that such discharges of 
extreme tensions, approximating those of 
lightning, manifest a marked tendency to pass 
upward away from the ground,which may be 
due to electrostatic repulsion, or possibly to 
slight heating and consequent rising of the 
electrified or ionized air. These latter ob- 
servations make it appear probable that a dis- 
charge of this character allowed to escape 
into the atmosphere from a terminal main- 
tained at a great height will gradually leak 
through and establish a good conducting-path 
to more elevated and better conducting air 
strata, a process which possibly takes place 
in silent lightning discharges frequently wit- 
nessed on hot and sultry days. It will be 
apparent to what an extent the conductivity 
imparted to the air is enhanced by the in- 
crease of the electromotive force of the im- 
pulses when it is stated that in some instances 
the area covered by thé flame discharge men- 
tioned was enlarged more than sixfold by 
an augmentation of the electrical pressure, 
amounting scarcely to more than fifty percent. 
As to the influence of ‘rarefaction upon the 
electric conductivity imparted to the gases it 


is noteworthy that, whereas the atmospheric, 


or other gases begin ordinarily to manifest 
this quality at something like seventy-five 
millimeters barometrie pressure with the im- 
pulses of excessive electromotive force to 
which I. have referred, the conductivity, as 
already pointed out, begins éven at normal 
pressure and continuously increases with the 
degree of tenuity of the gas,.so that at, say, 
one hundred and thirty millimeters pressure, 
when the gases are known to be still nearly 
perfect insulators for ordinary electromotive 
forces, they behave toward electromotive im- 
pulses of several millions of volts like excel- 
lent conductors, as though they were rarefied 
to a much higher degree. By the discovery 
of these facts and the perfection of means for 
producing in a safe, economical, and thor- 
oughly-practicable manner current impulses 
of the character described it becomes possible 
to transmit through easily-accessible and only 
moderately-rarefied strata of the atmosphere 
electrical energy not merely in insignificant 
quantities, such as are suitable for the oper- 


_ation of delicate instruments and like pur- 
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in its theoretical aspect and in its practical 


poses, but also in quantities suitable for in- 
dustrial uses on a large scale up to practically 
any amount and, according to all the experi- 
mental evidence I have obtained, to any ter- 
restrial distance. To conduce to a better un- 
derstanding of this method of transmission 
of energy and to distinguish it clearly, both 
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bearing, from other known modes of trans- 
mission, it is useful to state that all previous 
efforts made by myself and others for trans- 
nitting electrical energy to a distance with- 
out the use of metallic conductors, chiefly 
with the object of actuating sensitive receiv- 
ers, have been based, in so far as the atmos- 
phere is concerned, upon those qualities which 
it possesses by virtue of its being an excel- 
lent insulator, and all these attempts would 
have been obviously recognized as ineffective 
if not entirely futile in the presence of a con- 
ducting atmosphere or medium. The utili- 
zation of any conducting properties of the 


air for purposes of transmission of energy. 


has been hitherto out of the question in the 
absence of apparatus suitable for meeting 
the many and difficult requirements, although 
it has long been known or surmised that at- 
mospheric strata at great altitudes—say fif- 
teen or more miles above sca-level—are, or 
should be, ina measure, conducting; but as- 
suming even that the indispensable means 
should have been produced then still a diffi- 
culty, which in the present state of the me- 
chanical arts must be considered as insuper- 
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able, would remain—namely, that of main- | 


taining terminals at elevations of fifteen miles 
ormore above the levelof the sea. Through 
my diseoveries before mentioned and the pro- 
duction of adequate means the necessity of 
maintaining terminals at such inaccessible 
altitudes is obviated and a practical method 
and system of transmission of energy through 
the natural media is afforded essentially dif- 
ferent from all those available up to the pres- 
ent time and possessing, moreover, this im- 
portant practical advantage, that whereas in 
all such methods or systems heretofore used 
or proposed but a minute fraction of the total 
energy expended by the generator or trans- 
mitter was recoverable in a distant receiving 


‘apparatus by my method and appliances it 


is possible to utilize by far the greater por- 
tion of the energy of the source and in any 
locality -however remote from the same. 
Expressed briefly, my present invention, 
based upon these discoveries, consists then 
in producing at one point an electrical pres- 


sure of such character and magnitude as to. 


cause thereby a current to traverse elevated 
strata of the air between the point of genera- 
tion and a distant point at which the energy 
is to be received and utilized. 

.In the accompanying drawing a general 
arrangement of apparatus is diagrammatic- 
ally illustrated such as I contemplate em- 
ploying,in the carrying out of my invention 
on an industrial scale—as, for instance, for 
lighting distant cities or districts from places 
where cheap power is obtainable. 


Referring to the drawing, A is a coil, gen- 


erally of many turns and of a very large di- 
ameter, wound in spiral form either about a 
magnetic core or not, as may be found nee- 
essary. C is a second coil, formed of a con- 
ductor of. much larger section and smaller 
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length, wound around and in proximity to the 
coil A. In the transmitting apparatus the 
coil A constitutes the high-tension secondary 
and. the eoil C the primary of much lower 
tension of a transformer. In the circuit of 
the primary C is included a suitable source 
of currentG. One terminal of the secondary 
A is at the center of the spiral coil, and from 
this terminal the current is led by a conduc- 
tor B to a terminal D, preferably of large 
surface, formed or maintained by such means 
as a balloon at an elevation suitable for the 
purposes of transmission, as before described. 
The other terminal of the secondary A is con- 
nected to earth and, if desired, also to the 
primary in order that the latter may be at 
substantially the same potential as the adja- 
cent portions of the secondary, thus insuring 
safety. At the receiving-station a trans- 
former of similar construction is employed; 
Dut in this case the coil A’, of relatively-thin 
wire, constitutes the. primary and the coil C’, 
of thick. wire or cable, the secondary of the 
In the circuit of the latter are 
included lamps J, motors M, or other devices 
for utilizing the current. The elevated ter- 
minal D' is connected with the center of the 
coil A’, and the other terminal of said coil is 
connected to earth and preferably, also, to 
the coil C’ for the reasons above stated. 

Tt will be observed that in coils of the char- 
acter described the potential gradually in- 
creases with the number of turns toward the 
center, and the difference of potential be- 
tween the adjacent turns being compara- 
tively small a very high potential, imprac- 
ticable with ordinary coils, may be success- 
fully obtained. It will be, furthermore, noted 
that no matter to what an extent the coils 
may be modified in design and construction, 
owing to their general arrangement and man- 
ner of connection, as illustrated, those por- 
tions of the wire or apparatus which are 
highly charged will be out of reach, while 
those parts of. the same which are liable to 
be approached, touched, or handled will be 
ator nearly the same potential as the ad- 
jacent portions of the ground; this insuring, 
both in the transmitting and receiving appa- 
ratus and regardless of the magnitude of the 
electrical pressure used, perfect personal 
safety, which is best evidenced by the fact 
that although such extreme pressures of many 
millions of volts have been for a number of 
years continuously experimented with no-in- 
jury has been sustained neither by myself or 
any of my assistants. 

The length of the thin-wire coil in each 
transformer should be approximately one- 
quarter of the wave length of the electric dis- 
turbance in the circuit, this estimate being 
based ,on the velocity of propagation of the 
disturbarice through the coil itself and the 
circuit with which it is designed to be used. 
By way of illustration if the rate at which 
the current traverses the circuit, including 


’ the coil, be one hundred and eighty-five thou- 


sand miles pér second then a frequency of 


nine hundred and twenty-five per second 
would maintain nine hundred and twenty-five 
stationary waves in a circuitone hundred and 


eighty-five thousand miles long and each wave 


would be two hundred miles in length. For 
such a low frequency, to which I shall resort 
only when itis indispensable to operate mo- 
tors of the ordinary kind under the condi- 
tions above assumed, I would use a secondary 
of fifty miles in length. By such an adjust- 
ment or porportioning of the length of wire 
in the secondary coil or coils the points of 
highest potential are made to coincide with 
the elevated terminals D D’, and it should be 
understood that whatever length be given to 
the wires this condition should be complied 
with in order to attain the best results. 

- As the main requirement in carrying out 
my invention is to produce currents of an ex- 
cessively-high potential, this object will be 
facilitated by usinga primary current of very 
considerable frequency, since the electromo- 
tive force obtainable with a given length of 
conductor is proportionate to the frequency; 
but the frequency of the current is in alarge 
measure arbitrary, for if the potential be 
sufficiently high and if the terminals of the 
coils be maintained at the proper altitudes 
the action described will take place, and a 
current will be transmitted through the ele- 
vated air strata, which will encounter little 
and possibly even less resistance than if con- 
veyed through a copper wire of a practicable 
size. Accordingly the construction of the ap- 
paratus may be in many details greatly va- 
ried; butinordertoenableany person skilled 
in the mechanical and-electrical arts to util- 
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ize to advantage in the practical applications 


of my system the experience I have so far 
gained the following particulars of a model 
plant which has been long in use and which 
was constructed for the purpose of obtaining 
further data to be used in the carrying out 
of my invention on a large scale are given. 
The transmitting apparatus was in this case 
one of my electrical oscillators, which are 
transformers of aspecial type,now well known 
and characterized by the passage of oscilla- 
tory discharges of a condenser through the 
primary. The source G, forming one of the 
elements of the transinitter, was a condenser 
ofa capacity of about four one-hundredthsofa 
microfarad and was charged from a gener- 
ator of alternating currents of fifty: thousand 
volts pressure and discharged by means of a 


tmechanically-operated break five thousand 


times per second through the primary C.’ The 
latter. consisted of a single turn of stout 
stranded cable of inappreciable resistance 


and of an inductance of about eight thousand 


centimeters, the diameter of the loop being 
very nearly two hundred and forty-four een- 
timeters. The total inductance of the pri- 
mary circuil was «approximately ten thousand 
centimeters, so that the primary cireuit vi- 
brated generally. according to adjustment, 
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from two hundred and thirty thousand to two 
hundred: and fifty thousand times per second. 
The high-tension coil A.in the form of a flat 
spiral was composed of fifty turns of heavily- 
insulated cable No. 8 wound in one single 
layer, the turns beginning closé to the pri- 
mary loop and ending near its center. The 
outer end of the secondary or high-tension 
coil A was connected to the ground, as illus- 
trated, while the free end was led toa termi- 
nal placed in the rarefied air stratum through 
which the energy was to be transmitted, 
which was contained in an insulating-tube of 
alength of fifty feet or more, within which a 
barometric pressure varying from about one 
hundred and twenty to one hundred and fifty 
millimeters was maintained by means of a 
mechanical suction- pump. The receiving- 
transformer was similarly proportioned, the 
ratio of conversion being the reciprocal of 
that of the transmitter, and the primary high- 
tension coil A’ was connected, as illustrated, 
with the end near the low-tension coil C’ to 
the ground and with the free end to a wire 
or plate likewise placed in the rarefied air 
stratum and at the distance named from the 
transmitting-terminal. The primary and sec- 
ondary circuits in the transmitting apparatus 
being carefully synchronized, an electromo- 
tive force from two to four million volts and 
more was obtainable at the terminals of the 
secondary coil A, the discharge passing freely 
through the attenuated air stratum main- 
tained at the above barometric pressures, and 
if, was easy under these conditions to trans- 
mit with fair economy considerable amounts 
of energy, such as are of industrial moment, 
to the receiving apparatus for supplying from 


. the secondary coil C’ lamps L or kindred de- 


i) 


vices. The results were particularly satis- 
factory when the primary coil or system A’, 
with its secondary C’, was carefully adjusted, 
so as to vibrate in synchronism with the 
transmitting coilorsystem AC. Ihave, how- 
ever, found no difficulty in producing with 


_apparatus of substantially the same design 


‘and construction electromotive forces exceed- 
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ing three or four times those before men- 
tioned and have ascertained that by their 
means current impulses can -be transmitted 
through much-denser air strata. By the use 
of these I have also found it practicable to 
transmit notable amounts of energy through 
air strata not in direct contact with the trans- 
mitting and receiving terminals, but remote 
from them, the action of the impulses, in ren- 
dering conducting air of a density at which 
it normally behaves as an insulator, extend- 
ing, as before remarked, to a considerable 
distance. 


A was, as will be seen, in the preceding in- 
stance, not so much due to a large ratio of 
transformation as to the joint effect of the 
capacities.and inductances in the synchro- 
nized circuits, which effect is enhanced by.a 
high frequency, and it-:will be obviously up- 


The high electromotive force ob-. 
tained at the terminals of coil or conductor 
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derstood that if thelatter be reduced agreater 
ratio of transformation should be resorted to, 
especially in cases in which it may be deemed. 
of advantage to suppress as much as possible, 
and particularly in the transmitting-coil A, 
the rise of pressure due to the above effect 
and to obtain the necessary electromotive 
force solely by a large transformation ratio. 

While electromotive forces such as are pro- 
duced by the apparatus just described may 
be sufficient for many purposes to which my 
system will or may be applied, I wish to state 
that I contemplate using in an industrial un- 
dertaking of this kind forces greatly in ex- 
cess of these, and with my present knowledge 
and experience in this novel field I would es- 
timate them to range from twenty to fifty 
million volts and possibly more. By the use 
of these much greater forces larger amounts 
of energy may be conveyed through the at- 
mosphere to remote places or regions, and the 
distance of transmission may be thus extend- 
ed practically without limit. 

As to the elevation of the terminals D D’ 
it is obvious that it will be determined by a 
number of things, as by the amount and qual- 
ity of the work to be performed, by the local 
density and other conditions of the atmos- 
phere, by the character of the surrounding 
country, and such considerations as may pre- 
sent themselves in individual instances. 
Thus if there be high mountains in the vi- 
cinity the terminals should be at a greater 
height, and generally they should always be, 
if practicable, at altitudes much greater than 
those of the highest objects near them in or- 
der to avoid as much as possible the loss by 
leakage. In some cases when small amounts 
of energy are required the high elevation of 
the terminals, and more particularly of the 
receiving - terminal D’, may not be neces- 
sary, since, especially when the frequency of 
the currents is very high, a sufficient amount 
of energy may be collected at that terminal 


‘by electrostatic induction from the upper air 


strata, which are rendered conducting by the 
active terminal of the transmitter or through 
which the currents from the same are con- 
veyed. 

With reference to the facts which have been 
pointed out above it will be seen that the al- 
titudes required for the transmission of con- 
siderable amounts of electrical energy in ac- 
cordance with this method are such as are 
easily accessible and at which terminals can 
be safely maintained, as by the aid of cap- 
tive balloons supplied continuously with gas 


from reservoirs and heldin position securely . 


by steel wires or by any other means, devices, 
or expedients, such as may be contrived and 
perfected by. ingenious and skilled engineers. 
From my experiments and observations I 
conclude that with electromotive impulses 
not greatly exceeding fifteen or twenty mil- 
lion volts the energy of many thousands of 
horse-power may be transmitted over vast 
distances, measured by many hundreds and 
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even thousands of miles, with terminals not 
more than thirty to thirty-five thousand feet 
above the level of the sea, and even this com- 
paratively-small elevation will be required 
chiefly for reasons of economy, and, if de- 
sired, it may be considerably reduced, since 
by such means as have been described prac- 
tically any potential that is desired may be 
obtained, the currents through the air strata 
may be rendered very small, whereby the loss 
in the transmission may. be reduced. . 

It will be understood that the transmitting 
as well as the receiving coils, transformers, 
or other apparatus may be in some cases mov- 
able—as, for example, when they are carried 
by vessels floating in the air or by ships at 
sea. In such a ease, or generally, the con- 
nection of one of the terminals of. the high- 
tension coil or coils to the ground may not be 
permanent, but may be intermittently or in-, 


- ductively established, and any such or simi- 
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lar modificatious I shall consider as within 
the scope of my invention. 

While the description here given’ contem- 
plates chiefly a method and system of energy 
transmission to a distance through the natu- 
ral media for industrial purposes, the princi- 
ples which I have herein disclosed and the ap- 
paratus which I have shown will obviously 
have many other valuable uses—as, for in- 
stance, when it is desired to transmit intelli- 
gible messages to great (listances, or to illu- 
minate upper strata of the air, or to produce, 
designedly, any useful changes in the condi- 
tion of the atmosphere, or to manufacture 
from the gases of the same products, as nitric 
acid, fertilizing compounds, or the like, by 
vhe action of such current impulses, for all 
of which and for many other valuable pur- 
poses they are eminently suitable, and I do 
not wish to limit myself in this respeet. Ob- 
viously, also, certain features of my invention 
here disclosed will be useful as disconnected 


_ from the method itself—as, for example, in 
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other systems of energy transmission, for 


whatever purpose they may be intended, the 


transmitting and receiving transformers ar- 
ranged and ‘connected as illustrated, the fea- 
ture of a transmitting and receiving coil or 


conductor, both connected to the ground and , 


to an elevated terminal and adjusted so as 


to vibrate in synchronism, the proportioning 


of such conductors or coils; as above speci- 
fied, the feature of. a receiving-transformer 
with its primary connected to earth and to 
an elevated terminal and having the opera- 
tive devices in.its secondary, «nd other. fea- 
tures or particulars, such as have been de- 


scribed in this spectification or will readily 


suggest themselves by a perusal of the same. 

“T do not claim in this application a trans- 
former for developing or converting currents 
of high potential in the form herewith shown 
and described and with the two coils con- | 


i 


2, 1897, No. 593,138, nor do I claim herein 
the apparatus employed in carrying out the 
method of this application when such appa- 
ratus is specially constructed and arranged 
for securing the. particular object sought in 
the present invention, as. these last-named 
features are made the subject of an applica- 
tion filed as a division of this application on 
February 19, 1900, Serial No. 5,780. 
What I now claim is— 


1. The method hereinbefore ‘described of 
transmitting electrical energy through the. 


natural media, which consists in producing 


at a gencrating-station a very high electrical 


pressure, causing thereby a propagation or 
flow of electrical energy, by conduction, 
through the earth and the air strata, and col- 
lecting or receiving at a distant point the elec- 


‘trical energy so propagated or caused to flow. 


2. The method hereinbefore described of 
transmitting electrical energy, which consists 
in preducing at a gencrating-station a very 
high electrical pressure, conducting the cur- 
rent caused thereby to earth and to a termi- 
nal at an elevation at whieh the atmosphere 
serves as a conductor therefor, and collecting 
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the current by a second elevated terminal at ° 


a distance from the first. 

The method hereinbefore described of 
tanemitting electrical energy through the 
natural media, which consists in producing 
between the earth and a generator-terminal 
elevated above the same, at a generating-sta- 
tion, a sufficiently-high electromotive force to 
render elevated air strata conducting, caus- 
ing thereby a propagation or flow of electrical 
energy, by conduction, through the air strata, 


‘and collecting or receiving at a point distant 
‘from the generating-station the electrical 


energy so propagated or caused to flow. 

4, The method hereinbefore described of 
transmitting electrical energy through the 
natural media, which consists in producing 
between the earth and a generator-terminal 
elevated above the same, at a generating-sta- 
tion, a sufficiently-high electromotive force to 
render the air strata at or near the elevated 
terminal conducting,causing thereby a propa- 
gation or flow of electrical energy, by conduc- 
tion, through the air strata, and collecting or 
receiving at a point distant from the gener- 
ating-station the electrical energy.so propa- 
gated or caused to flow. 
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. The method hereinbefore described of - 


transmitting electrical energy through the 
natural media, which consists in producing 
between-the earth and a. generator-terminal 
blevated above the same, at a generating-sta- 
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tion, electrical impulses ofa sutticiently-high . 


electromotive foree to render elevated air 
strata conducting, causing thereby current 
impulses to pass, by conduction, through the 
air strata, and collecting or receiving at a 
point distant from the generating-station, the 


nected together, as and for the purpose set | energy of the current impulses by means ‘of a 
forth, having made these improvements the | circuit synchronized with the impulses. 


subject of a patent granted to ine November 


G. The method hereinhefore deseribed of 
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transmitting electrical energy through the 
natural media, which consists in producing 
between the earth and a generator-terminal 
elsvated above the same, at a generating-sta- 
tion, electrical impulses of a suficiently- high 
electromoti ve force to render the air strata at 
or near the elevated terminal conducting, 
causing thereby current impulses to pass 
through the air strata, and collecting or re- 
ceiving at a point. distant from the generat- 
ing - station the energy of the current im- 
pulses by means of a cireuit synchronized 
with the impulses. 

. The method hereinbefore described of 
transmitting electrical energy through the 
natural media, which consists in producing 
between the earth and a generator-terminal 
elevated above the same, at a generating- 
station, electrical impulses of a wave length 
so related to the length of the generating cir- 
cuit or conductor as to produce the maximum 
potential at the elevated terminal, and of 
sufficiently-high electromotive force to ren- 
der elevated air strata conducting, causing 
thereby a propagation of electrical impulses 
through the air strata, and collecting or re- 
ceiving at a point distant from the generat- 
ing-station the energy of such impulses by 
means of a receiving-circuit having a length 
of conductor similarly related to “the wave 
length of the impulses. 

. The method hereinbefore: described of 
transmittins electrical energy through the 
natural media, which consists in producing 


between the earth and a generator-terminal 


elevated above the same, at a generating-sta- 
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tion, a sufficiently-high electromotive force 
to render elevated air strata conducting, caus- 
ing therebya propagation or-flow of electrical 
energy through the air strata, by conduction, 
collecting or receiving the energy so trans- 


‘mitted by means of a receiving-circuit ata 


point distant from the generating-station, us- 
ing the receiving-cireuit to energize a second- 
ary circuit, and operating translating de- 
vices by means of the energy so obtained i in 
the secondary circuit. 

9. The method hereinbefore described of 
transmitting electrical energy through the 
natural media, which consists in generating 
current impulses of relatively-low electromo- 
tive force at a generating-station, utilizing 
such impulses to energize the primary of a 
transformer, generating by means of such 
primary cireuit impulses i in a secondary sur- 
rounding by the primary and connected to 
the earth and to an elevated terminal, of suf- 
ficiently-high electromotive force to render 
elevated air strata conducting, causing there- 
by impulses to be propagated through the 
air strata, collecting or receiving the energy 
of such impulses, at a point distant from the 
generating-station, by means of a receiving- 
circuit connected to the earth and to an ele- 

vated terminal, and utilizing the energy so 
received to energize aseconda ry circuitof low 
potential surrounding the receiving-circuit. 


NIKOLA A TESLA. 
Witnesses: 


.M. Lawson Dygr, 
G. W. Mart ina. 
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fo all whom it may concern: 

Be it known that I, NrkOLA TESLA, a citi- 
zen of the United States, residing.at the bor- 
ough of Manhattan, in the city of New York, 
county and State of New York, haveinvented 
certain new and useful Improvements in Ap- 
paratus for the Transmission of Electrical 
Etiergy, of which the following is a specifica- 
tion, reference being had to the drawing ac- 
companying and forming a part of the same. 

This application is a division of an applica- 
tion filed by me on September 2, 1897, Serial 
No. 650,348, entitled “Systems of transmis- 
slons of electrical energy,” and is based upon 
new and useful features and combinations of 
apparatus shown and described in said appli- 

cation for carrying out the method therein 
disclosed and claimed. 

The invention which forms the subject of 
my present application comprises a transmit- 
ting coil or conductor in which electrical cur- 
rents or oscillations are produced and which 
is arranged to cause such currents or oscilla- 
tions to be propagated by conduction through 
thenatural medium from one point to another 
remote therefrom and a receiving coil or con- 
ductor at such distant point adapted to be ex- 
eited by the oscillations or currents propa- 
gated from the transmitter. 

This apparatus is shown in the accompany- 
ing drawing, which is a diagrammatic illus- 
tration of the same. 

A is a coil, generally of many turns and of 
a very large diameter, wound in spiral form 
either about a magnetic core or not, as may 
be desired. C is a second coil formed by a 
conductor of much larger size and smaller 
length wound around and in proximity to the 
coil A, 

The apparatus at one point is used asa 
transmitter, the coil A in this case constitut- 
ing a high-tension, secondary, and the coil C 
the primary, of much lower tension, of a trans- 
former. In the circuit of the primary C is in- 
eluded a suitable source of current G. One 
terminal of the secondary A is at the center 
of the spiral coil, and from this terminal the 
current is led by a conductor B to a terminal 
D, preferably of large surface, formed or 
maintained by such means as a balloon at an 


elevation suitable for the purposes of trans: 
mission. ‘The other terminal of thesecondary 
A is connected to earth, and, if desired, to 
the primary also, in order that the latter may 
be at substantially the same potential as the 
adjacent portions of the secondary, thus in« 
suring safety. At the receiving-station a 
transformer of sirnilar construction is em- 
ployed; butin this case the longer coil A’ con- 
stitutes tle primary, arid the shorter coil C’ 
the secondary, of the transformer. In the cir- 
cuit of the latter are connected lamps L, mo- 
tors M, or other devices for utilizing the cur- 
rent. Theelevated terminal D’ connects with 
the center of the coil A’, and the other ter- 
minal of said coil is connected to earth and 
preferably, also, to the coil C’ for the reasons 
above stated. 

The length of the thin wire coil in each 
transformer should be approximately one- 
quarter of the wave length of the electric dis- 
turbance in the circuit, this estimate being 
based on the velocity of propagation of the 
disturbance through the coil itself and the 
circuit with which it is designed to be used. 
By way of illustration, if the rate at which 
the current traverses the circuit including 
the coil be one hundred and eighty-five thou- 
sand miles per second then a frequency of 
nine hundred and twenty-five per second 
would maintain nine hundred and twenty-five 
stationary moves in a circuit one hundred 
and eighty-five thousand miles long and each 
wave would be two hundred miles i in length. 

For such a low frequency, which would be 
resorted to only when it is indispensable for 
the operation of motors of the ordinary kind 
under the conditions above assumed, I would 
use a secondary of fifty miles in length. By 
such an adjustment or proportioning of the 
length of wire in the secondary coil or coils 
the points of highest potential are made to 
coincide with the elevated terminals D D’, 
and it should be understood that whatever 
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length be given tothe wires this requirement 95 


should be complied with in order to obtain 
the best results. 

It will be readily understood that when the 
above-prescribed relations exist the best con- 
ditions for resonance between the transmit- 
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ting and receiving circuits are attained, and 
owing to the fact that the points of highest po- 
tential in the coils or conductors A A’ are 
coincident with the elevated terminals the 
maximum flow of current will take place in 
the two coils, and this, further, necessarily 
implies that the capacity and inductance in 
each of the circuits have such values as to 
secure the most perfect condition of synchro- 
nism with the impressed oscillations. 


When the source of current G is in opera- 


tion and produces rapidly pulsating or oscil- 
lating currents in the circuit of coil C, cor- 


responding induced currents of -very-much | 


higher potential are generated in the second- 
ary coil A, and since the potential in the same 
gradually increases with the number of turns 
toward the center and the difference of poten- 
tial between the adjacent turns is compara- 
tively small a very high potential impractica- 
ble with ordinary coils may be successively 
obtained. 

As the main object for which the apparatus 
is designed is to produce a current of excess- 
ively-high potential, this object is facilitated 
by using a primary current of very consid- 
erable frequency; but the frequency of the 
currents is in a large measure arbitrary, for 
if the potential be sufficiently high and the 
terminals of the coils be maintained at the 
proper elevation where the atmosphere is 
rarefied the stratum of air will serve as a con- 
ducting medium for the current. produced 
aud the latter will be transmitted through the 
air, with, it may be, even less resistance than 
through an ordinary conductor. 

_ As to the elevation of the terminals D D’, it 
is obvious that this is a matter which will be 
determined by a number of things, as by the 
amount and quality of the work to be per- 
formed, by the condition of the atmosphere, 
and.also by the character of the surrounding 
country. Thus if there be high mountains 
in the vicinity the terminals should be ata 
greater height, and generally they should al- 


_ ways be at an altitude much greater than that 
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of the highest objects near them. Since by 
the means described practically any potential 
that is desired may be produced, the currents 
through the air strata may be very small, thus 
reducing. the loss in the air. 

The apparatus at the receiving-station re- 
sponds to the. currents propagated from the 
transmitter in a manner which will be well 
understood from the foregoing description. 
The-primary circuit of the receiver—that is, 
the thin wire coil A’—is excited by the cur- 
rents propagated by conduction through the 
intervening natural medium from the trans- 
mitter, and these currents induce in the sec- 
ondary coil C’ other currents which are util- 
ized for operating the devices included in the 
circuit thereof. 

Obviously the receiving-coils, transform- 
ers, or other apparatus may be movable—as, 
for instance, when they are carried by a ves- 
sel floating in the air or byaship at sea. In 
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the former case the connection of one termi- 


nal of the receiving apparatus to the ground 
might not be permanent, but might be inter- 
inittently or inductively established without 
departing from the spirit of my invention. 
It is to be noted that the phenomenon here 
involved in the transmission of electrical en- 
ergy is one of true conduction and is not to 
be confounded with the phenomena of elec- 
trical radiation which have heretofore been 


| observed and which from the very nature and 


mode of propagation would render practically 
impossible the transmission of any appre- 
ciable amount of energy to such distances as 
are of practical importance. 

What I now claim as my invention is— 

1. The combination with a transmitting coil 
or conductor connected to ground and to an 
elevated terminal respectively, and means for 
producing therein electrical currents or oscil- 
lations, of a receiving coil or conductor simi- 
larly connected to ground and to an elevated 
terminal, at a distance from the transmit- 
ting-coil and adapted to be excited by cur- 
rents caused to be propagated from the same 
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by conduction through the intervening nat- -- 


ural medium, a secondary conductor in in- 
ductive relation to the receiving-conduetor 
and devices for utilizing the current in the 
circuit of said secondary conductor, as set 
forth. / 

2. Thecombination witha transmitting coil 
or conductor having its ends connected to 
ground and to an elevated terminal respec- 
tively, a primary coil in inductive relation 
thereto and a source of electrical oscillations 
in said primary circuit, of a receiving conduc- 
tor or coil having its ends connected to ground 
and to an elevated terminal respectively and 
adapted to be excited by currents caused to 
be propagated from the transmitter through 
the natural medium and a secondary circuit 
in inductive relation to the receiving-cireuit 
and receiving devices connected therewith, 
as set forth. 

3. The combination with a transmitting in- 
strument comprising a transformer having its 
secondary connected to ground and to an ele- 
vated terminal respectively, and means for 
impressing electrical oscillations upon its pri- 
mary, of a receiving instrument comprising 
a transformer having its primary similarly 
connected to ground and to an elevated ter- 
minal, and a translating device connected 
with its secondary, the capacity and induct- 
ance of the two transformers having such 
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values as to secure synchronism with the i im- - 


pressed oscillations, as set forth. 

4, The combination witha transmitting in- 
strument comprising an electrical -trans- 
former having its secondary connected to 
ground and to an elevated terminal respec- 
tively, and means for impressing electrical 
oscillations upon its primary, of a receiving 
instrument comprising a transformer having 
its primary similarly connected to ground 
and to an elevated terminal, and a translat- 
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ing device connected with its secondary, the 
capacity and inductance of the secondary. of 
the transmitting and primary of the receiv- 


. lng instruments having such values as to se- 


to 


15 


20 


25 


39 ¥ 


cure synchronism with “the i impressed oscilla- 
tions, as set forth. 

3. The combination with a transmitting coil 
or conductor connected to ground and an ele- 
vated terminal respectively, and means for 
producing electrical currents or oscillations 
in the same, of a receiving coil or conductor 
similarly connected to ground and to an ele- 
vated terminal and synchronized with the 
transmitting coil or conductor, as set forth. 

6. The combination with a transmitting in- 
strument comprising an_ electrical trans- 
former, having its secondary connected to 
ground and to. an elevated terminal respec- 
tively, of a receiving instrument comprising 
a transformer, having its primary similarly 
connected to ground and to an elevated ter- 
minal, the receiving-coil being synchronized 
with that of the transmitter, as set forth. 

7. Thecombination witha transmitting coil 
or conductor connected to ground and to an 
elevated terminal respecti vely, and means for 
producing electrical currents or oscillations 
in the same, of a receiving coil or conductor 
similarly connected to ground and to an ele- 

yated terminal, the said coil or coils having 
a length equal, to one-quarter, of the wave |! 


length of the disturbance propagated, as set 
forth. 

8. Thecombination with a transmitting coil 
or conductor connected to ground and to an 
elevated terminal respectively, and adapted 
to cause the propagation of currents or oscil- 
lations by conduction through the natural 
medium, of a receiving-circuit similarly con- 
nected to ground and to an elevated termi- 
nal, and of a capacity and inductance such 
that its period of vibration is the same as that 
of the transmitter, as set forth. 

9. The transmitting or receiving circuit 
herein described, connected to ground and 
an elevated terminal respectively, and ar- 
ranged in such manner that the elevated ter- 
minal is charged to the maximum potential 
developed in the circuit, as set forth. 

10. The combination ‘with a transmitting 
coil or conductor connected to ground and to 
an. elevated terminal respectively of a receiv- 

ing-circuit having a period of vibration cor- 
responding to that of the transmitting-cirenit 
and similarly connected to ground and to an 
elevated terminal and so arranged that the 
elevated terminal is charged to. the highest 
potential developed in the cireuit, as set forth, 
NIKOLA TESLA 

Witnesses: : 
PARKER W. PAGH, 

MARCELLUS BAILEY. 
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To all whom it may concern: 

Be it known that I, NIKoLA TESLA, a citi- 
zen-of the United States, residing in the bor- 
ough of Manhattan, in the city, county, and 
State of New York, have invented certain new 
and useful Improvements in Methods of In- 
sulating Electric Conductors, of which the 
following is a specification, reference being 
had to the accompanying drawings. 

It bas long been known that many sub- 
stances which are more or less conducting 
when in the fluid condition become insula- 
tors when solidified. Thus water, which is 
in a measure conducting, acquires insulating 
properties when converted intoice. The ex- 
isting inforination on this subject, however, 
has been heretofore of a general nature only 
and chiefly derived from the original observa- 
tions of Faraday, who estimated that the sub- 
stances upon which he experimented, such 
as water and aqueous solutions, insulate an 
electrically-charged conductor about one hun- 
dred times better when rendered solid by 
freezing, and no attempt has been made to 
improve the quality of the insulation obtained 
by this means or to practically utilize it for 
such purposes as.are contemplated in my pres- 
ent invention. In the course of my own in- 
vestigations, more especially those of the elec- 
tric properties of ice, I have discovered some 
novel and important facts, of which the more 
prominentare the following: first, that under 
certain conditions, when the leakage of the 
electric charge ordinarily taking place is rig- 
orously prevented, ice proves itself to be a 
much better insulator than has heretofore ap- 
peared; second, that its insulating properties 
may be still further improved by the addition 
of other bodies to the water; third, that the 
dielectric strength of ice or other frozen 
aqueous substance increases with the reduc- 
tion of temperature and corresponding in- 
crease of hardness, and, fourth, that these 
bodies afford a still more effective insulation 
for conductors carrying intermittent or alter- 
nating currents, particularly of high rates, 
surprisingly-thin layers of ice being capable 
of withstanding electromotive forces of many 
hundreds and even thousands of volts. These 
and other observations have led me to the in- 
vention of a novel method of insulating con- 
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] above facts and advantageous in the utiliza- 


tion of electrical energy for industrial and 
commercial purposes. Broadly stated, the 
method consists in insulating an electric con- 
ductor by freezing or solidifying and main- 
taining in such state, by the circulation of a 
cooling. agent, the material surrounding or 
contiguous to the conductor. 

In the practical carrying out of my method 
I may employ a holiow conductor and pass 
the cooling agent through the same, thus 
freezing the water or other medium in con- 
tact with or close to such conductor, or I may 
use expressly for the circulation of the cool- 
ing agent an independent channel and freeze 
or solidify the adjacent substanee, in which 
any number of conductors may be embedded. 
The conductors may be bare or covered with 
some material which is capable of keeping 
them insulated when it is frozen or solidified. 
The frozen mass may bein direct touch with 
the surrounding medium or it may be in a de- 
gree protected from contact with the same by 
an inclosure more or less impervious to heat. 
The cooling agent may be any kind of liquid, 
preferably of low freezing-point, as brine, or 
it may be a gas, as atmospheric air, oxygen, 
carbonic acid, ammonia, illuminating-gas, or 
hydrogen. It may be forced through the 
channel by gravity, pressure, or suction, pro- 
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other kind of force. It may be continually 
renewed or indefinitely used by being alter- 
nately volatilized and condensed or evapo- 
rated and absorbed and mechanically driven 
back and forth or steadily circulated in a 
closed path under any suitable conditions as 
regards pressure, density, temperature, and 
velocity. 

To conduce to a better understanding of the 
invention, reference is now made to the ac- 
companying drawings, in which— 

Figures 1, 3, 6, 7, 8, and 9 illustrate in lon- 
gitudinal section typical ways of carrying 
out my invention; and Figs. 2, 4, 5, and 10, 
in section or partly so, constructive detaiis 
to be described. 

In Fig. 1, C is a hollow conductor, such as 


‘a steel tube, laid in a body of water and com- 


municating with a reservoir r’, but electric- 
ally insulated from the same atj. A pump 


ductors, rendered practicable by reason of the | or compressor p of any suitable construction 
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connects 7’ with another similar tank 7°, pro- 
vided with an inlet-valver®. The air orother 
gas which is used as the cooling agent enter- 
ing through the valve v7 is drawn through the 
tank 7% and pump 7 into the reservoir 7’, es- 
caping thence through the conductor C under 
any desired pressure, which may be regulated 
by a valve v’. Both the reservoirs r’ and ? 
are kept at a low temperature by suitable 
means, as by coils or tubes?’ and ?P, through 
which any kind of refrigerating fluid may be 
circulated, some provision being preferably 
made for adjusting the flow of the same, as 
by valves v'. The gas continuously passing 
through the tube or conductor C being very 
cold will freeze and maintain in this state the 
water in contact with or adjacent to the con- 
ductorand soinsulateit. Flanged bushings 
z # of non-conducting material may be used 
to prevent the leakage of the current which 
would otherwise occur, owing to the forma- 
tion of asuperficial film of moisture over the 
ice projecting out of the water. The tube, 
being kept insulated by this means, may then 
be employed in the manner of an ordinary 
telegraphic or other cable by connecting 
either or both of the terminals 0’ 0? in a cir- 
cuit including the earth. 

In many eases it will be of advantage to 
cover the hollow conductor with a thick layer 
of some cheap material, as felt, this being in- 
dicated by C’ in Fig. 2. Such a covering, 
penetrable by water, would be ordinarily of 
little or no use; but when embedded in the 
ice it improves the insulating qualities of the 
same. In thisinstanceit furthermore serves 
to greatly reduce the quantity of ice required, 
its rate of melting, and the influx of heat 
from the outside, thus diminishing the ex- 
penditure of energy necessary for the main- 
tenance of normal working conditions. As 
regards this energy and other particulars of 
importance they will vary according to the 
special demands in each case. 

Generally considered, the cooling agent will 
have to carry away heat at a rate sufficient 
to keep the conductor at the desired temper- 
ature and to maintain a layer of the required 
thickness of the substance surrounding it in 
a frozen state, compensating continually for 
the heat flowing in through the layer and 
wall of the conductor and that generated by 
mechanical and electrical friction. To meet 
these conditions, its cooling capacity, which 
is dependent on the temperature, density, ve- 
locity, and specific heat, will be calculated 
by the help of data and formule familiar to 
engineers. Air will be, as a rule, suitable 
for the use contemplated; but in exceptional 
instances some other gas, as hydrogen, may 
be resorted to, which will permit a much- 
greater rate of cooling and a lower tempera- 
ture to be reached. Obviously whichever 
gas be employed it should before entering the 
hollow conductor or channel be thoroughly 
dried and separated from all which by con- 
densation and deposition or otherwise might 


cause an obstruction to its passage. For 
these purposes apparatus may be employed 
which is well known and which it is unnec- 
essary to show in detail. 

Instead of being wasted at the distant sta- 
tion the cooling agent may be turned to some 
profitable use. Evidently in the industrial 
and commercial exploitation of my invention 
any kind of fluid capable of meeting the re- 
quirements may be conveyed from one to 
another station and there utilized for refrig- 
eration, power, heating, lighting, sanitation, 
chemical processes, or any other purpose to 
which it may lend itself, and thus the reve- 
nue of the plant may be inereased. 

As to the temperature of the conductor it 
will be determined by the nature of its use 
and considerations of economy. For in- 
stance, if it be employed for the transmis- 
sion of telegraphic messages, when the loss 
in electrical friction may be of no conse- 
quence, a very low temperature may not be 
required; but if it be used for transmitting 
large amounts of electrical energy, when the 
frictional waste may be a serious drawback, 
it will be desirable to keep it extremely cold. 
The attainment of this objeet will be facili- 
tated by any provision for reducing as much 
as possible the flowing in of the heat from 
the surrounding medium. Clearly the lower 
the temperature of the conductor the smaller 
will be the loss in electrical friction; but, on 
the other hand, the colder the conductor the 
greater will be the influx of heat from the 
outside and the cost of the cooling agent. 
From such and similar considerations the 
temperature securing the highest economy 
will be ascertained. 

Most frequently in the distribution of elee- 
tricity for industrial purposes, as in my sys- 
tem of power transmission by alternate cur- 
rents, more than one conductor will be re- 
quired, and in such cases it may be conven- 
ient to circulate the cooling agent in a closed 
path formed by the conductors. <A plan of 
this kind is illustrated in Fig. 3, in which C’ 
and C* represent two hollow conductors em- 
bedded in a frozen mass underground and 
communicating, respectively, with the reser- 
voirs R’ and R#, which are connected by a re- 
ciprocating or other suitable pump P. Cool- 
ing coils or tubes I’ I” and T? T* with regu- 
lating-valves v' uv” are employed, which are 
similar to and serve the same purpose as those 
shown in Fig. 1. Other features of similar- 
ity, though unnecessary, are illustrated to fa- 
cilitate an understanding of the plan. A 
three-way valve V? is provided, which when 
placed with its lever / as indicated allows 
the cooling agent to enter through the tubes 
w' wand pump P, thus filling the reservoirs 
R’ R? and hollow conductors C’ C?; but when 
turned ninety degrees the valve shuts off the 
communication to the outside through the 
tube w’ and establishes a connection between 
the reservoir R? and pump P through the 
tubes wand w’, thus permitting the fluid to be 
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circulated in the closed path C' C? R? u3 u? P | made, is shown in Fig. 6, which represents 


R'by the action of the pump. Another valve 
V' of suitable construction may be used for 
regulating the flow of the cooling agent. The 
conductors C’ C? are insulated from the res- 
ervoirs R’ R? and from each other at the joints 
J’ J? J°, and they are, furthermore, protected 
at the places where they enter and leave the 
ground by flanged bushings I’ I’ I? P, of in- 
sulating material, which extend into the 
frozen mass in order to prevent the current 
from leaking,as above explained. Binding- 
posts B’ B' and B* B? are provided for con- 
necting the conductors to the circuit at each 
station. 

In laying the conductors, as C’ C?, what- 
ever be their number, a trench will generally 
be dug and a trough, round or square, as T, 
of smaller dimensions than the trench placed 
in the same, the intervening space being 


‘packed with some material (designated by M 


MM) more or less impervious to heat, as saw- 
dust, ashes, or thelike. Next, the conductors 
will be put in position and temporarily sup- 
ported in any convenient manner, and finally 
the trough will be filled with water or other 
substance W, which will be gradually frozen 
by circulating the cooling agent in the closed 
path, as before described. Usually the trench 
will not be level, but will follow the undula- 
tions of the ground, and this will make it nec- 
essary to subdivide the trough in sections or 
to effect the freezing of the substance filling 
itsuccessivelyin parts. This being done and 
the conductors thus insulated and fixed, a 
layer of the same or similar material M M M 
will be placed on the top and the whole cov- 
ered with earth or pavement. The trough 
may be of metal, as sheet-iron, and in cases 
where the ground is used as return-circuit it 
may serve as a main or it may be of any kind 
of material more or less insulating. Figs. 4 
and 5 illustrate in cross-section two such un- 
derground troughs T’ and T’”, of metal sheet, 
with their adiathermanous inclosures, (desig- 
nated M’' and M”, respectively,) each trough 
containing a single central hollow conductor, 
as C'and C. In the first case the insulation 
W’ is supposed to be ice, obtained by freezing 
water preferably freed of air in order to ex- 
clude the formation of dangerous bubbles or 


‘cavities, while in the second case the frozen - 


mass W’' is some aqueous or other substance 
or mixture highly insulating when in this 
condition. 

It should be stated that in many instances 
it may be practicable to dispense with a 
trough by resorting to simple expedients in 
the placing and insulating of the conductors. 
In fact, for some purposes it may be sufficient 
to simply cover the latter with a moist mass, 
as cement or other plastic material, which so 
long as it is kept at a very low temperature 
and frozen hard will afford adequate insula- 
tion. 

Another typical way of carrying out my in- 


veution, to which reference has already been. | 


the cross-section of a trough, the same in 
other respects as those before shown, but con- 
taining instead of a-hollow conductor any 
kind of pipe or conduit L. The cooling agent 
may be driven in any convenient manner 
through the pipe for the purpose of freez- 
ing the water or other substance filling the 
trough, thus insulating and fixing a number 
of conductorse ce. Sucha plan may be par- 
ticularly suitable in cities for insulating and 
fixing telegraph and telephone wires or the 
like. In such cases an exceedingly-low tem- 
perature of the cooling agent may not be re- 
quired, and the insulation will be obtained 
at the expense of little power. The conduit 
L may, however, be used simultaneously for 
conveying and distributing any kind of fluid 
for which there is a demand through the dis- 
trict. Obviously two such conduits may be 


| provided and used in a similar manneras the 


conductors C’ C*, 

It will often be desirable to place in the 
same trough a great number of wires or con- 
ductors serving fora variety of purposes. In 
such a case a plan may be adopted which is 
illustrated in Fig. 7, showing a trough simi- 
lar to that in Fig. 6, with the conductors in 
cross-section. The cooling agent may be in 
this instance circulated, as in Fig. 3 or other- 
wise, through the two hollow conductors C® 
and C*, which, if found advantageous, may be 
covered with a layer of cheap material m m, 
such as will improve their insulation, but 
not prevent the freezing or solidification of 
the surrounding substance W. The tubular 
conductors C’ C*, preferably of iron, may then 
serve to convey heavy currents for supplying 
light and power, while the small onesc’ ¢’ ¢’, 
embedded in the ice or frozen mass, may be 
used for any other purposes. 

While my invention contemplates, chiefly, 
the insulation of conductors employed in the 
transmission of electrical energy toa distance, 
it may be, obviously, otherwise usefully ap- 
plied. In some instances, for example, it 
may be desirable to insulate and support acon- 
ductor in places as ordinarily done by means of 
glass or porcelain insulators. This may be 
effected in many ways by conveying a cool- 
ing agent either through the conductor or 
through an independent channel and freez- 
ing or solidifying any kind of substance, thus 
enabling it to serve the purpose. Such an 
artificial insulating-support is illustrated in 
Fig. 8, in which @ represents a vessel filled 
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with water or other substance ww, frozen by . 


the agent circulating through the hollow con- 
ductor C”, which is thus insulated and sup- 
ported. ‘To improve the insulation on the 


top, where it is most liable to give way, a 
layer of some substance w’', as oil, may be 
used, and the conductor may be covered near 
the support with insulation 7 7, as shown, the 
same extending into the oil for reasons well 
understood. 

Another typical application of my inven- 
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tion is shown in Tig. 9, in which P’ and 8' 
represent, respectively, the primary and sec- 
ondary conductors, bare or insulated, of a 
transformer, which are wound on a core N 
and immersed in water or other substance W, 
containing ajar Hand, as before stated, pref- 
erably freed of air by boiling or otherwise. 
The cooling agent is circulated in any con- 
venient manner, as through the hollow pri- 
mary P’, for the purpose of freezing the sub- 
stance W. Flanged bushings d d and oil- 
cups ee, extending into the frozen mass, illus- 
trate suitable means for insulating the ends 


of the two conductors and preventing the 


leakage of the currents. A transformer, as 
described, is especially fitted for use with cur- 
rents of high frequency, when a low tempera- 
ture of the conductors is particularly desir- 
able, and ice affords an exceptionally-effect- 
ive insulation. 

It will be understood that my invention 
may be applied in many other ways, that the 
special means here described will be greatly 
varied according to the necessities, and that 
in each case many expedients will be adopted 
which are well known to engineers and elec- 
tricians and on which it is unnecessary to 
dwell. However, it may be useful to state 
that in some instances a special provision will 
have to be made for effecting a uniform cool- 
ing of the substance surrounding the condue- 
tor throughoutits length. Assumingin Fig. 
1 the cooling agent to escape at the distant 
end freely into the atmosphere or into a res- 
ervoir maintained at low pressure, it will in 
passing through the hollow conductor C move 
with a velocity steadily increasing toward the 
end, expanding isothermally,or nearly so,and 
hence it will cause an approximately-uniform 
formation of ice along the conductor. Inthe 
plan illustrated in Fig. 8 a similar resuit will 
be in a measure attained, owing to the com- 
pensating effect of the hollow conductors C’ 
and C*, which may be still further enhanced 
by reversing periodically the direction of the 
flow in any convenient manner; but in many 
cases special arrangements will have to be 
employed to render the cooling more or less 
uniform. For instance, referring to Iigs. 4, 
5, and 6, instead of a single channel two con- 
eentric channels L’ and L? may be provided 


and the cooling agent passed through one and» 


returned through the other, as indicated dia- 
grammatically in Fig. 10. In this and any 
similar arrangement when the flow takes place 
in opposite directions the object aimed at will 
be more completely attained by reducing the 
temperature of the circulating cooling agent 
at the distant station, which may be done by 
simply expanding it into a large reservoir, as 
R38, or cooling it by means of a tube or coil 
1°, or otherwise. Evidently in the case illus- 
trated the concentric tubes may be used as 
independent conductors, insulated from each 
other by the intervening fluid and from the 
ground by the frozen or solidified substance. 

Generally in the transmission of electrical 


energy in large amounts, when the quantity 
of heat to be carried off may be considerable, 
refrigerating apparatus thoroughly protected 
against the inflow of heat from the outside, 
as usual, will be employed at both the sta- 
tions and, when the distance between them is 
very great, also at intermediate points, the 
machinery being advantageously operated by 
the currents transmitted or fluids conveyed. 
In such cases a fairly-uniform freezing of the 
insulating substance will be attained with- 
out difficulty by the compensating effect of 
the oppositely-circulating cooling agents. In 
large plants of this kind, when the saving of 
electrical energy in the transmission is the 
most important consideration or when the 
chief object is to reduce the cost of the mains 
by the employment of cheap metal, as iron, 
ov otherwise, every effort will be made to 
maintain the conductors at the lowest possi- 
ble temperature, and well-known refrigerat- 
ing processes, as those based on the regener- 
ative principle, may be resorted to, and in 
this and any other case the hollow conduc- 
tors or channels instead of merely serving 
the purpose of conveying the cooling agent 
may themselves form active parts of the re- 
frigerating apparatus. 

From the above description it will be read- 
ily seen that my invention forms a funda- 
mental departure in principle from the es- 
tablished methods of insulating conductors 
employed in the industrial and commercial 
application of electricity. It aims, broadly, 
at obtaining insulation by the continuous ex- 
penditure of a moderate amount of energy 
instead of securing it only by virtue of an 
inherent physical property of the material 
used, as heretofore. More especially its ob- 
ject is to provide, when and wherever re- 
quired, insulation of high quality, of any de- 
sired thickness and exceptionally cheap, and 
to enable the transmission of electrical en- 
ergy under conditions of economy heretofore 
unattainable and at distances until now im- 
practicable by dispensing with the necessity 
of using costly conductors and insulators. 

What I claim as my invention is— 

1. The method of insulating electric con- 
ductors herein described which consists in 
imparting insulating properties to a material 
surrounding or contiguous to the said con- 
ductor by the continued action thereon of a 
cooling agent, as set forth. 

2. The method of insulating electric con- 
ductors herein described which consists in re- 
ducing to and maintaining in a frozen or so- 
lidified condition the material surrounding 
or contiguous to the said conductor by the 
action thereon of a cooling agent maintained 
in circulation through one or more channels 
as set forth. 

3. The method of insulating electric con- 
ductors herein described which consists in 
surrounding or supporting the conductor by 
material which acquires insulating properties 
when in a frozen or solidified state, and main- 
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taining the material in such a state by the 
circulation through one or more channels ex- 
tending through it of a cooling agent, as set 
forth. 

4, The method of insulating an electric con- 
ductor which consists in surrounding or sup- 
porting said conductor by a material which 
acquires insulating properties when frozen or 
solidified, and maintaining the material in 
such state by passing a cooling agent continu- 
ously through a channel in said conductor, 
as set forth. 

5. The method of insulating electrie con- 
ductors, which consists in surrounding or 
supporting the said conductors by a material 
which acquires insulating properties when in 
a frozen or solidified state, and maintaining 
the material in such state by the continued 
application thereto of a cooling agent, as set 
forth. 

6. The method of insulating conductors 
herein set forth which consists in surround- 


ing or supporting the conductors by a ma- 
terial which acquires insulating properties 
when in a frozen or solidified state, and main- 
taining the material in such state by the cir- 
culation of a cooling agent through a circuit 
of pipes or tubes extending through the said 
material as set forth. 

7. The method of insulating electric con- 
ductors which consists in laying or support- 
ing the conductors in a trough or conduit 
filling the trough with a material which ac- 
quires insulating properties when frozen or 
solidified, and then causing a cooling agent 
to circulate through one or more channels ex- 
tending through the material in the trough 
so as to freeze or solidify the material, as 
set forth. 


NIKOLA TESLA. 


Witnesses: 
PARKER W. PaGs, 
M. LAwson DYER. 


25 


30 


35 


No. 685,012. Patented Oct. 22, 1901. 
. N. TESLA. 


MEANS FOR INCREASING THE INTENSITY OF ELECTRICAL OSCILLATIONS. 
{Application filed Mar. 21,1900. Renewed July 3, 1901.) 
(Ro. Model.) 


_ Witnesses: . 
é y belly Wikaia Tesla, Inventor 


Beigacwr Yaetter. by A pp Aft Viaaben Aitys. 


~ 


N 


Ww 


59 vibration. 


Unrrep STATEs 


Patent OFFIcer. 


NIKOLA TESLA, OF NEW YORK, N. Y. 


" MEANS FOR INCREASING THE INTENSITY OF ELECTRICAL OSCILLATIONS. 


SPECIFICATION forming part of Letters Patent No. 685,012, dated October 22, 1901. 
Application filed March 21, 1000. Renewed July 83,1901, Serfal No. 66,980, (No model.) 


fo ail whonr té may concern: 


Be it known. that I, NrKoLA Tesna, a citi- 


zen of the United States, residing at the bor- 
ough of Manhattan, in the city, county, and 
5 State of New York, have invented certain new 
and useful Improvements in Means for In- 
creasing the Intensity-of Electrical Oscilla- 


tions, of which the following isa specification, . 


reference being had to the drawings accom- 
Io panying and forming part of the same. 

In many scientific and practieal uses of 
electrical impulses or oscillations—as, for ex- 
ample, in systems of transmitting intelligence 
to distant points—it is of great ‘mportance to 
intensify as-much as possible tne current im- 
pulses or vibrations which dre produced in 
the circuits-of the transmitting and receiv- 
ing instruments, particularly of the latter. 

It is well known that when electrical im- 
pulses are impressed upon a circuit adapted 
to oscillate freely the intensity of the oscilla- 
tions developed in the same is dependent on 
the magnitude of its physical constants and 
the relation of the periods of the impressed 
and of the free oscillations. For the attain- 
ment of the best result it is necessary that 
the periods of the impressed should be the 
same as that of the free oscillations, under 
which conditions the intensity of the latter is 
greatest and chiefly dependent on the induc- 
tance and resistance of the circuit, being di- 
rectly proportionate to the former and in- 
versely to the latter. In order, therefore, to 
intensify the impulses or oscillations excited 
§ in the cireuit—in other words, to produce the 

greatest rise of current or electrical pressure 

iu the same—it-is desirable to make its in- 
duetance as large and its resistance as small as 
practicable. Having this end in view I have 
devised and used conductors of special forms 
and of relatively very large cross-section; but 

J have found that limitations exist in regard 

to the increase of the inductance as well as to 
_ the diminution of the resistance. This will 
45 be understood when it is borne in mind that 


fo) 


the resonant rise of current or pressure in. 


a freely - oscillating cireuit is proportionate 
to the frequency of the impulses and that a 
large inductance in general involves a slow 
On the other hand, an increase of 
the scetion of thé conductor with the object 
of reducing its resistance is, beyond a certain 


limit, of little or no value, principally because 
electrical oscillations, particularly those of 


‘high frequency, pass mainly through the su- 


perficial conducting layers, and while it is 
true that this drawback may be overcome in 
a measure by the employment of thin ribbons, 
tubes, or stranded cables, yet in practice other 
disadvantages arise, which often more than 
offset the gain. 

It is a well-established fact that as the tem- 
perature of a metallic conductor rises its elec- 
trical resistance increases, and in recognition 
of this constructors of commercial electrical 
apparatus have heretofore resorted to many 
expedients for preventing the coils and other 
parts of the same from becoming heated when 
in use, but merely with a view to economiz- 
ing energy and reducing the cost of construc- 
tion and operation of the apparatus. 

Now I have discovered that when a circuit 
adapted to vibrate freely is maintained at a 
low temperature the oscillations excited in 
the same are to an extraordinary degree mag- 
nified and prolonged, and I am thus enabled 
to produce many valuable results which have 
heretofore been wholly impracticable. 

Briefly stated, then, my invention consists 
in producing a great increase in the intensity 
and duration of the oscillations excited ina 
freely-vibrating or resonating circuit by main- 
taining the same at a low temperature. 

Ordinarily in commercial apparatus such 
provision is made only with the object of pre- 
venting wasteful heating, and in any event 
its influence upon the intensity of the oscilla- 
tions is very slight and practically negligible, . 
for-as a rule impulses of arbitrary frequency 
are impressed upon a circuit, irrespective of 
its own free vibrations, and a resonant rise is 
expressly avoided. 

My invention, it will be understood, does 
not primarily contemplate the saving of en- 
ergy, but aims at the attainment of a dis- « 
tinctly novel and valuable result—that is, the 
increase to the greatest practicable degree of 
the intensity and duration of free oscillations. 
It may be usefully applied in all cases when 
this special object is sought, but offers ex- 
ceptional advantages in those instances in 
which the freely-oscillating discharges of a 
condenser are utilized. 

The best and most convenient manner of 
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carrying out the invention of which Iam now 
aware is to surround the freely-vibrating cir- 
euit or conductor, which is to be maintained 
at a low temperature, with a suitable cooling 
medium, which may be any kind of freezing 
mixture or agent, such as liquid air, and in 
order to derive the fullest benefit from the 
improvement the circuit should be primarily 


- egonstructed so'as to have the greatest possi- 


To 
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25 


ple self-induction and the smallest practica- 


ble resistance, and other rules of construction 


‘which are now recognized should be observed. 
‘For exaniple, when in a system of transmis- 


sion of energy for any purpose through the 
natural media the transmitting and receiving 
conductors are connected to earth and to an 


insulated terminal, respectively, the lengths 


of these conductors should be one-quarter of 
the wave length of the disturbance propa- 
gated through them. . 
_ Inthe accompanying drawing Ihave shown 
graphically. a disposition of apparatus which 
may be used in applying practically my in- 
vention. 

The drawing illustrates in perspective two 
devices, either of which may be the transmit- 
ter, while the other is the receiver. - In each 


there is a coil of few turns and low resistance, 


_ {designated in one by A and in the other by 
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A’.) The former coil, supposed to be form-. 


ing part of the transmitter, is to be connected 
with a suitable source of current, while the 
latter is to be included in circuit with a re- 
ceiving device. In inductive relation to said 
coils in each instrument is a flat spirally- 
wound coil B or B’, one terminal of which is 
shown as connected to a ground-plate C, while 
the other, leading from the center, is adapted 
to be connected to an insulated terminal, 
which is generally maintained at an elevation 
in the air. The coils B B’ are placed in in- 
sulating - receptacles D, which contain the 
freezing agent and around which the coils A 
and A’ are wound. ~ 

Coils in the form of a flat spiral, such 4g 
those deseribed, are eminently suited for the 
production of free oscillations; but obviously 
conductors or circuits of any other form may 
be used, if destred. 

From the forégoing the operation of the ap- 
paratus will now be readily understood. As- 
sume, first, as the simplest case that upon 
the coil A of the transmitter impulses or os- 
cillations of an arbitrary frequency and irre- 


‘spective of its own free vibrations are im- 


pressed. Corresponding oscillations will then 
be induced in the cirenit B, which, being con- 
structed and adjusted, as before indicated, so 
as to vibrate at the same rate, will greatly 
magnify them, the increase being directly 
proportionate to the product of the frequency 
of the oscillations and the inductance of cir- 
cuit B and inversely to the resistance of the 
latter, Other conditions remaining the same, 
the intensity of the oscillations in the roso- 
nating-circuit B will be increased in the same 
proportion as its resistance isreduced. Very 
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often, however, the conditions may be such 
that the gain sought is not realized directly 
by.diminishing the resistance of the circuit, 


In such cases the skilled expert who applies 


the invention will turn to advantage the re- 
duction of resistance by usipg a correspond- 
ingly longer conductor, thus securing a much 
greater self-induction, and under all circum- 
stances he will determine the dimensions of 
the circuit, so as to get the greatest valueof 
the ratio of its inductance to its resistance, 
which determines the intensity of the free os- 
cillations. The vibrations of coil B, greatly 
strengthened, spread to a distance and on 
reaching the tuned receiving-conductorB’ ex- 
cite corresponding oscillations in the same, 
which for similar reasons are intensified, 


with the result of inducing correspondingly . 


stronger currents or oscillations in circuit A’, 
including the receiving device. When, as 
may be the case in the transmission of intel- 
ligible signals, the circuit A is periodically 


-closed and. opened, the effect upon the re- 


esiver is heightened inthe manner above de- 
seribed not only because the impulses in the 
coils B and B’ arestrengthened, butalso on ac- 
count of their persistence through a longer 
interval of time. The advantages offered by 
the invention are still more fully realized 
when the circuit A of the transmitter instead 
of having impulses of an arbitrary frequency 
impressed upon itis itself permitted to vibrate 
at its own rate, and more particularly so if it 
be energized by the freely-oscillating high-fre- 
queney discharges of a condenser. Insuchs 
case the cooling of the conductor A, which may 
be effected in any suitable manner, results in 


an extraordinary magnification of the oscilla-. 
tion in the resonating-cireuit B, which I at-- 


tribute to the increased intensity as well as 
greater number of the high-frequency oscilla- 
tions obtained inthe circuit A. Thereceiving- 
coil B' is energized strongerin proportion and 
induces currents of greater intensity in the 
circuit A’. Itis evident from the above that 
the greater the number of the freely-vibrating 
circuits which alternately receive and trans- 
mit energy from one to another the greater, 
relatively, will be the gain secured by apply- 
ing my invention. 

I do not of course intend to limit myself to 
the specific manner and means described of 
artificial cooling, nor to the particular forms 
and arrangements of the circuitsshown. By 
taking advantage of the facts above pointed 
out and of the means described I have found 
it possible to secure a rise of electrical pres- 
sure in an excited circuit very many times 
greater than has heretofore been obtainable, 
and this result makes it practicable, among 
other things, to greatly extend thé distance 
of transmission of signals and to exclude much 


more effectively interference with the same. 


than has been possible heretofore. _ 
Having now described my invention, what 
T claim is— , 
1. The combination with aciteuit adapted 
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to vibrate treely, of means for artificially cool- 
ing the same to a low temperature, as herein 
set forth. ; 

2. In an apparatus for transmitting or re- 
ceiving electrical impulses or oscillations, the 
combination with a primary and a secondary 
circuit, adapted to vibrate freely in response 
to the impressed oscillations, of means for 
artificially cooling the same to a low tempera- 
ture, as herein set forth. 

3. In a system for the transmission of elec- 


‘trical energy, a circuit upon which electrical 


oscillations are impressed, and which is adapt- 
ed to vibrate freely, in combination with a re- 
ceptacle containing an artificial refrigerant 
in which said circuit is immersed, as herein 
set forth. 


4. The means of increasing the intensity | 


of the elertrical impulses or oscillations im- 
pressed upon a freely-vibrating cirenit, con- 


3 


sisting of an artificial refrigerant combined 
with and applied to such circuit and adapted 
to maintain the same at a low temperature. 

5. The means of intensifying and prolong- 
ing the electrical oscillations produced in a 
freely-vibrating circuit, consisting of an arti- 
ficial refrigerant applied to such circuit and 
adapted to maintain the same at a uniformly- 


low temperature. 


6. In a system for the transmission of en- 
ergy, a series of transmitting and receiving 
circuits adapted to vibrate freely, in combi- 
nation with means for artificially maintain- 
ing the same at a low temperature, as set 
forth. 


NIKOLA TESLA. 
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JOHN C. KERR, 
M. LAWSON DYER. 
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To all whem tt nay concern: 

Beit known that I, NIKOLA TESLA, acitizen 
of the United States, residing at New York, 
in the county and State of New York, have 
invented a new and useful Improvement in 
Methods of Intensifying and Utilizing Effects 
Transmitted Through the Natural Media, of 
which the following is a specification, refer- 
ence being had to the accompanying draw- 
ings, which form a part of the same. 

The subject of my present invention is an 
improvement in the art of utilizing effects 
transmitted from a distance to a receiving 
device through the natural media; and it con- 
sists in a novel method by means of which 
results hitherto unattainable may be secured. 

Several ways or methods of transmitting 
electrical disturbances through the natural 
media and utilizing them to operate distant 
receivers are now known and have been ap- 
plied with more or less success for accomplish- 
ing a variety of useful results. One of these 
ways consists in producing by a suitable ap- 
paratus rays or radiations—that is, disturb- 
ances—which are propagated in straight lines 
through space, directing them upon a receiv- 
ing or recording apparatus at a distance, and 
thereby bringing the latterinto action. This 
method is the oldest and best known and has 
been brought particularly into prominence 
in recent, years through the investigations of 
Heinrich Hertz, Another method consistsin 
passing a current through a circuit, prefer- 
ably one inclosing a very large area, inducing 
thereby in a similar circuit situated at a dis- 
tance another current and affecting by the 
same in any convenient way a receiving de- 
vice. Still another way, which has also been 
known for many years, is to pass in any suit- 
able manner a current through a portion of 
the ground, as by connecting to two points 
of the same, preferably at a considerable dis- 
tance from each other, the two terminals of a 
generator and to energize by a part of the cur- 
rent diffused through the eartha distant cir- 
cuit which is similarly arranged and ground- 
ed at two points widely apart and which is 
made to act uponasensitive receiver. These 


various methods have their limitations, one 
especially, which is common toall, being that 
the receiving circuit or instrament must be 
maintained ina definite position with respect 


to the transmitting apparatus, which often 
imposes great disadvantages upon the use of 
the apparatus. 

In several applications filed by me and pat- 
ents granted to me I have disclosed other 
methods of accomplishing results of this na- 
ture, which may be briefly described as fol- 
lows: In one system the potential of a point 
or region of the earth is varied by imparting 
to it intermittent or alternating electrifica- 
tions through one of the terminals of a suit- 
able source of electrical disturbances which, 
to heighten the effect, has its other terminal 
connected to an insulated body, preferably 
of large surface and at an elevation. The 
electrifications communicated to the earth 
spread in all directions through the same, 
reaching a distant circuit which generally 
hag its terminals arranged and connected 
similarly to those of the transmitting source 
and operates upon a highly-sensitive receiver. 
Another method is based upon the fact that 
the atmospheric air which behaves as an ex- 
cellent insulator to currents generated by or- 
dinary apparatus becomes a conductor under 
the influence of currents or impulses of enor- 
mously-high electromotive force which I have 
devised means for generating. By such 
means air strata, which are easily accessible, 
are rendered available for the production of 
many desired effects at distances, however 
great. This method, furthermore, allows ad- 
vantage to be taken of many of those im- 
provements which are practicable in the or- 
dinary systems of transmission involving the 
use of a metallic conductor. 

Obviously whatever method be employed 
itis desirable that the disturbances produced 
by the transmitting apparatus should be as 
powerful as possible, and by the use of cer- 
tain forms of high-frequency apparatus which 


! Thave devised and which are now well known 


important practical advantages are in this re- 
spect secured. Farthermore, since in most 
eases the amount of energy conveyed to the 
distant circuit is but a minute fraction of the 
total energy emanating from the source it is 
necessary for the attainment of the best re- 
sults that whatever the character of the re- 
ceiver and the nature of the disturbances as 
inuch as possible of the energy conveyed 
should be made available for the operation 
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of the receiver, and with this object in view | 
I have heretofore among other means em- 
ployed a receiving-circuit of high self-induc- 
tion and very small resistance and of a pe- 
riod such as to vibrate in synchronism with 
the disturbances, whereby a number of sep- 
arate impulses from the source were made to 
codperate, thus magnifying the effect exerted 
upon and insuring the action of the receiv- 
ing device. By these means decided advan- 
tages have been secured in many instances; 
but very often the improvement is either not 
applicable at all or, if so, the gain is very 
slight. Evidently when the source is one pro- 
ducing a continuous pressure or delivering 
impulses of long duration it is impracticable 
to magnify the effects in this manner and 
when, on the other hand, it is one furnishing 
short impulses of extreme rapidity of succes- 
sion the advantage obtained. in this way is 
insignificant, owing to the radiation and the 
unavoidable frictional waste in the receiving- 
circuit. These losses reduce greatly both the 
intensity and the number of the codperative 
impulses, and since the initial intensity of 
each of these is necessarily limited only an 
insignificant amount of energy is thus made 
available for a single operation of the receiver. 
As this amount is consequently dependent on 
the energy conveyed to the receiver by one 
single impulse it is evidently necessary to 
employ either a very large and costly, and 
therefore objectionable, transmitter or else to 
resort to the equally objectionable use of a 
receiving device too delicate and too easily 
deranged. Furthermore, the energy obtained 
through the codperation of the impulses is in 
the form of extremely rapid vibrations and, 
because of this, unsuitable for the operation 
of ordinary receivers, the more so as this form 
of energy imposes narrow restrictions in re- 
gard to the mode and time of its application 
to such devices. 

To overcome these and other limitations 
and disadvantages which have heretofore ex- 
isted in such systems of transmission of sig- 
nals or intelligence is the main object of my 
present invention, which comprises a novel 
method of accomplishing these ends. 

The method, briefly stated, consists in pro- 
ducing arbitrarily-varied or intermittent dis- } 
turbances or effects, transmitting such dis- 
turbanees or effects through the natural me- 
dia to a distant receiving-station, utilizing 
energy derived from such disturbances or ef- 
fects at the receiving-station to charge a con- 
denser, and using the accumulated potential 
energy so obtained to operate a receiving de- 
vice. 

An apparatus by means of which this 
method may be practiced is illustrated in 
the drawings hereto annexed, in which— 

Figure 1 isa diagrammatic illustration of 
the apparatus, and Fig. 2 is a modified form 
or arrangement of the same. 

In the practical application of my method 
I usually proceed as follows: At any two | 
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points in the transmitting medium between 
which there exists or may be obtained in any 
manner through the action of the disturb- 
ances or effects to be investigated or utilized 
a difference of electrical potential of any mag- 
nitude I arrange two plates or electrodes so 
that they may be oppositely charged through 
the agency of such effects or disturbances, 
and I connect these electrodes to the termi- 
nals of a highly-insulated condenser, gener- 
ally of considerable capacity. To the econ- 
denser-terminals I also connect the receiver 
to be. operated in series with a device of suit- 
able construction, which performs the fune- 
tion of periodically discharging the condenser 
through the receiver at and during such in- 
tervals of time as may be best suitable for 
the purpose contemplated. This device may 
merely consist of two stationary electrodes 
separated by a feeble dielectriclayerof minute 
thickness or if may comprise terminals one 
or more of which are movable and actuated 
by any suitable force and are adapted to be 
brought into and out of contact with each 
other in any convenient manner. It will now 
be readily seen that if the disturbances of 
whatever nature they may be cause definite 
amounts of electricity of the same sign to be 
conveyed to each of the plates or electrodes 
above mentioned, either continuously or at 
intervals of time which are sufficiently long, 
the condenser will be charged to a certain po- 
tential, and an adequate amount of energy 
being thus stored during the time determined 
by the device effecting the discharge of the 
condenser the receiver will be periodically 
operated by the electrical energy so aceumu- 
lated; but very often ‘the character of the im- 
pulses and the conditions of their use are such 
that without further provision not enough 
potential energy would be accumulated in the 
condenser to operate the receiving device. 
This is the ease when, for example, each of 
the plates or terminals receives electricity of 
rapidly-changing sign or even when each re- 
eeives electricity of the same sign, but only 
during periods which are short as compared 
with the intervals separating them. In such 
instances I resort to the use of a special de- 
vice which I insert in the circuit between 
the plates and the condenser for the purpose 
of conveying to each of the terminals of the 
latter electrical charges of the proper qual- 
ity and order of succession to enable the re- 
quired amountof potential energy to be stored 
in the condenser. 

There are a number of well-known devices, 
either without any moving parts or terminals 
or with elements reciprocated or rotated by 
the application of a suitable force, which of- 
fer a more ready passage to impulses of one 


; Sign or direction than to those of the other, 


or permit only impulses of one kind or order 
of succession to traverse a path, and any of 
these or similar devices capable of fulfilling 
the requirements may be used in carrying my 
invention into practice. One such device of 
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familiar constraction which will serve to 
convey a clear understanding of this part of 
my invention and enable a person skilled in 
the art to apply the same is illustrated in 
the annexed drawings. Itconsists of acylin- 
der A of insulating material, which is moved 
ata uniform rate of speed by clockwork or 
other suitable motive power and is provided 
with two metal rings B B’, upon which bear 
brushes a@ and a’, which are connected, re- 
spectively, in the manner shown to the ter- 
minal plates P and P’, above referred to. 
From the rings B B’ extend narrow metallic 
segments s ands’, which by the rotation of 
the cylinder A are brought alternately into 
contact with double brushes b and 0’, carried 
by and in contact with conducting-holders A 
and fh’, which are adjustable longitudinally 
in the metallic supports D and D’, as shown. 
The latter are connected to the terminals T 
and. T’ of a condenser ©, and it should be un- 
derstood that they are capable of angular 
displacement, as ordinary brush-supports. 
The object of using two brushes, as b and 0’, 
in each of the holders A.and fh’ is to vary at 
will the duration of the electric contact of the 
plates P and P’ with the terminals Tand 1’, 
to which is connected a reeeiving-cirenit in- 
eluding a receiver R and a device d of the 
kind above referred to, which performs the 
duty of closing the receiving-circuit at pre- 
determined intervals of time and discharging 
the stored energy through the reeeiver. In 
the present case this device consists of a eyl- 
inder d, made partly of conducting and partly 
of insulating material e and e’, respectively, 
which is rotated at the desired rate of speed 
byany suitablemeans. The conducting part 
e is in good electrical connection with the 
shaft 8 and. is provided with tapering seg- 
ments ff, upon which slides a brush hk, sup- 
ported on a conducting-rod 1, capable of lon- 
gitudinal adjustment in a metallic support 
m. Another brush 7 is arranged to bear 
upon the shaft 8, and it will be seen that 
whenever one of the segments / comes in con- 
tact with the brush & the circuit, including 
the receiver R, is completed and the con- 
denser discharged through thesame. Byan 
adjustment of the speed of rotation of th 
cylinder d and.a displacement of the brush 
k along the cylinder the circuit may be made 
to open and close in as rapid succession and 
remain open or closed during such intervals 
of time as may be desired. The plates Pand 
P’, through which the electrifications are con- 
veyed to the brushes a and a’, may be at a 
considerable distance from each other and 
both in the ground or both in the air, or one 
in the ground and the other in the air, pref- 
erably at some height, or they may be con- 
nected to conductors extending to some dis- 
tance or to the terminals of any kind of ap- 
paratus supplying electrical energy which is 
obtained from the energy of the impulses or 
disturbances transmitted from a distance 
through the natural media, 


y 


In illustration of the operation of the de- 
vices described let it be assumed that alter- 
nating electrical impulses from a distant gen- 
erator, as G, are transmitted through the 
earth and that it is desired to utilize those 
impulses in accordance with my method. 
This may be the case, for example, when such 
a generator is used for purposes of signaling 
in one of the ways before enumerated, as by 
having its terminals connected to two points 
of the earth distant from each other. In this 
case the plates P and P’ are first connected 
to two properly-selected points of the earth. 
The speed of rotation of the cylinder A is 
varied until it is made to turn in synchro- 
nism with the alternate impulses of the gen- 
erator,and, finally, the position of the brushes 
band U' is adjusted by angular displacement, 
as usual, cr in other ways, so that they are 
in contact with the segments s and s’ during 
the periods when the impulses are at or near 
the maximum of their intensity. Only ordi- 
nary electrical skill and knowledge are re- 
quired to make these adjustments, and a 
number of devices for effecting synchronous 
movement being well known, and it being 
the chief object of my present application to 
set forth a novel method of utilizing or ap- 
plying a principle, a detailed description of 
such devices is not considered necessary. I 
may state, however, that for practical pur- 
poses in the present case it is only necessary 
to shift the brushes forward or back until the 
maximum effect is secured. The above re- 
quirements being fulfilled, electrical charges 
of the same sign will be conveyed to each of 
the condenser-terminals as the cylinder A is 
rotated, and with each fresh impulse the con- 
denser will be charged to a higher potential. 
The speed of rotation of the cylinder d be- 
ing adjustable at will, the energy of any num- 
ber of separate impulses may thus be accu- 
mulated in potential form and discharged 
through the receiver R upon the brush & 
coming in contact with one of the segments 
f. It will be of course understood ‘that. the 
capacity of the condenser should be such as 
to allow the storing of a much greater amount 
of energy than is required for the ordinary 
operation of the receiver. Since by this 
method a relatively great amount of energy 
and in a suitable form may be made avail- 
able for the operation of a receiver, the latter 
need not be very sensitive; but of course 
when the impulses are very feeble, as when 
coming from a great distance or when it is 
desired to operate a receiver very rapidly, 
then any of the well-known devices capable 
of responding to very feeble influences may 
be used in this connection. 

If instead of the alternating impulses short 
impulses of the same direction are conveyed 
to the plates P and P’, the apparatus de- 
scribed may still readily be used, and for this 
purpose it is merely necessary to shift the 
brushes 0 and b’ into the position indicated 
by the dotted lines while maintaining the 
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same conditions in regard to synchronism as 
before, so that the sueceeding impulses will 
be permitted to pass into the condenser, but 
prevented from returning to the ground or 
transmitting medium during the intervals 
between them, owing to the interruption dur- 
ing such intervals of the connections leading 
from the condenser-terminals to the plates. 

Another way of using the apparatus with 
impulses of the same direction is to take off 
one pair of brushes, as 6, disconnect the plate 
P from brush a and join it directly to the ter- 
minal T of the condenser, and to connect 
brush @ with brush a’, The apparatus thus 
modified would appear as shown in Fig. 2. 
Operated in this manner and assuming the 
speed of rotation of cylinder A to be the same, 
the apparatus will now be evidently adapted 
for a number of impulses per unit of time 
twice as great as in the preceding case. In 
all cases it is evidently important to adjust 
the duration of contact of segments s and s' 
with brushes } b’ in the manner indicated. 

When the method and apparatus I have de- 
scribed are used in connection with the trans- 
mission of signals or intelligence, it will of 
course be understood that the transmitter is 
operated in such a way as to produce disturb- 
ances or effects which are varied or intermit- 
ted in some arbitrary manner—for example, 
to produce longer and shorter suecessions of 
impulses corresponding to the dashes and dots 
of the Morse alphabet—and the receiving de- 
vice will respond to and indicate these varia- 
tions or intermittences, since the storage de- 
vice will be charged and discharged a number 
of times corresponding to the duration of the 
successions of impulses received. 

Obviously the special appliances used in 
carrying out my invention may be varied in 
many ways without departing from the spirit 
of the same. 

It is to be observed that it is the function 
of the cylinder A, with its brushes and con- 
nections, to render the electrical impulses 
coming from the plates P and P’ suitable for 
charging the condenser (assuming them to be 
unsuitable for this purpose in the form in 
which they are received) by rectifying them 
when they are originally alternating in direc- 
tion or by selecting such parts of them as 
are suitable when all are not, and any other 
device performing this function will obvi- 
ously answer the purpose. It is also evident 
that a device such as I have already referred 
to which offers a more ready passage to im- 
pulses of one sign or permits only impulses of 
the same sign to pass may also be used to 
perform this selective function in many cases 
when alternating impulses are received. 
When the impulses are long and all of the 
same direction, and even when they are al- 
ternating, but sufficiently long in duration 
and sustained in electromotive force, the 
brushes 0 and 6’ may be adjusted so as to 


bear on the parts BB’ of the cylinder A, or 


' the eylinder and its brushes may be omitted 
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and the terminals of the condenser connected 
directly to the plates P and P’. 

It will be seen that by the use of my in- 
vention results hitherto unattainable in util- 
izing disturbances or effects transmitted 
through natural media may be readily at- 
tained, since however great the distance of 
such transmission and however feeble or at- 
tenuated the impulses received enough en- 
ergy may be accumulated from them by stor- 
ing up the energy of suceeeding impulses for 
a sufficient interval of time to render the sud- 
den liberation of it highly effective in operat- 
inga receiver. In this way receivers of a va- 
riety of forms may be made to respond effect- 
ively to impulses too feeble to be detected or 
to be made to produce any sensible effect in 
any other way of which Iam aware, a result 
of great value in various applications to prac- 
tical use. 

Ido notclaim hercinan apparatus by means 
of which the above-described method is or 
may be practiced either in the special form 
herein shown or in other forms which are 
possible, having made claims to such appa- 
ratus in another application, Serial No. 
729,812, filed September 8, 1899, as a division 
of the present case. 

What I claim as my invention, and desire 
to secure by Letters Patent, is— 

1. The method of transmitting and utiliz- 
ing electrical energy herein described, which 
consists in producing arbitrarily varied or in- 
termitted electrical disturbances or effects, 
transmitting the same to a distant receiving- 
station, charging, for succeeding and prede- 
termined periods of time a condenser with 
energy derived from such effects or disturb- 
ances, and operating a receiving device by 
discharging at arbitrary intervals, the accu- 
mulated potential energy so obtained, as set 
forth. 

2. The method of transmitting and utiliz- 
ing electrical energy herein described, which 
consists in producing electrical disturbances 
or effects capable of being transmitted to a 
distance through the natural media, charg- 
ing a condenser at a distant receiving-station 
with energy derived from such effects or dis- 


| turbances, and using for periods of time, pre- 


determined as to succession and duration, 
the potential energy so obtained to operate a 
receiving device. 

3. The method of transmitting and utiliz- 
ing electrical energy herein described, which 
consists in producing electrical disturbances 
or effects capable of being transmitted toa 
distance through the natural media, charg- 
ing a condenser at a distant receiving-station 
for succeeding and predetermined periods of 
time, with energy derived from such effects 
or disturbances, and using for periods of time 
predetermined as to succession and duration, 
the accumulated energy so obtained to oper- 
ate a receiving device. 

4. The method hereinbefore described of 
producing arbitrarily varied or intermitted 
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electrical disturbances or effects, transmit- 
ting such disturbances or effects through 
the natural media to a distant receiving-sta- 
tion, storing in a condenser energy derived 
from a succession of such disturbances or ef- 
feets for periods of time which correspond in 
succession to such effects or disturbances and 
are predetermined as to duration, and using 
the accumulated potential energy so obtained 
to operate a receiving device. 

5. The method herein deseribed of produc- 
ing arbitrarily varied or intermitted electrical 
disturbances or effects, transmitting such 
disturbances or effects through the natural 
media to a distant receiving-station, estab- 
lishing thereby a flow of electrical energy in 
a circuit at such station, charging a con- 
denser with energy from such circuit, and 
using the accumulated potential energy so 
obtained to operate a receiving device. 

6. The method herein described of produc- 
ing arbitrarily varied or intermitted electrical 
disturbances or effects, transmitting such 
disturbances or effects throngh the natural 
media to a distant receiving-station, estab- 
lishing thereby a flow of electrical energy in 
a circuit at such station, charging a con- 
denser with electrical enevgy from such cir- 
cuit, and discharging the accumulated poten- 
tial energy so obtained into or through a re- 
ceiving device at arbitrary intervals of time. 

7. The method herein described of produc- 
ing arbitrarily varied orintermitted electrical 
disturbances or effects, transmitting such 
disturbances or effects to a distant receiving- 
station, establishing thereby a flow of elee- 
trical energy in a circuit at such station, se- 
lecting or directing the impulses in said cir- 
cuit so as to render them suitable for charg- 
ing a condenser, charging a condenser with 
the impulses so selected or dirested, and dis- 
charging the accumulated potential energy 
so obtained into, cr through a receiving de- 


‘vice. 


8. The method herein described of produc- 
ing arbitrarily varied or intermitted electrical 
disturbances or effects, transmitting such 
disturbances or effects through the natural 
media to a distant receiving-station, estab- 


so lishing thereby a flow of electrical energy in 


BS 


a circuit at such station, selecting or direct- 
ing the impulses in said circuit so as to ren- 
der them suitable for charging a condenser, 
charging a condenser with the impulses so 
selected or directed, and discharging the ac- 
cumulated potential energy so obtained into, 
or through a receiving device at arbitrary in- 
tervals of time. 

9. The method hereinbefore described of 
transmitting signals or intelligence, which 
consists in producing at the sending-station 
arbitrarily varied or intermitted disturbances 
or effects, transmitting such disturbances 
or effects through the natural media to a re- 
ceiving-station, utilizing energy derived from 
such disturbances or effects at the receiving- 
station to charge a condenser and using the 
accumulated potential energy so obtained to 
operate a receiving device. 

10. The method hereinbefore described of 
transmitting signals or intelligence through 
the natural media from a sending-station to 
a receiving-station, which consists in produc- 
ing at the sending-station, arbitrarily varied 
or intermitted electrical effects or disturb- 
ances, transmitting the same through the nat- 
ural media to the receiving-station, utilizing 
the energy derived from such disturbances or 
effects at the receiving-station to charge a 
condenser, and discharging the accumulated 
potential energy so obtained through a re- 
ceiving device at arbitrary intervals of time. 

il. The method hereinbefore described of 
transmitting signals or intelligence from a 
sending to a distant receiving station, which 
consists in producing at the former, arbitra- 
rily varied or intermitted electrical disturb- 
ances or effects, transmitting the same to the 
receiving-station, charging by the energy de- 
rived from such disturbanees or effects at the 
receiving-station a condenser, and using for 
periods of time predetermined as to succes- 
sion and duration, the potential energy so 
obtained to operate a receiving device, as set 
forth. 


NIKOLA TESLA. 
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LEONARD E. CURTIS, 
A. Ii, SKINNER. 
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To all whonr tt may concern: 

Beit known that J, NIKOLA TESLA, a citizen 
of the United States, residing at New York 
city, in the county and State of New York, 
have invented a new and useful Improvement 
in Methods of Utilizing Effects Transmit- 


‘ted from a Distance to a Receiving Device 


Through the Natural Media, of which the fol- 
lowing isa specification, reference being had 
to the accompanying drawings, which forma 
part of the same. 

The subject of my present invention is an 
improvement in the art of utilizing effects 
transmitted from a distance to a receiving de- 
vice through the natural media; and it con- 
sists in a novel method hereinafter described. 

My invention is particularly useful in con- 
nection with methods and apparatus for op- 
erating distant receiving devices by means of 
electrical disturbances produced by proper 
transmitters and conveyed to such receiving 
devices through the natural media; but it 
obviously has a wider range of applicability 
and may be employed, for example, in the in- 
vestigation or utilization of terrestrial, solar, 
or other disturbances produced by natural 
Causes. 

Several ways or methods of transmitting 
electrical disturbances through the natural 
media and utilizing them to operate distant 
receivers are now known and have been ap- 
plied with more or less success for accom- 
plishing a variety of useful results. One of 
these ways consists in producing by a suit- 
ableapparatus rays or radiations—that is, dis- 
turbances—which are propagated in straight 
lines through space, directing them upon a re- 
ceiving or recording apparatus ata distance, 
and thereby bringing the latter into action. 
This method is the oldest and best known 
and has been brought particularly into promi- 
nence in recent years through the investiga- 
tions of Heinrich Hertz. 
consists in passing a current through a cir- 
cuit, preferably one inclosing a very large 
area, inducing thereby in a similar cireuit 
situated at a distance another current and 
affecting by the same in any convenient way 
a receiving device. Still another way, which 


has also been known for many years, is to pass 
in any suitable manner a current through a 
portion of the ground, as by connecting totwo 


Another method’ 


points of the same, preferably at a consider- 
able distance from each other, the two ter- 
minals of a generator and to energize by a 
part of the current diffused through the earth 
a distant circuit, which is similarly arranged 
and grounded at two points widely apart and 
which is made to act upon a sensitive receiver. 
These various methods have their limitations, 
one especially, which is common to all, being 
| that the receiving circuit or instrument must 
be maintained in a definite position with re- 
spect to the transmitting apparatus, which 
often imposes great disadvantages upon the 
use of the apparatus. 

In several applications filed by me and pat- 
ents granted tome I have disclosed. other 
methods of accomplishing results of this na- 
ture which may be briefly described as fol- 


or region of the earth is varied by imparting 
to it intermittent or alternating electrifica- 
tions through one of the terminals of a suit- 
able sonree of electrical disturbances, which 
to heighten the effect has its other terminal 
connected to an insulated body, preferably 
of large surface and at an elevation. The 
electrifications communicated to the earth 
spread in all directions through the same, 
reaching a distant circuit, which generally 
has its terminals arranged and connected 
similarly to those of the transmitting source 
and operates upon a highly-sensitive receiver, 
Another method is based upon the fact that 
the atmospheric air, which behaves as an ex- 
cellent insulator to currents generated by or- 
dinary apparatus, becomes a conductor un- 
der the influence of currents or impulses of 
enormously high electromotive force which I 
have devised means for generating. Bysuch 
meaus air strata, which are easily accessible, 
are rendered available for the production of 
many desired effects at distances however 
great. This method, furthermore, allowed 
advantage to be taken of many of those im- 
provements which are p rachicable in the ordi- 
nary systems of transmission involving the 
use of a metallic conductor. 

Obviously whatever method be employed 
itis desirable that the disturbances produced 
by the transmitting apparatus should be as 
powerful as possible, and by the use of cer- 
| tain forms of high-frequency apparatus which 
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I have devised and which are now well known 
important practical advantages are in this 
respect secured. TFurthermore,sincein most 
cases the amount of energy conveyed to the 


distant circuit is buta minute fr: ction of the: 


total energy emanating from the souree it is 
necessary for the attainment of the best re- 
sults that whatever the character of the re- 
ceiver and the nature of the disturbances as 
much as possible of the energy conveyed 
should be made available for the operation 
of the receiver, and with this object in view 
I have heretofore, among other means, em- 
ployed a receiving-circuit of high self-indue- 
tion and very small resistance and of a period 
such as to vibrate in synchronism with the 
disturbances, whereby a number of separate 
impulses from the source were made to co- 
operate, thus magnifying the effect exerted 
upon and insuring the action of the receiving 
device. By these means decided advantages 
have been secured in many instances; but 
very often the improvement is either not ap- 
plicable at all, or if so the gain is very slight. 
Evidently when the source is one producing 
a continuous pressure or delivering impulses 
of long duration itis impracticable to magnify 
the effects in this manner, and when, on the 
other hand, itis onefu rnishing short impulses 
of extreme rapidity of suecession the advan- 
tage obtained in this way is insignificant, 
owing to the radiation and the unavoidable 
frictional waste in the receiving - circuit. 
These losses reduce greatly both the in tensity 
and the number of the codperative impulses, 
and since the initial intensity of each of these 
is necessarily limited only an insignificant 
amount of energy is thus made available for 
a single operation of the receiver. As this 
amount is consequently dependent on the en- 
ergy conveyed to the receiver by one single 
impulse, it is evidently necessary to employ 
either a very large and costly and therefore 
objectionable transmitter or else to resort to 
the equally objectionable use of a receiving 
device too delicate and too easily deranged. 
Furthermore, the energy cbtained through 
the codperation of the impulses isin the form 
of extremely-rapid vibrations and because of 
this unsuitable for the operation of ordinary 
receivers, the more so as this form of energy 
imposes narrow restrictions in regard to the 
mode and time of its application to such de- 
vices. To overcome these and other limita- 
tions and disadvantages that have heretofore 
existed in such systems of transmission of 
signals or intelligence and to render possible 
an investigation of impulses or disturbances 
propagated through the natural media from 
any kind of source and their practical utili- 
zation for any purpose to which they are ap- 
plicable, Ihave devised a novel method, which 
I have described in a pending application 
filed June 24, 1899, Serial No. 721,790, and 
which, broadly stated, consists in effecting 


during any desired time interval a storage of 
energy derived from such impulses and util- 
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izing the potential energy so obtained for op- 
erating a receiving device. 

My present invention is intended for the 
same general purposes, and it comprises a 
modified method and apparatus by means of 
which similar results may be obtained. 

The chief feature which distinguishes my 
present from my former invention just re- 
ferred to is that the energy stored is not, as 
in the former instance, obtained from the en- 
ergy of the disturbances or effects transmit- 
ted from a distance, but from an independent 
souree, . 

Expressed generally, my present method 
consists in charging a storage device with en- 
ergy from an independent source controlling 
the charging of said device by the action of the 
effects or disturbances transmitted through 
the natural media and coincidentally using 
the stored energy for operating a receiving 
device. 

A great variety of disturbances produeed 
either by suitably-constructed transmitters 
or by natural causes are at present known to 
be propagated through the natural media, 
and there are also a variety of means or de- 
vices enabling energy to be stored, and in 
view of this I wish to say that I consider the 
utilization of any such disturbances and the 
employment of any of these means as within 
the scope of my present invention so long as 
the use of the general method hereinbefore 
Stated is involved. 

The best way of carrying out my invention 
which I at present know is to store electrical 
energy obtained from a suitable electrical 
generator in a condenser and to control the 
storage or the application of this energy by 
means of a sensitive device acted upon by 
the effects or disturbances, and thereby eause 
the operation of the receiver. 

In the practical application of this method 
I usually proceed as follows: At any point 
where I desire to investigate or to utilize for 
any purpose effects or disturbanees propa- 
gated through the natural media from any 
kind of source I provide asuitable generator 
of electricity—as, for example, a battery and 
a condenser—which I connect to the poles of 
the generator in series with a sensitive de- 
vice capable of being modified in its electrical 
resistance or other property by the action of 
the disturbances emitted from the souree. 
To the terminals of the condenser I connect 
the receiver which is to be operated in series 
with another device of suitable construction 
which performs the function of periodically 
discharging the condenser through the re- 
ceiver at and during such intervals of time 
as may be best suitable for the purpose con- 
templated. This latter device may merely 
consist of two stationary electrodes separated 
by a feeble dielectric layer of minute thick- 
ness, but sufficient to greatly reduce or prac- 
tically interrupt the current in the cireuit 
under normal conditions, or it may comprise 
terminals one or more of which are moyable 


7O 


75 


So 


go 


Ioo 


105 


I1o 


115 


I20 


T25 


130 


as 


Io 


me) 


20 


25 


30 


35 


40 


45 


50 


55 


Go 


65 


685,954 


and actuated by any suitable force and are | 


adapted to be brought into and out of con- 


tact with each other in any convenient man- | 


ner.. The sensitive device may be any of the 
many devices of this kind which are known 
to be affected by the disturbances, impulses, 
or effects propagated through the media, and 
it may be of such a character that normally— 
that is, when not acted upon—it entirely pre- 
vents the passage of electricity from the gen- 
erator to the condenser, or it may be such 
that it allows a gradual leaking through of 
the current and a charging of the condenser 
at a slow rate. In any case it will be seen 
that if the disturbances, of whatever nature 
they may be, cause an appreciable diminu- 
tion in the electrical resistance of the sensi- 
tive device the current from the battery will 
pass more readily into the condenser, which 
will be. charged at amore rapid rate, and 
consequently each of its discharges through 
the receiver, periodically effected by the spe- 
cial device before referred to which performs 
this function, will be stronger than nor- 
mally—that is, when the sensitive device is 
not acted upon by the disturbances. Evi- 
dently, then, if the. receiver be so.adjusted 
that it does not respond to the comparatively 
feeble normal discharges of the condenser, if 
they should oceur, but only to those stronger 
ones which take place upon the diminution 
of the resistance of the sensitive device, it 
will be operated only when this device is act- 
ed upon by the disturbances, thus making it 
possible to investigate and to utilize the lat- 
ter for any desired ptrpose. , 

The general principle underlying my in- 
vention and the operation of the various 
devices used will be clearly understood by 
reference to the accompanying drawings, in 
which— 

Figure lis a diagram illustrating a typical 
arrangement of apparatus which may be used 
in carrying my method into practice, and 
Figs, 2, 3,4, and 5 similar diagrams of modi- 
fied arrangements of apparatus for the same 
purpose. 

In Fig. 1, Cis a condenser, to the terminals 
T and T’ of which is connected a charging- 
circuit including a battery B, a sensitive de- 
vice a, and a resistance r, all connected in 
series, as illustrated. The battery should be 
preferably of very constant electromotive 
force and of an intensity carefully determined 
to secure the best results. The resistance 7, 
which may be a frictional or an inductive 
one, is not absolutely necessary; but it is of 
advantage to use it in order to facilitate ad- 
justment, and for this purpose it may be made 
variable in any convenient and preferably 
continuous manner. Assuming that the dis- 
turbances which are to be investigated or util- 
ized for some practical end are rays identical 
with or resembling those of ordinary light, 
the sensitive device a may be a selenium cell 
properly prepared, so as to be highly suscep- 
tible to the influence of the rays, the action 


3 


of which should be intensified by the use of 
a reflector A, shown in the drawings. It is 
well known that when cells of this kind are 
exposed to such rays of greatly-varying in- 
tensity they undergo corresponding modifica- 
tions of their electrical resistance; butin the 
ways they have been heretofore used they 
have been of very limited utility. In addi- 
tion to the circuit including the sensitive de- 
vice or cell a another circuit is provided, 
which is likewise connected to the terminals 
TT’ of the condenser. This circuit, which 
may be ealled the ‘receiving-circnit,” in- 
cludes the receiver Randin series with it ade- 
vice d, before referred to, which performs the 
duty of periodically discharging the con- 
denser through the receiver. It will be noted 
that, as shown in Fig. 1, the receiving-circuit 
is in permanent connection with the battery 
and condenser terminal T, and it should be 
stated that it is sometimes desirable to en- 
tirely insulate the receiving-circuit at all 
times except the moments when the device 
d operates to discharge the condenser, thus 
preventing any disturbing influence which 
might otherwise be caused in this circuit by 
the battery or the condenser during the pe- 
riod when the receiver should not be acted 
upon. In such a case two devices, as d, may 
be used—one in each connection from the 
condenser to the receiving-cireuit—or else one 
single device of this kind, but of a suitably- 
modified construction, so that it will make 
and break simultaneously and at proper in- 
tervals of time both of the connections of 
this circuit with the condenser T and T’. 
From the foregoing the operation of the ap- 
paratus as illustrated in Fig. 1 will be at 
once understood. Normally—that is, when 
it is not influenced by the rays ai all or very 
slightly—the cell a being of a comparatively 
high resistance permits only a relatively fee- 
ble current to pass from the battery into the 
condenser, and hence the latter is charged at 
too slow a rate to accumulate during the time 
interval between two succeeding operations 
of the device d sufficient energy to operate 
the receiver or, generally speaking, to pro- 
duce the required change in the receiving-cir- 
cuit. This condition is readily secured by a 
proper selection and adjustment of the vari- 
ous devices described, so that the receiver 
will remain unresponsive to the feeble dis- 
charges of the condenser which may take 
place when the cell a is acted upon but slightly 
or not at all by the rays or disturbances; but 
if now new rays are permitted to fall upon 
the cell or if the intensity of those already 
acting upon it be iucreased by any cause then 
its resistance will be diminished and the con- 
denser will be charged by the battery at a 
more rapid rate, enabling sufficient potential 
energy to be stored in the condenser during 
the period of inaction of the device d to op- 
erate the receiver or to bring about any de- 
sired change in the receiving-cireuit when the 
device d acts. If the rays acting upon the 


7oO 


75 


80 


55 


go 


95 


100 


TO5 


IIo 


Tis 


120 


125 


dk 685,054 


10 


15 


20 


25 


30 


35 


40 


45 


cell or sensitive device « are varied or inter- | it greatly adds to the efficacy of this method. 


mitted in any arbitrary manner, as when 
transmitting intelligence in the usual way 
from a distant station by means of short and 
long signals, the apparatus may readily be 
made to record or to enable an operator to 
read the message, since the receiver, sup- 
posing it to be an ordinary magnetic relay, 
for example, will be operated by each signal 
from the sending-station a certain number of 
times having some relation to the duration 
of each signal. It will be readily seen, how- 
ever, that if the rays are varied in any other 
way, as by impressing upon them changes 
in intensity, the succeeding condenser dis- 
charges will undergo corresponding changes 
in intensity, which may be indicated or re- 
corded by a suitable receiver and distin- 
guished irrespectively of duration. 

With reference to Fig. 1, it may be useful 
to state that the electrical connections of the 
various devices illustrated may be made in 
many different ways. Forinstance, the sen- 
sitive device instead. of being in series, as 
shown, may be in a shunt te the condenser, 
this modification being illustrated in Fig. 3, 
in which the devices already described are 
indicated by similar letters to correspond with 
those of Fig. 1. In this case it will be ob- 
served that the condenser which is being 
charged from the battery B through the resist- 
ance 7, preferably inductive and properly re- 
lated to the capacity of the condenser, will 
store less energy when the sensitive device a 
is energized by the rays and its resistance 
thereby diminished. The adjustment of the 
various instruments may then be such that 
the receiver will be operated only when the 
rays are diminished in intensity or interrupt- 
ed and entirely prevented from falling upon 
the sensitive cell, or the sensitive device may 
be placed, as shown in Fig. 4, in a shunt to 
the resistance or inserted in any suitable 
way in the circuit containing the receiver-— 
for example, as illustrated in Fig. 5—in both 
of which figures the various devices are let- 
tered to correspond with those in Fig. 1, so that 


’ the figures become self-explanatory. Again, 
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the several instruments may be connected in 
the manner of a Wheatstone bridge, as will be 
hereinafter explained with reference to Wig. 2, 
or otherwise connected orrelated; but in each 
case the sensitive device will. have the same 
duty to perform—that is, to control the en- 
ergy stored and utilized in some suitable way 
for causing the operation of the receiver in 
correspondence with the intermittences or 
variations of the effects or disturbances, and 
in each instance by a judicious selection of 
the devices and careful adjustment the ad- 
vantages of my method may be more or less 
completely secured. I find it preferable, how- 
ever, to follow the plan which I have illus- 
trated and described. 

It will be observed that the condenser is an 
important element in thecombination. Ihave 


It allows the energy accumulated in it to be 
discharged instantaneously, and therefore in 
a highly-effective manner. It magnifies ina 
large degree the current supplied from the 
battery,and owing to these features it permits 
energy to be stored and discharged at prac- 
tically any rate desired, and thereby makes 
it possible to obtain in the receiving-cireuit 
very great changes of the current strength by 
impressing upon the battery-current very 
small variations. Other means of storage 
possessing these characteristics to a useful 
degree may be employed without departing 
from the broad spirit of my invention; but I 
prefer to use a condenser, since in these re- 
spects it excels any other storage device of 
which I have knowledge. 

In Fig. 2 a modified arrangement of ap- 
paratus is illustrated which is particularly 
adapted for the investigation and utilization 
of very feeble impulses or disturbances, such 
as may be used in conveying signals or pro- 
ducing other desired effects at very great dis- 
tances. In this case the energy stored in the 
condenser is passed through the primary of a 
transformer the secondary circuit of which 
contains the receiver, and in order to render 
the apparatus still more suitable for use in 
detecting feeble impulses ia addition to the 
sensitive device which is acted upon by the 
impulses another such device is included in 
thesecondary circuit of the transformer. The 
scheme of connections is in the main that of 
a Wheatstone bridge the four branches of 
which are formed by the sensitive device a 
and resistances L, L’, and L”, all of which 
should be-preferably inductive and also ad- 
justable in a continuous manner or at least 
by very small steps. The condenser C’, which 
is generally made of considerable capacity, 
is connected to two opposite points of the 
bridge, while a battery B, in series with a 
continuously-ad justable non-inductive resist- 
ance 7, is connected to the other pair of op- 
posite points, asusual. The four resistances 
included in the branches of the bridge— 
namely, a, L, L’, and L’—are of a suitable 
size and so proportioned that under normal 
conditions—that is, when the device a is not 
influenced at all or only slightly by the dis- 
turbances—there will be no difference of po- 
tential orin any case the minimum of the same 
at the terminals T and T’ of the condenser. 
It is assumed in the present instance that the 
disturbances to be investigated or utilized are 
such as will producea difference of electric po- 
tential, however small, between two points or 
regions in the natural media—as the earth, 
the water, or the air—and in order to apply 
this potential difference effectively to the sen- 
sitive device @ the terminals of the same are 
connected to two plates Pand P’, which should 
be of as large a surface as practicable and so 
located in the media that the largest possible 
difference of potential will be prodneed by 
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the sensitive device. This device is in the 
present case one of familiar construction, 
consisting of an insulating-tube, which is in- 
dicated by the heavy lines in the drawings and 
which has its ends closed tightly by two con- 
ducting-plugs with reduced extensions, upon 
which bear two brushes 0 0, through which 
the currents are conveyed to the device. The 
tubular space between the plugs is partially 
filled with a conducting sensitive powder, as 
indicated, the proper amount of the same 
and the size of its grains being determined 
and adjusted beforehand by experiment. 
This tube I rotate by clockwork or other 
means at a uniform and suitable rate of 
speed, and under these conditionsI find that 
this device behaves toward disturbances of 
the kind before assumed in a manner simi- 
lar to that of astationary cell of celenium to- 
ward rays of light. Its electrical resistance 
is diminished when it is acted npon by the 
disturbances and is automatically restored 
upon the cessation of their influence. It is 
of advantage to employ round grains of pow- 
der in the tube, and in any event it is im- 
portant that they should be of as uniform 
size and shape as possible and that provision 
should be made for maintaining an unchang- 
ing and very dry atmospherein the tube. To 
the terminals T and T’ of the condenser C' is 
connected a coil p, usually consisting of a 
few turns of a conductor of very small resist- 
ance, which is the primary of the transformer 
before referred to, in series with a device d, 
which effects the discharge of the condenser 
through the coil p at predetermined inter- 
vals of time. In the present case this device 


consists of a cylinder made partly of con- 


ducting and partly of insulating material e 
and e’, respectively, which is rotated at the 
desired rate of speed by any suitable means. 
The conducting parte isin good electrical 
connection with shaft 8 and is provided with 
tapering segments, as f, upon which slides a 
brush k, which should preferably be-capable 
of longitudinal adjustment along the cylin- 
der. Another brush 0’, whieh is connected 
to the condenser-terminal T’, being arranged 
to bear upon the shaft 8, it will be seen that 
whenever the brush & comes in contact with 
a conducting-segment 7 the cirenit including 
the primary p will be completed and the con- 
denser, if energized, discharged through the 
same. By an adjustment of the speed of ro- 
tation ef the cylinder and a displacement of 
the brush & along the axis of the same the cir- 
cuit may be made to open and close inas rapid 
succession and remain open or closed during 
such intervals of time as may -be desired. 
In inductive relation to the primary p is a 
secondary coil s, usually of much thinner wire 
and of many more turns than the former, to 
which are connected in a series a receiver R, 
{illustrated as an ordinary magnetic relay,) 
a continuously-adjustable non-inductive re- 
sistance 7”, a battery B’ of a properly deter- 
mined and very constant electromotive foree, 


and finally a sensitive device a’ of the same 
or similar construction as a, which is likewise 
rotated at a uniform speed and which with its 
brushes Ub” b” closes the secondary circuit. 
The electromotive force of the battery B’ is 
so graduated by means of the adjustable re- 
sistance 7’ that the dielectric layers in the 
sensitive device a’ are strained very nearly 
to the point of breaking down and give way 
upon a slight increase of the electrical pres- 
sure on the terminals of the device. It will 
of course be understood that the resistance 
ris used mainly because of convenience and 
that i6 may be dispensed with, in which case 
the adjustment may be effected in many other 
ways, as by determining the proper amount 
or coarseness of the sensitive powder or by 
varying the distance apart of the metallic 
plugsinthe ends of thetube. The same may 
be said of the resistance 7’, which is in series 
with the battery B and serves to graduate the 
force of the latter, so that the dielectric lay- 
ers of the sensitive device a are subjected to 
a similar strain and maintained in a state of 
delicate poise. The various instruments be- 
ing connected and adjusted in the manner de- 
scribed, it will now be readily seen from the 
foregoing that under normal conditions, the 
device a being unaffected by the disturb- 
ances, or practically so, and there being no 
or only a very insignificant amount of energy 
stored in the condenser, the periodical closure 
of the primary circuit of the transformer 
through the operation of the device @ will 
have no appreciable effect upon the primary 
coil p, and hence no currents will be gener- 
ated in the secondary coil s, at least notsuch 
as would disturb the state of delicate balance 
existing in the secondary circuit inclading 
the receiver, and therefore the latter will not 
be actuated by the battery B’; but when, 
owing to the disturbances or impulses. propa- 
gated through the media from a distant 
source,an additional electromotive force, how- 
ever small, is created between the terminals 
of the device a the dielectric layers in the 
same, unable to support the increased strain, 
give way and allow the current of the battery 
B to pass through, thus causing a difference 
of potential at the terminals T and TY of the 
condenser. A sufficient amount of energy 
being now stored in this instrament during 
the time interval between each two succeed- 


ing operations of the device d, each closure - 


of the primary cireuit by the latter results in 
the passage of a sudden current impulse 
through the coil p, which induces a corre- 
sponding current of relatively high electromo- 
tive force in the secondary coil s. Owing to 
this the dielectric in the device a’ gives way, 
and the currentof the battery B’ being allowed 
to pass the receiver R is operated, but only 
for amoment, since by the rotation of the de- 
vices a, a’, and d, which may be all driven 
from the same shaft, the original conditions 
are restored, assuming, of course, that the 
electromotive force set up by the disturbances 
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at the terminals of the sensitive device a is 
only momentary or of a duration not longer 
than the time of closure of the primary cir- 
cuit; otherwise the receiver will be actuated 
anumber of times and so long as the infln- 
ence of the disturbances upon the device a 
continues. In order to render the discharged 
energy cf the condenser more effective in 
causing the operation of the receiver, the re- 
sistance of the primary cirenit should be very 
small and the secondary coil s should havea 
number of turns many times greater than that 
of the primary coil p. It will be noted that 
since the condenser under the above assump- 
tions is always charged in the same direction 
the strongest current impulse in the second- 
ary coil, which is induced at the moment 
when the brush & comes in contact with seg- 
ment J, is also of unchanging direction, and 
for the attainment of the best results it is 
necessary to connect the secondary coil so 
that the electromotive force of this impulse 
will be added to that of the battery and will 
momentarily strengthen thesame. Ilowever, 
under certain conditions, which are well un- 
derstood by those skilled in the art, the de- 
vices will operate whichever way the seeond- 
ary be connected. It is preferable to make 
the inductive resistances L and L’ relatively 
large, as they are in a shunt to the device a 
and might if made too small impair its sen- 
sitiveness. On theother hand, the resistance 
L” should not be too large and should be re- 
lated to the capacity of the condenser and 
the number of makes and breaks effected by 
the device d in well-known ways. Similar 
considerations apply, of course, to the circuits 
ineluding the primary pand secondary s, re- 
spectively. 

By carefully observing well-known rules of 
scientific design and adjustment of the in- 
struments the apparatus may be made ex- 
tremely sensitive and capable of responding 
to the feeblest influences, thus making it pos- 
sible to utilize impulses or disturbances trans- 
mitted from very great distances and too fee- 
ble to be detected or utilized in any of the 
ways heretofore known, and on this account 
the method here described lends itself to 


many scientific and practical uses of great 
value. Obviously the character of the de- 


vices and the manner in which they are con- 
nected or related may be greatly varied with- 
out departing from the spirit of my invention. 

What I claim as new, and desire to secure 
by Letters Patent, is— 

1. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media, which consists in 
charging a storage device with energy from 
an independent source, controlling the charg- 
ing of said device by the action of the effects 
or disturbances, and coincidently using the 
stored energy for operating a receiving de- 
vice. 

2. The method hereinbefore described of 
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from a distantsouree, which consists in charg- 
ing the storage device with electrical energy 
from an independent source, controlling the 
charging of said device by the action of the ef- 
fects or disturbances, and coincidently using 
the stored electrical energy for operating the 
receiving device. 

3. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media, which consists in 
controlling, by means of such effects or dis- 
turbanees, the charging of an electrical stor- 
age device from an independent source and 
discharging the stored energy through a re- 
eeivine-circuit. 

4, The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media, which consists in 
controlling, by means of such effects or dis- 
turbauces, the charging of an electrical con- 
denser from an independent source, and dis- 
charging the stered energy through a receiv- 
ing-cireuit. 

5. The methed hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media, which consists in 
effecting a storage during any desired time 
interval and under control of such effects or 
disturbances, of energy derived from an in- 
dependent source, and utilizing the potential 
energy so obtained for operating a receiving 
device. 

6. The method hereinbefore deseribed of 
utilizing effects cr disturbances transmitted 
through the natural media, which consists in 
effecting a storage, during any desired time 
interval and under the control of such dis- 
turbances or effects of electrical energy de- 
rived from an independent souree, and ntil- 
izing the potential energy so obtained for 
operating a receiving device. 

7. The method hereinbefore deseribed of 
utilizing effects or disturbances transmitted 
through the natural media, which consists in 
elfecting a storage in a condenser during any 
desired time interval and under the control 
of sueh disturbances or effects, of electrical 
energy derived from an independent source, 
and utilizing the potential energy so obtained 
for operating a receiving device. 

8. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 
source, which consists in storing, during sue- 
ceeding intervals of time determined by 
means of such effects or disturbances, elec- 
trical energy derived from an independent 
source, and utilizing the potential energy so 
accumulated to operate a receiving device. 

%. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 
source, which consists in storing in a con- 
denser during succeeding intervals of time 
determined by means of such effects or dis- 
turbanees, electrical energy derived from an 


utilizing effects or disturbances transmitted | independent source, and utilizing the poten- 
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tial energy so accumulated to operate a re- 
ceiving device. 

10. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 
source, which consists in storing, during sue- 
ceeding intervals of timedetermined by means 
of such effects or disturbances, electrical en- 
ergy derived from an independent source, 
and using, for periods of time predetermined 
as to succession and duration, the accumu- 
lated energy so obtained to operate a receiv- 
ing device. 

11. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 
source, which consists in storing in a con- 
denser during succeeding intervals of time 
determined by means of such effects or dis- 
turbanees, electrical energy derived from an 
independent source, and using, for periods of 
time predetermined as to succession and da- 


_ ration, the accumulated energy so obtained to 
operate a receiving device. 
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12. The method hereinbefore described of 
utilizing electrical effects or disturbances 
transmitted through the natural media from 
a distant source, which consists in effecting 
by means of such disturbances or effects a 
storage in a storage device of electrical en- 
ergy derived from an independent source for 
periods of time corresponding in succession 
and duration to such disturbances or effecis, 
and discharging the electrical energy so ac- 
cluntilated into or through a receiving device 
at predetermined intervals of time. 

13. The method hereinbefore described of 
utilizing electrical effects cr disturbances 
transmitted from a distant souree, which con- 
sists in effecting by means of such disturb- 
ances or effects a storage in a condenser of 
electrical energy derived from an independ- 
ent source for periods of time corresponding 
in succession and duration to such disturb- 
ances or effects, and discharging the elec- 
trical energy so accumulated into or through 
a receiving device at predetermined intervals 
of time. 

.14. The method hereinbefore described of 
utilizing electrical effects or disturbances 
transmitted from a distant source, which con- 
sists in producing, by means of such effects 
or disturbances, variations of resistance in a 
circuit including an independent electrical 
source and a device adapted to be charged 
with electrical energy therefrom, thereby 
causing the storage device to be charged with 
energy from such independent source, and 
using the potential electrical energy so accu- 
mulated to operate a receiving device. 

15. The method hereinbefore described of 
utilizing effects or disturbances transmitted 


i 


7 


through the natural media from a distant 
source, which consists in producing, by means 
of such effects or disturbances, variations of 
resistanceina circuit including an independ- 
ent electrical source and a condenser, thereby 


i causing the condenser to be charged with en- 


ergy from the independent source, and using 
the potential electrical energy soaccumulated 
to operate a receiving device. 

16. The method hereinbefore described of 


; utilizing effects or disturbances transmitted 


through the natural media from a distant 
souree, which consists in causing, by means 
of such effects or disturbances, electrical en- 
ergy from anindependent source to be stored 
in astorage device, using the electrical en- 
ergy so accumulated to operate a transformer 
and employing the secondary currents from 
such transformer to operate a receiving de- 
vice. 

17. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 
source, which consists in causing, by means 
of such effects or disturbances, electrical en- 
ergy from an independent source to be stored 
in a condenser, using the electrical energy so 
accumulated to operate a transformer and 
employing the secondary currents from such 
transformer to operate a receiving device. 

18. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 
source, which consists in causing, by means 
of such disturbances, variations of resistance 
in a circuit including an independent source 
of electricity anda storage device and thereby 
causing the storage device to be charged from 
such independentsource, discharging the en- 
ergy so accumulated in the storage device 
through the primary of a transformer at pre- 
determined intervals of time, and operating 
a receiver by the currents so developed in 
the secondary of the transformer. 

19. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 
source, which consists in causing, by means 
of such disturbances, variations of resistance 
in a circuit including an independent source 
of electricity and a condenser and thereby 
causing the condenser to be charged from 
such independent source, discharging the en- 
ergy soaccumulated in the condenser through 
the primary of a transformer at predeter- 
mined intervals of time and operating a re- 
ceiver by the currents so developed in the 
secondary of the transformer. 

NIKOLA TESLA. 

Witnesses: 

EF. LOWENSTEIN, 
E. A. SUNDERLIN. 
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Lo all whom it may concern: 

Be itknown thatI, NIkoLA TESLA, acitizen 
of the United States, residing at the borough 
of Manhattan, in the city, county, aud State 
of New York, have invented certain new and 
useful Improvements in Apparatus for Util- 
izing Effects Transmitted from a Distance to 
a Receiving Device Through the Natural Me- 
dia, of which the following is a specification, 
reference being had to the accompanying 
drawings, which form'a part of the same. 

This application is a division of an appli- 
cation filed by me June 24, 1899, Serial No. 
721,790, in which a method of utilizing effects 
or disturbances transmitted through the nat- 
ural mediafrom adistant source is described 
and made the subject of theclaims. Thein- 
vention of my present application consists in 
the apparatus hereinafter described and 
claimed, by the use of which the method 
claimed in my said prior application may be 
practiced and by means of which results hith- 
erto unattainable may be secured. 

Several ways or methods of transmitting 
electrical disturbances through the natural 
media and utilizing them to operate distant 
receivers are how known and have been ap- 
plied with more or less success for accom- 
plishing a variety of useful results. One of 
these ways consists in producing by a suit- 
able apparatus rays or radiations—that is, dis- 
turbances—which are propagated in straight 
lines through space, directing them upon a 
receiving or recording apparatus ata distance, 
and thereby bringing the latter into action, 
This method is the oldest and best known, 
and has been brought particularly into promi- 
nence in recent years through the investiga- 
tions of Heinrich Hertz. Another method 
consists in passing a current through a cir- 
cuit, preferably one inclosing a very large 
area, inducing thereby in a similar circuit, 
situated at a distance, another current and 
affecting by the same in any convenient way 
a receiving device. Still another way, which 
has also been known for many years,is to pass 
in any suitable manner a current throngh a 
portion of the ground, as by connectiag to 
two points of the same, preferably at a con- 
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terminals of a generator and to energize bya 
part of the current diffused through the earth 
a distant circuit, which is similarly arranged 
and grounded at two points widely apart and 
which is made to act upon a sensitive re- 
ceiver. These various methods have their 
limitations, one, especially, whichis common 


55 


to all, being that the receiving circuit or in- . 


strumeut must be maintained in a definite po- 
sition with respect to the transmitting appa- 
ratus, which often imposes great disadvan- 
tages upon the use of the apparatus. 

In several applications filed by me and pat- 
ents granted to me I have disclosed other 
methods of accomplishing results of this na- 
ture, which may be briefly described as fol- 


60 


65 


lows: In one system the potential of a point . 


or region of the earth is varied by imparting 
to it intermittent or alternating electrifica- 
tions through one of the terminals of a suit- 
able source of electrical disturbances, which 
‘to heighten the effect has its other terminal 
connected to an insulated body, preferably 
of large surface and at an elevation. The 
electrifications communicated to the earth 
spread in all directions through the same, 
reaching a distant cireuit, which generally 
has its terminals arranged and connected 
similarly to those of the transmitting souree, 
and operates upon a highly-sensitive receiver. 
Another method is based upon the facet that 
the atmospheric air, which behaves as an ex- 
cellent insulator to currents generated by or- 
dinary apparatus, becomes a conductor un- 
der the influence of currents of impulses of 
enormously high electromotive force which I 
have devised means for generating. By such 
means air strata, which are easily accessible, 
are rendered available for the production of 
many desired effects at distances, however 
great. This method, furthermore, allows ad- 
vantage to be taken of many of those improve- 
ments which are practicable in the ordinary 
systems of transmission involving the use of 
a metallic conductor. 

Obviously whatever method be employed 
itis desirable that the disturbances produced 
by the transmitting apparatus should. be as 
powerful as possible, and by the use of cer- 


siderable distance from each other, the two | tain forms of high-frequency apparatus which 
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J have devised and which are now well known | circuit connected with the. storage device, a 


important practical advantages are in this 
respect secured. Furthermore, since in most 
cases the amount of energy conveyed to the 
distant circuit is but a minute fraction of the 
total energy emanating from the source, it is 
necessary for the attainment of the best re- 
sults that whatever the character of the re- 
ceiver and the nature of the disturbances as 
much as possible of the energy conveyed 
should be made available for the operation of 
the receiver, and with this object in view I 
have heretofore, among other means, em- 
ployed a receiving-circuit of high self-induc- 
tion and very small resistance and of a pe- 
riod such as to vibrate in synchronism with 
the disturbances, whereby a number of sepa- 
rate impulses from the source were made to 
coéperate, thus magnifying the effect exerted 
upon and insuring the action of the receiving 
device. By these means decided advantages 
have been secured in many instances; but 
very often the improvement is either not ap- 
plicable at all or if so the gain is very slight. 
Evidently when the source is one producing 
a continuous pressure or delivering impulses 
of long duration it is impracticable to mag- 
nify the effects in this manner, and when, 
on the other hand, it is one furnishing short 
impulses of extreme rapidity of succession 
the advantage obtained in this way is insig- 
nificant, owing to the radiation and the un- 
avoidable frictional waste in the receiving- 
cirenit. These losses reduce greatly both the 
intensity and the number of the codperative 
impulses, and since the initial intensity of 
each of these is necessarily limited only an 
insignificant amount of energy is thus made 
available for a single operation of the re- 
ceiver. As this amount is consequently de- 
pendent on the energy conveyed to the re- 
ceiver by one single impulse, it is evidently 
necessary to employ either a very large and 
costly, and therefore objectionable trans- 
mitter, or else resort to the equally objection- 
able use of a receiving device too delicate 
and too easily deranged. Furthermore, the 
energy obtained through the codperation of 
the impulses isin the form of extremely-rapid 
vibrations and because of this unsuitable 
for the operation of ordinary receivers, the 
more so as this form of energy imposes nar- 
row restrictions in regard to the mode and 
time of its application to such devices. To 
overcome these and other limitations and dis- 
advantages which have heretofore existed in 
such systems of transmission of signals or in- 
telligence is the object of my invention, which 
comprises a novel form of apparatus for ac- 
complishing these results. 

The apparatus which is employed at the re- 
ceiving-station, described in general terms, 
consists in the combination of a storage de- 
vice included ina circuit connecting points at 
adistancefrom the source of the disturbances 
and between which a difference of potential 
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receiver included in such receiving-cireuib, 
and means for closing the receiving-circuit 
at any desired moment, and thereby causing 
the receiver to be operated by the energy with 
which the storage device has been charged. 

The best form of apparatus for carrying 
out my invention of which I am now aware 
and the manner of using the same will be un- 
derstood from the following description and 
the accompanying drawings, in which— 

Figure 1 is a diagrammatie illustration of 
such apparatus, and Fig. 2a modified form 
or arrangement of the same. 

At any two points in the transmitting me- 
dium between which there exists or may be 
obtained in any manner through the action 
of the disturbances or effects to be investi- 
gated or utilized a difference of electrical po- 
tential of any magnitude Iarrange two plates 
or electrodes so that they may be oppositely 
charged through the agency of such effects 
or distarbanees, and I connect these elec- 


; trodes to the terminals of a highly-insulated 


condenser, generally of considerable capacity. 
To the condenser-terminals I also connect the 
receiver to be operated in series with a de- 
vice of suitable construction which performs 
the function of periodically discharging the 
condenser through the receiver at and during 
such intervals of time as may be best suitable 
for the purpose contemplated. This device 
may merely consist of two stationary elec- 
trodes separated by a feeble dielectric layer 
of minute thickness, or it may comprise ter- 
mirials one or more of which are movable and 
actuated by any suitable force and are adapt- 
ed to be brought into and out of contact with 
each otherin any convenient manner, It will 
now be readily seen thatif the disturbances, of 
whatever nature they may be, cause definite 


| amounts of electricity of the same sign to he 


conveyed to each of the plates or electrodes 
above mentioned either continuously or at 
intervals of time which are sufficiently long 
the condenser will be charged to a certain po- 
tential and an adequate amount of energy 
being thus stored during the time determined 
by the device effecting the discharge of the 
condenser the receiver will be periodically 
operated by the-electrical energy so accumu- 
lated; but very often the character of the 
impulses and the conditions of their use are 
such that without further provision not 
enough potential energy would be accumu- 
lated in the condenser to operate the receiv- 
ing device. This is the case when, for ex- 
ample, each of the plates or terminals re- 
ceives electricity of rapidly-changing sign or 
even when each receives electricity of the 
same sign, but only during periods which are 
short aS compared with the intervals sepa- 
rating them. In such instances I resort to 
the use of a special device which I insert in 
the circuit between the plates and the con- 


| denser for the purpose of conveying to each 


is created by such disturbances, a receiving- | of theterminals of the latter electrical charges 
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of the proper quality arid order of succes- 
sion to enable the required amount of poten- 
tial energy to be stored in the condenser. 
There are a number of well-known devices, 
either without any moving parts or terminals 
or with elements reciprocated or rotated by 
the application of a suitable force, which offer 
a more ready passage to impulses of one sign 
or direction than to those of the other or per- 
mit only impulses of one kind or order of suc- 
cession to traverse a path, and any of these 
or similar devices capable of fulfilling the re- 
quirements may be used in carrying my in- 
vention into practice. One such device of 
familiar construction which will serve to con- 
vey a clear understanding of this part of my 
invention and enable a person skilled in the 
art to apply the same is illustrated in the 
annexed drawings. It consists of a cylinder 
A, of insulating material, which is moved. at 
a uniform rate of speed by clockwork or other 
suitable motive power and is provided with 
two metal rings B B’, upon which bear brushes 
aand a’, which are connected, respectively, 
in the manner shown to the terminal plates 
P and P’, above referred to. From the rings 
B B’ extend narrow metallic segments s and 
s’, which by the rotation of the cylinder A 
are broughtalternately into contact with dou- 
ble brushes } and 0’, carried. by and in con- 
tact with conducting-holders A and h’, which 
are adjustable longitudinally in the metallic 
supports Dand D’,asshown. The latter are 
connected to the terminals T and T’ of aecon- 
denser ©, and it should be understood that 
they are capable of angular displacement as 
ordinary brush-supports. The object of using 
two brushes, as 0 and 0’, in each of the holders 
hand h’ is to. vary at will the duration of the 
electric contact of the plates P and P’ with the 
terminals T and T’, to which is connected 
a receiving-circuil, including a receiver R 
and a device d of the kind above referred to, 
which performs. the duty of closing the re- 
ceiving-circuit at predetermined intervals of 
time. and discharging the stored energy 
through the receiver. In the present case 
this device consists of a cylinder made partly 
of conducting and partly of insulating mate- 
rial e and e’, respectively, which is rotated 
at the desired rate of speed by any suitable 
means. The conducting part e is in good 
electrical connection with the shaft § and is 
provided with tapering segments f f, upon 
which slides a brush &, supported on a con- 
ducting-rod J, capable of longitudinal adjust- 
ment in a metallic support m. Another 
brush n is arranged to bear upon the shaft S, 
and it will.be seen that whenever one of the 
segments / comes in contact with the brush 
k the circuit including the receiver Ris com- 
pleted and the condenser discharged through 
the same. By an adjustment of the speed 


of rotation of the cylinder d and a displace- 
nent of the brush & along the cylinder the 
circuit may be made to open and close in as 
rapid succession and remain open or closed 


during such intervals of. time as may be de- 
sired. The plates P and P’ through which the 
electrifications are conveyed to the brushes 
aand a’ may be at a considerable distance 
from each other and both in the ground or 
both in’ the air or one in the ground and the 
other in the air, preferably at some height, 
or they may be connected to conductors ex- 
tending to some distance or to the terminals 
of any kindof apparatus supplying electrical 
energy which is obtained from the energy of 
the impulses or disturbances transmitted 
from a distance through the natural media. 
In illustration of the operation of the de- 
vices described let it be assumed that alter- 
nating electrical impulses from a distant gen- 
erator, as G, are transmitted through the 
earth and that it is desired to utilize these 
impulses in accordance with my method. 
This may be the case, for example, when 
such a generator is used for purposes of sig- 
naling in one of the ways before enumerated, 
as by having its terminals connected at two 
points of the earth distant from each other. 
In this case the plates P and P’ are first con- 
nected to two properly-selected points of 
the earth, the speed of rotation of the cyl- 
inder A is varied until it is made to turn in 
synchronism with the alternate impulses of 
the generator, and, finally, the position of the 
brushes 6 and 0’ is adjusted by angular dis- 
placement, as usual, or in other ways, so that 
they are in contact with the segments sands’ 
during the periods when the impulses are 
at or near the maximum of their intensity. 
Only ordinary electrical skill and knowl- 
edge are required to make these adjustments, 
and a numberof devices for effecting syn- 
chronous movement being well known and it 
being the chief object of my present applica- 
tion to set forth a novel apparatus embodying 
a general principle a detailed description of 
such devices. is not considered necessary... I 
may state, however, that for. practical pur- 
poses in the present case it is only necessary 
to shift the brushes back and forth until the 
maximum effect is secured. The above re- 
quirements being fulfilled, electrical charges 
of the same sign will be conveyed to-each of 
the condenser-terminals as the cylinder A is 
rotated, and with each fresh impulse the con- 
denser will be charged to a higher potential. 
The speed of rotation of the cylinder @ being 
adjustable at will, the energy of any number 
of separate impulses may thus be accumn- 
lated in potential form and discharged through 
the receiver R upon the brush & coming in 
contact with one of the segments f.. It will 
be of course understood that the capacity of 
the condenser should be. such as to allow the 


| storing of a much greater amount of energy 


than is required for the ordinary operation 
of the receiver. Since by this method a rela- 
tively. great amount of energy and in a suit- 
able form may be made available for the op- 
eration of a receiver, the latter need not be 
very sensitive; but of course when the im- 
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pulsés are very feeble, as. when coming froma 
great distance or when it is desired to operate 
a receiver very rapidly, then any of the well- 
known devices capable of responding to very 
feeble influences may be used in this connec- 
tion. 

If instead of the alternating impulses short 
impulses of the same direction are conveyed 
to the plates P and P’, the apparatus de- 
scribed may still readily be used, and for 
this purpose if is merely necessary to shift 
the brushes 6 and b' into the position indi- 
cated by the dotted lines, while maintaining 
the same conditions in regard to synchronism 
as before, so that the succeeding impulses 
will be permitted to pass into the condenser, 
but prevented from returning to the ground 
or transmitting medium during the intervals 
between them, owing to the interruption dur- 
ing such intervals of the connections leading 
from the condenser-terminals to the plates. 

Another way of using the apparatus with 
impulses of the same direction is to take off 
one pair of brushes, as b, disconnect the plate 
P from brush-a and join it directly to the 
terminal T of the condenser, and to connect 
brush a with brusha’. When thus modified, 
the apparatus’ appears as shown in Fig. 2. 
Operated in this manner and assuming the 
speed of rotation of cylinder A to be the same, 
the apparatus will now be evidently adapted 
for a number of impulses per unit of time 
twice as great as in the preceding case. In 
all cases it is evidently important to adjust 
the duration of contact of segments s and s’ 
with brushes 0 0’ in the manner indicated. 

When the apparatus I have described is 
used in connection with the transmission of 
signals or intelligence, it will of course be 
understood that the transmitter is operated 
in such a way as to produce disturbances or 


effects which are varied or intermitted in. 


some arbitrary manner—for example, to pro- 
duce longer and shorter successions of im- 
pulses, corresponding to the dashes and dots 
of the Morse alphabet—and the receiving de- 
vice will respond to and indicate these varia- 
tions or intermittences, since the storage de- 
vice will be charged and discharged a number 
of times corresponding to the duration of the 
successions of impulses received. 

Obviously the special appliances used in 
carrying out my invention may be varied in 
many ways without departing from the spirit 
of the same. 

It is to be observed that it is the function 
of the cylinder A, with its brushes and con- 
nections, to render the electrical impulses 
coming from the plates P and P’ suitable for 
charging the condenser (assuming them to be 
unsuitable for this purpose in the form in 
which they are received) by rectifying them 
when they are originally alternating in di- 
rection or by selecting such parts of them as 
are suitable when all are not, and any other 
device performing this function willobviously 
answer the purpose. It is also evident that 
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a device such as I have already referred té 
which offers a more ready passage to impulses 
of one sign or permits only impulses of the 
same sign to pass may also be used to perform 
this selective function in many cases when 
alternating impulsesare received. When the 
impulses are long and all of the same direc- 
tion, and even when they are alternating but 
sufficiently long in duration and sustained in 
electromotive force, the brushes b and b’ may 
be adjusted so as to bear on the parts B B’ of 
the cylinder A, or the cylinder and its brushes 
may be omitted and the terminals of the con- 
denser connected directly to the plates P 
and P’. 

It will be seen that by the use of my inven- 
tion results hitherto unattainable in utilizing 
disturbances or effects transmitted through 
natural media may be readily attained, since 
however great the distance of such transmis- 
sion and however feeble or attenuated the im- 
pulses received enough energy. may be accu- 
mulated from them by storing up the energy 
of succeeding impulses for a sufficient inter- 
val of time to render the sudden liberation 
of it highly effective in operating a receiver. 
In this way receivers of a variety of forms 
may be made to respond effectively to im- 
pulses too feeble to be detected or to be made 
to produce any sensible effect in any other 
way of which I am aware=a result of great 
value in scientific research as well as in vari- 
ous applications to practical use. 

What I claim as my invention, and desire 
to secure by Letters Patent, is— 

1. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
source of such effects or disturbances of a 
charging-circuit adapted to be energized by 
the action of such effects or disturbances, a 
storage device included in the charging-cir- 
cuit and adapted to be charged thereby, a re- 
ceiver, and means for causing the receiver to 
be operated by the energy accumulated in the 
storage device at arbitrary intervals of time, 
substantially as described. 

2. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
souree of such effects or disturbances of a 
charging-circuit adapted to be energized by 
the action of such effects or disturbances, a 
storage device included in the charging-cir- 
cuit and adapted to be charged thereby, 
means for commutating, directing or select- 
ing the current impulses in the charging-cir- 
cuit, a receiving-circuit, and means for dis- 
charging the storage device through the re- 
ceiving-circuit, substantially as described. 

3. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
source of such effects or disturbances of a 
charging-circuit adapted to be energized by 
the action of such effects or disturbances, a 
condenser ineluded in the charging-cireuit 
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and adapted to be charged thereby, means 
for commutating, directing or selecting the 
current impulses in the charging-circuit, a 
receiving-circuit, and means for discharging 
the condenser through the receiving-circuit, 
substantially as described. 

4. In.an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
source of such effects or disturbances of a 
charging-circuit adapted to be energized by 
the action of such effects or disturbances, a 
storage device included in the charging-cir- 
cuit. and adapted to be charged thereby, 
means for commutating, directing or select- 
ing the current impulses in the charging-cir- 
cuit so as to render them suitable for charg- 
ing the storage device, a receiving-circuit, 
and means for discharging the storage device 
through the receiving-circuit, substantially 
as described. 

5. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
source of such effects or disturbances of a 
charging-circuit adapted to be-energized by 
the action of such effects or disturbances, a 
condenser included in the charging-cireuit 
and adapted to be charged thereby, means 
for commutating, directing or selecting the 
current impulsesin the charging-circuit so as 
to render them suitable for charging the con- 
denser, areceiving-cirenit, and means for dis- 
charging the condenser through the receiv- 
ing-circuit, substantially as described. 

6. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
source of such effects or disturbances of a 
charging-circuit adapted to be energized by 
the action of such effects or disturbances, a 
storage device included in the charging-cir- 
cuit and adapted to be charged. thereby, 
means for commutating, directing or select- 
ing the current impulses in the charging-cir- 
cuit so as to render them suitable for charg- 
ing the storage device, a receiving-circuit, 
and means for discharging the storage device 
through the receiving-circuit at arbitrary in- 
tervals of time, substantially as described. 

7. In an apparatus for utilizing electrical 
effects or disturbances transmitted to a dis- 
tant receiving-station, the combination with 
a source of such effects or disturbances of a 
circuit distant from the source and adapted 
to have current impulses set up in it by the 
action of the effects or disturbances, a stor- 
age device, means for commutating, directing 
or selecting the impulses and connecting the 
circuit with the storage device at succeeding 
intervals of time synchronizing with the im- 
pulses, a receiving-circuit, and means for pe- 
riodically discharging the storage device 
through the receiving-circnit, substantially 
as described. 


rod 


tant receiving-station, the combination with 
a source of such effects or disturbances of a 
circuit distant from the source and adapted 
to have current impulses set.up in it by the 
action of the effects or disturbances, a con- 
denser, means for commutating, directing or 
selecting the impulses and connecting the cir- 
cuit with the condenser at succeeding inter- 
vals of time synchronizing with the impulses, 
a receiving-circuit, and means for period- 
ically discharging the condenser through the 
receiving-cireuit, substantially as described. 

9. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
source of such effects or disturbances of acir- 
cuit connecting points at adistance from the 
source between which a difference of poten- 
tial is created by such effects or disturbances, 
a storage device included in such cireuit and 
adapted to.be charged with the energy sup- 
plied by the same, a receiving-circuit con- 
nected with the storage device, a receiver in- 
cluded in such receiving-cirecuit, and means 
for closing the receiving-cirenit and thereby 
causing the receiver to be operated by the 
energy accumulated in the storage device, 
substantially as described. 

10. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
source of such effects or disturbances of a cir- 
cuit at a distance from the source which is 
energized by such effects or disturbances, a 
storage device adapted to be charged with the 
energy supplied by such circuit,.means for 


‘connecting the storage device with the said 


circuit for periods of time. predetermined as 
to succession and duration, a receiving-cir- 
cuit connected with the storage device, a re- 
ceiver included in such receiving-circuit, and 
means for closing the receiving-circuit and 
thereby causing the receiver to be operated 
by the energy accumulated in the storage de- 
vice, substantially as described. 

11. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination of a cir- 
cuit connecting points at a distance from the 
source between which a difference of potential 
is created by such effects or disturbances, a 
storage device included in such circuit and 
adapted to be charged with the energy sup- 
plied by the same, a receiving-circuit, a re- 
ceiver included in such circuit, and means for 
connecting the receiving-circuit with the stor- 
age device for periods of time predetermined 
as to succession and duration and thereby 
causing the receiver to be operated by the en- 
ergy accumulated in the storage device, sub- 
stantially as described. 


12. In an apparatus for utilizing electrical 


effects or disturbances transmitted through 
the natural media, the combination of a cir- 
cuit connecting points at a distance from the 


8. In an apparatus for utilizing electrical | source between which a difference of potential 
effects or disturbances transmitted to a dis-| is created by such effects or disturbances, a 
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storage device adapted to be charged with the 
energy supplied by such circuit for sueceed- 
ing and predetermined periods of time, a re- 
ceiving-circuit, a receiver included in the re- 
ceiving-circuit, and means for connecting the 
receiving-cirenit with the storage devico for 
periods of time predetermined as to succes- 
sion and duration and thereby causing the re- 
ceiver to be operated by the energy accumu- 
lated in the storage device, substantially as 
described. 

13. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination of a eir- 
cuit connecting points at a distance from the 
source, between which a difference of potential 
is created by such effects or disturbances, a 
conderser included insuch circuit and adapt- 
ed to be charged by the current in the same, 
a receiving-cireuit connected with the con- 
denser, a receiver included insuch receiving- 
cirenit, and a device adapted to close the re- 
eeiving-circuit at arbitrary intervals of time 
and thereby cause the receiver to be operated 
by the electrical energy accumulated in the 
condenser, substantially as described. 


14. In an apparatus for utilizing electrical | 


effects or disturbances transmitted through 
thenatural media, the combination ofa chars oo 
ing-cirenit distant from the source and ener- 
gized by the effects or disturbances, a storage 
device included in the charging- cirenit, means 
included in the charging- -cireuit and acting i in 
synchronism with the “impulses therein “for 
commutating, directing or selecting the im- 
pulses, a receiving- circuit and means for 
periodically discharging the storage device 
through the: receiving- circuit, substantially 
as described. 

15. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination ofa charg- 
ing-cireuit distant from the source and ener- 
gized by the effects or disturbances, a con- 
denser included in the charging- -circuit, means 
included in the charging-cirenit ; and acting i in 
synehronism with the “impulses therein “for 
commutating, directing or selecting the im- 
pulses, a receiving-cireuit and means for pe- 
riodically discharging the condenser through 
the receiving - circ uit, substantially as de- 
scribed. 

16. Inan apparatus for transmittingsignals 
orintelligencethroughthenatural media t from 
a sending-station to | a distant point, the com- 
bination ‘of a generator or transmitteradapted 
to produce arbitrarily varied or intermitted 
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electrical disturbances or effects in the natu- 
ral media, a charging-cireuit at the distant 
point adapted to receive corresponding elec- 
trical impulses or effects from the disturb- 
ances or effects so produced, a storage device 


included in the charging-cireuit, means in-” 


cluded in the charging- circuit and acting in 
synchronism with the. impulses therein “for 
commutating, directing or selecting the im- 
pulses so as to render them suitable for charg- 
ing the storage device, areceiving-circuit and 
means for periodically discharging the stor- 
age device through the receiving- circuit, sub- 
stantially as described. 

17. Inanapparatusfor transmitting signals 
or intelligence through the natural mediaf from 
a sendine- station toa distant point, the com- 
bination of a generator or transmitter adapted 
to produce arbitrarily varied or intermitted 
electrical disturbances or effects in the natu- 
ral media, a charging-cireuit at the distant 
point adapted to receive corresponding elec- 
trical impulses or effects from the disturb- 
ances or effects so produced, a condenser in- 
cluded inthe charging-cireuit, means included 
in the charging-cireuit and acting in syn- 
chronism with the impulses therein for com- 
mutating, directing or selecting the impulses 
SO as to” render them suitable for charging 
the condenser, a receiving-circuit and means 
for per iodieally discharging the .condenser 
through the receiving- circuit, substantially 
as described. 

18. Inan apparatus for transmitting signals 
orintelligencethroughthenatural mediafrom 
a sending- station to! a distant point, the com- 
bination of a generator or transmitter adapted 
to produce arbitrarily varied or intermitted 
electrical disturbances or effeets in the natu- 
ral media, a circuit at the distant point adapt- 
ed to receive corresponding electrical im- 
pulses or disturbances from the disturbances 
or effects so transmitted, a storage device in- 
cluded in such circuit ‘and adapted to be 
charged thereby, a receiving - cireuit con- 
nected with the storage device, a receiver in- 
cluded in the receiving-circuit and a device 
for closing the receiving-cirenit at arbitrary 
intervals of time and thereby causing the re- 
ceiver to be operated by the energy accumu- 
lated in the storage device, substantially as 
described. 
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To all whom tt may concern: 

Beit known thatI, NIKOLA TESLA, a citizen 
of the United States, residing at New York 
city, in the county and State of New York, 
have invented a new and useful Improvement 
in Apparatus for Utilizing Effects Transmit- 
ted from a Distance to a Receiving Device 
Through the Natural Media, of which the fol- 
lowing i isa specification, reference being had 
to the accompanying drawings, which form a 
part of the same. 

The subject of my present invention is an 
improvement in the art of utilizing effects 
transmitted from a distance to a receiving de- 
vice through the natural media; and it con- 
sists in the novel apparatus hereinafter de- 

scribed. 

This application is a division of one filed 
by me August 1, 1899, Serial No. 725,749, and 
based upon and claiming the method herein 
described and which may be practiced by the 
use of the apparatus forming the subject of 
this application. 

My invention is particularly useful in con- 
nection with methods and apparatus for op- 
erating distant receiving devices by means 
of electr ieal disturbances produced by proper 
transmitters and conveyed to such receiving 
devices through the natural media; butit ob. 
viously has a wider range of applicability 
and may be employed, for “example, in the in- 
vestigation or utilization of terrestrial, solar, 
or other disturbances produced by natural 
causes. 

Several ways or methods of transmitting 
electrical disturbances through the natural 
media and utilizing them to operate distant 


receivers are now known and have been ap- 


plied with more or less success for accom- 
plishing a variety of useful results. One of 
these ways consists in producing by a suit- 
able apparatus rays or. radiations—that is, 
disturbances—-which are propagated: in 
Straight lines through space, directing them 
upon a receiving or “recording apparatus at'a 
distance, and thereby bringing the latter into 
action. This method is the oldest and best 
known and has been brought particularly into 
prominence in recent years through the in- 
vestigations of Heinrich Hertz. Another 


method consists in passing a-current. through 


'a cireuit, preferably one inclosing a very 
large area, inducing thereby in a similar cir- 
cuit situated at a distance another current 
and affecting by the same in any convenient 
way a receiving device. Still another way, 
which has also been known for many years, 
is to passin any suitable manner a current 
through a portion of the ground, as by con- 
necting to two points of the same, preferably 
| at a considerable distance from each other, 
the two terminals of a generator and to en- 
ergize by a part of the current diffused through 
the earth a distant circuit, which is similarly 
arranged and grounded at two points widely 
apart and which is made to act upon a sensi- 
tive receiver. These various methods have 
their limitations, one especially, which is 
common to all, being that the receiving cir- 
cuit or instrument must be maintained in a 
definite position with respect to the trans- 
mitting apparatus, which often imposes great 
disadvantages upon the use of the apparatus. 

In several applications filed by me and pat- 
ents granted to me I have disclosed other 
methods of accomplishing results of this na- 
ture, which may be briefly described as fol- 
lows: In one system the potential of a point 
or region of the earth is varied by imparting 
to it intermittent or alternating electrifica- 
tions through one of the terminals of a suit- 
able source of electrical disturbances, which, 
to heighten the effect, has its other terminal 
connected to an insulated body, preferably 
of large surface and at an elevation. The 
electrifications communicated to the earth 
spread in all directions through the same, 
reaching a distant circuit, which generally 
has its terminals arranged and connected 
similarly to those of the transmitting source 
and operates upon a highly-sensitive receiver. 
Another method is based upon the fact that 
the atmospheric air, which behaves as an ex- 
cellent insulator to currents generated by or- 
dinary apparatus, becomes a conductor under 
the influence of currents or impulses of enor- 
mously high electromotive force, which I have 
devised means for generating. By ‘such 
means air strata, which are easily accessible, 
are rendered available for the production of 
many desired effects at distances however 
great. This method, furthermore, allows ad- 
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vantage to be taken of many of those im- 
provements which are practicable in the or- 
dinary systems of transmission involving the 
use of a metallic conductor. 

Obviously whatever method be employed 
it is desirable that the disturbances produced 
by the transmitting apparatus should be as 
powerful as possrole, and by the use of cer- 
tain forms of high - frequency apparatus, 
which I have devised and which are now well 
known, important practical advantages are 
in this respect secured. Furthermore, since 
in most cases the amount of energy conveyed 
to the distant circuit is but a minute fraction 
of the total energy emanating from thesource 
it is necessary for the attainment of the best 
results that whatever the character of the re- 
ceiver and the nature of the disturbances as 
much as possible of the energy conveyed 
should be made available for the operation 
of the receiver, and with this object in view 
Ihave heretofore, among other means, em- 
ployed a receiving-circuit of high self-indue- 
tion and very small resistance and of a period 
such as to vibrate in synchronism with the dis- 
turbances, whereby a number of separate im- 
pulses from the source were made to codperate, 
thus magnifying the effect exerted upon and 
insuring the action of the receiving device. 
By these means decided advantages have been 
secured in many instances; but very often the 
improvement is either not applicable at all, 
or, if so, the gain is very slight. Evidently 
when the source is one producing a continu- 
ous pressure or delivering impulses of long 


duration it is impracticable to magnify the’ 


effects in this manner, and when, on the other 
hand, it is one furnishing short impulses of 
extreme rapidity of succession the advantage 
obtained in this way is insignificant, owing to 
the radiation and the unavoidable frictional 
waste in the receiving-circuit. These losses 
reduce greatly both the intensity and the 
nuinber of the codperative impulses, and 
since the initial intensity of each of these 


_is necessarily limited only an insignificant 
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amount of energy is thus made available for 
a single operation of the receiver. As this 
amount is consequently dependent on the 
energy conveyed to the receiver by one single 
impulse, it is evidently necessary to employ 
either a very large and costly, and therefore 
objectionable, transmitter, or else to resort to 
the equally objectionable use of a receiving 
device too delicate and too easily deranged. 
Furthermore, the energy obtained through 
the coéperation of the impulses isin the form 
of extremely rapid vibrations and because of 
this unsuitable for the operation of ordinary 
receivers, the more so as this form of energy 
imposes narrow restrictions in regard to the 
mode and time of its application to such de- 
vices. ‘To overcome these and other limita- 
tions and disad vantages that have heretofore 
existed in such systems of transmission of sig- 
nals or intelligence and to render possible 
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| propagated through the natural media from 
any kind of source and their practical utili- 
zation for any purpose to which they are ap- 
plicable, I have devised a novel method, which 
Ihave described in a pending application, 
filed June 24, 1899, Serial No. 721,790, and 
which, broadly stated, consists in effecting 
during any desired time interval a storage of 
energy derived from such impulses and util- 
izing the potential energy so obtained for op- 
erating a receiving device. 

My present invention is intended for the 
same general purposes, and it comprises an- 
other apparatus by means of which similar 
results may be obtained. 

The chief feature which distinguishes the 
method of my present from that of my former 
invention, just referred to, is that the energy 
stored is not, asin the former instance, ob- 
tained from the energy of the disturbances 
or effects transmitted from a distance, but 
from an independent source. 

Expressed generally, the present method 
consists in charging a storage device with en- 
ergy from an independent source, controlling 
the charging of said device by the action of the 
effects or disturbances transmitted through 
the natural media, and coincidently using 
the stored energy for operating a receiving 
device. 

A great variety of disturbances, produced 
either by suitably-constructed transmitters 
cr by natural causes, are at present known 
to be propagated through the natural media, 
and there are also a variety of means or de- 
vices enabling energy to be stored, and in 
view of this I wish to say that I consider the 
utilization of any such disturbances and the 
employment of any of these means as within 
the scope of my present invention so long as 
the use of the general method hereinbefore 
stated is involved. 

The best way of carrying out myinvention 
which I at present know is to store electrical 
energy obtained from a suitable electrical 
generator in a condenser and to control the 
storage or the application of this energy by 
means of a sensitive device acted upon by 
the effects or disturbances, and thereby cause 
the operation of the receiver. 

In the practical application of this method 
IT usually proceed as follows: At any point 
where I desire to investigate or to utilize for 
any purpose effects or disturbances propa- 
gated through the natural media from any 
kind of source I provide a suitable generator 
of electricity—-as, for example, a battery and 
a condenser—which I connect to the poles of 
the generator in series with a sensitive de- 
vice capable of being modified in its elec- 
trical resistance or other property by the ac- 
tion of the disturbances emitted from the 
source. ‘To the terminals of the condenser I 
connect the receiver which is to. be operated 
in series with another device of suitable con- 
struction, which performs the function of pe- 


an investigation of impulses or disturbances | riodically discharging the condenser through 
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the receiver at and during such intervals of 
time as may be best suitable for the purpose 
contemplated. This latter device may merely 
consist of two stationary electrodes separated 
by a feeble dielectric layer of minute thick- 
ness, but sufficient to greatly reduce or prac- 
tically interrupt the current in the circuit 
under normal conditions, or it may comprise 
terminals one or more of which are movable 
and actuated by any suitable force and are 
adapted to be bronght into and out of con- 
tact with each other in any convenient man- 
ner. The sensitive device may be any of the 
many devices of this kind which are known 
to be affected by the disturbances, impulses, 
or effects propagated through the media, and 
it may be of such a character that normally— 
that is, when not acted upon—it entirely pre- 
vents the passage of electricity from the gen- 
erator to the condenser, or it may be such 
that.it allows a gradual leaking through of 
the current and a charging of the condenser 
ataslow rate. In any case. it will be seen 
that if the disturbances, of whatever nature 
they may be, cause an appreciable diminu- 
tion in the electrical resistance of the sensi- 
tive device the current from the battery will 
pass more readily into the condenser, which 
will be charged ata more rapid rate, and con- 
sequently each of its discharges through the 
receiver, periodically effected by the special 
device before referred to which performs this 
function, will be stronger than normally— 
that is, when the sensitive device is not acted 
upon by the disturbances. Evidently then 
if the receiver be so adjusted that it does not 
respond to the comparatively feeble normal 
discharges of the condenser, if they should 
occur, but only to those stronger ones which 
take place upon the diminution of the re- 
sistance of the sensitive device it will be op- 
erated only when this device is acted upon 
by the disturbances, thus making it possible 
to investigate and to utilize the latter for any 
desired purpose. 

The general principle underlying my inven- 
tion and the operation of the various devices 
used will be clearly understood by reference 
to the accompanying drawings, in which— 

Figure lis a diagram illustrating a typical 
arrangement of apparatus which may be used 
in carrying my method into practice, and 
Figs. 2, 3, 4, and 5 similar diagrams of modi- 
fied arrangements of apparatus for the same 
purpose. 

In Fig. 1, C is a condenser, to the terminals 
T and T’ of which is connected a charging- 
circuit, including a battery B, a sensitive de- 
vice ad, and a resistance r, all connected in se- 
ries, as illustrated. The battery should be 
preferably of very constant electromotive 


force and of. an intensity carefully deter-. 


mined to secure the best results. The resist- 


ance r, which may be a frictional or an in- 
ductive one, is not absolutely necessary; but 
it is of advantage to use it in order to facili- 
tate adjustment, and for this purpose it may 


be made variablein any convenient and pref- 
erably continuous manner. Assuming that 
the disturbances which are to be investigated 
or utilized for some practical end are rays 
identical with or resembling those of ordinary 
light, the sensitive device a may be a-sele- 
nium cell properly prepared,so as to be highly 
susceptible to the influence of the rays, the 
action of which should be intensified by the 
use of a reflector A. (Shown in the draw- 
ings.) It is well known that when cells of 
this kind are exposed to such rays of greatly- 
varying intensity they undergo correspond- 
ing modifications of their electrical resistance; 
but in the ways they have been heretofore 
used they have been of very limited utility. 

In addition to the circuit including the sensi- 
tive device or cell a@ another circuit is pro- 
vided, which is likewise connected to the ter- 
rainals T T’ of the condenser. This circuit, 
which may be called the ‘‘ receiving-circuit,” 
includes the receiver R and in series with it 
a device d, before referred to, which performs 


‘the duty of periodically discharging the con- 


denser through the receiver. It will be noted 
that, as shown in Fig. 1, the receiving-cireuit 
is in permanent connection with the battery 
and condenser-terminal T, and it should be 
stated that it is sometimes desirable to en- 
tirely insulate the receiving -cireuit at all 
times, except the moments when the device 
d operates to discharge the condenser, thus 
preventing any disturbing influence which 
might otherwise be caused in this cireuit by 
the battery or the condenser during the pe- 
riod when the receiver should not be acted 
upon. In such’a case two devices, asd, may 
be used, one in each connection from the con- 
denser to. the receiving-circuit, or else one sin- 
gle device of this kind, but of a suitably-modi- 
fied construction, so that it will make and 
break simultaneously and at proper intervals 
of time both of the connections of this circuit 
with the condenser T and T’. 

From the foregoing the operation of the ap- 
paratus, as illustrated in Fig. 1, will be at 
once understood. Normally—that is, when 
it is not influenced by the rays at all or very 
slightly—the cell a, being of a comparatively 
high resistance, permits only a relatively fee- 
ble current to pass from the battery into the 
condenser, and hence the latter is charged 
at too slow a rate to accumulate during the 
time interval between two succeeding opera- 
tions of the device d sufficient energy to op- 
erate the receiver or, generally speaking, to 
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circuit. This condition is readily secured by 
a proper selection and adjustment of the vari- 
ous devices described, so that the receiver 
will remain unresponsive to the feeble dis- 
charges of the condenser which may take 
place when thecellaisacted upon but slightly 
or not at all by the rays or disturbances; but 
if now new rays are permitted to fall upon 
the ceil or if the intensity of those already 


acting upon it be increased by any cause then ~_ 
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its resistance will be diminished and the con- 
denser will be charged by the battery at a 
more rapid rate, enabling sufficient potential 
energy to be stored in the condenser -during 
the period of inaction of the device d to op- 
erate the receiver or to bring about any de- 
sired change in the receiving-cireuit when 
the device dacts. If the rays acting upon 
the cell or sensitive device a are varied or in- 
termitted in any arbitrary manner, as when 
transmitting intelligence in the usual way 
from a distant station by means of short and 
long signals, the apparatus may readily be 
made to record or-to enable an operator to 
read the message, since the receiver—suppos- 
ing it to be an ordinary magnetic relay, for 
example—will be operated by each signal from 
thesending-station a certain number of times, 
having some relation to the duration of each 
signal. It will be readily seen, however, that 
if the rays are varied in any other way, as 
by impressing upon them changes in intensity, 
the succeeding condenser discharges will un- 
dergo corresponding changes in intensity, 
which may be indicated or recorded by asuit- 
able receiver and distinguished irrespectively 
of duration. 

With reference to Fig. 1 it may be useful 
to state that the electrical connections of 
the various devices illustrated may be made 
in many different ways. For instance, the 
sensitive device instead of being in-series, 
asshown, may bein ashunt to the condenser, 
this modification being illustrated in‘Fig. 3, 
in which the devices already described are 
indicated by similar letters to correspond with 
those of Fig. 1. In this case it will be ob- 
served that the condenser, which is being 
charged from the battery B through the re- 
sistance r, preferably inductive and properly 
related to the capacity of the condenser, will 
store less energy when the sensitive device 
a isenergized by the rays, and its resistance 
thereby diminished. Theadjustment of the 
various instruments may then be such that 
the receiver will be operated only when the 
rays are diminished in intensity or interrupt- 
ed and entirely prevented from falling upon 
the sensitive cell, or the sensitive device may 
beplaced, as shown in Fig. 4, inashunttothe 
resistance 7 or inserted in any suitable way 
in the circuit containing the receiver—for 
example, as illustrated in Fig. 5—in both of 
which figures the various devices are lettered 
to correspond with those in Fig. 1, sothat the 
figures become self-explanatory. Again, the 
several instruments may be connected in the 
manner of a-Wheatstone bridge, as will be 
hereinafter explained with reference to Fig. 
2, or otherwise connected or related; but in 
each case the sensitive device will have the 
same duty to perform—thatis, to control the 
energy stored and utilized in some suitable 
way for causing the operation of the receiver 
in correspondence with the intermittances or 
variations of the effects or disturbances—and 
in each instance by a judicious selection of 
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the devices and careful adjustment the ad- 
vantages of my method may be more or less 
completely secured. I find it preferable, 
however, to follow the plan which I have illus- 
trated and described. ; 

It will be observed that the condenser is an 
important element in the combination. I 
have shown that by reason of its unique prop- 
erties it greatly adds to the efficacy of this 
method. It allows the energy accumulated 
in it to be discharged instantaneously, and 
therefore in a highly effective manner. It 
magnifies in a large degree the current sup- 
plied from the battery, and owing to these 


. features it permits energy to be stored and 


discharged at practically any rate desired, 
and thereby makes it possible to obtain in the 
receiving-circuit very great changes of the 
current strength by impressing upon the bat- 
tery-current very small variations. Other 
means of storage possessing these character- 
istics to a useful degree may be employed 
without departing from the broad spirit of 
my invention; butI prefer to use.a condenser, 
since in these respects it excels any other 


. storage device of which I have knowledge. 


In Fig. 2 a modified arrangement of appa- 
ratus is illustrated which is particularly 
adapted for the investigation and utilization 
of very feeble impulses or disturbances, such 
as may be used in conveying signals or pro- 
ducing other desired effects at very great dis- 
tances. In this case the energy stored in the 
condenser is passed through the primary of 
a transformer, the secondary circuit of which 
contains the receiver, and in order to render 
the apparatus still more suitable for use in 
detecting feeble impulses, in addition to the 
sensitive device which. is acted upon by the 
impulses, another such device is included in 
the secondary circuit of the transformer. 
The scheme of connections is in the main that 
of a Wheatstone bridge, the four branches of 
which are formed by the sensitive device a 
and resistances L, L’, and L”, all of which 
should be preferably inductive and also ad- 
justable in a continuous manner, or at least 
by very small steps. The condenser 0’, which 
is generally made of considerable capacity, is 
connected to two opposite points of the bridge, 
while a battery B, in series with a continuous- 


-ly-adjustable non-inductive resistance +’, is 


connected to the other pair of opposite points, 
as usual. The four resistances included in 
the branches of. the bridge—namely, a, L, L’, 
and L''—are of a suitable size and so propor- 
tioned that under normal conditions—that is, 
when the device a is not influenced at all or 


only slightly by the disturbances—there will 


be no difference of potential, or, in any case, 
the minimum of-the same at the terminals T 
and T’ of the condenser. It is assumed in 
the present instance that the disturbances to 
be investigated or utilized are such as will 
producea difference of electric potential, how- 
ever small, between two points or regions in 
the natural media, as the earth, the water, 
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two plates P and P’, which should be of as 
large a surface as practicable and so located 
in the media that the largest possible differ- 
ence of potential will be produced by the dis- 
turbances between the terminals of the sen- 
sitive device. This device is in the present 
ease one of familiar construction, consisting 
of an insulating-tube, which is indicated by 
the heavy lines in the drawings and which 
has its ends closed tightly by two conducting- 
plugs with reduced extensions, upon which 
bear two brushes 00, through which the cur- 
rents are conveyed to the device. Thetubu- 
lar space between the plugs is partially filled 
with a conducting sensitive powder, as indi- 
cated, the proper amountof thesame and the 
size of ils grains being determined and ad- 
justed beforehand by experiment. This tube 
I rotate by clockwork or other means ata 
uniform and suitable rate of speed, and un- 
der these conditions I find that this device 
behaves toward disturbances of the kind be- 
fore assumed in a manner similar to that of 
a stationary cell of celenium toward rays of 
light. Its electrical resistance is diminished 
when itis acted upon by the disturbances 


and is automatically restored upon the cessa- - 


tion of theirinfluence. Itis of advantage to 
employ round grains of powder in the tube, 
and. in any event it is important. that they 
should be of as uniform size and shape as pos- 
sible and that provision should be made for 
maintaining an unchanging and very dry at- 
mosphere in the tnbe. To the terminals T 
and T’ of the condenser C’ is connected a coil 
p, usually consisting of a few turns of a con- 
ductor of very small resistance, which is. the 
primary of the transformer before referred 
to, in series ‘witha device d, which effects the 
discharge of the condenser through the coil 
at predetermined intervals of time. Inthe 
present case this device consists of a cylinder 
made partly of conducting and partly of in- 
sulating material e and e’, respectively, which 


is rotated at the desired rate of speed by. 


any suitable means. The conducting part e 
is in good electrical connection with shaft 8 
and is provided with tapering segments, as f, 
upon which slides a brush‘, which should 
preferably be capable of longitudinal adjust- 
ment along the cylinder. Another brush 0’, 
which is connected to the condenser-termi- 
nal'T’, being arranged to bear upon the shaft 
8, it will be seen that whenever the brush & 
comes in contact with a conducting-segment e 
the circuit including the primary p will be 
completed and the condenser, if energized, 
discharged through thesame. By an adjust- 


ment of the speed of rotation of the cylinder 
and a displacement of the brush k along the 
axis of the same the circuit may be made to 
open and close in as rapid succession and re- 
main open or closed during such intervals of 
time asmay be desired. Ininductive relation 
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to the primary p is a secondary coils, usually 
of much thinner wire and of many more turns 
than the former, to which are connected in a 
series a receiver R, illustrated as an ordinary 
magnetic relay, a continuously -adjustable 
non-inductive resistance 7’, a battery B’ of a 
properly-determined and very constant elec- 
tromotive force, and finally a sensitive device 
a’ of the same or similar construction as a, 
which is likewise rotated at-a uniform speed 
and. which, with its brushes 0’ b”, closes the 
secondary cireuit. The electromotive force 
of the battery B’ isso graduated by means of 
the adjustable resistance 7” that the dielec- 
tric layers in the sensitive device a’ are 
strained very nearly to the point of breaking 
down and give way upon a slight increase of 
the electrical pressure on the terminals of the 
device. It will of course be understood that 
the resistance 7” is used mainly because of 
convenience and that it may be dispensed 
with, in which case the adjustment may be 
effected in many other ways, as by deter- 
mining the proper amount. or coarseness of 
the sensitive powder or by varying the dis- 
tance apart of the metallic plugs in the ends 
of the tube. The same may be said of the re- 
sistance r’, which is in series with the bat- 
tery B and serves to graduate the foree of the 
latter, so that the dielectric layers of the sen- 
sitive device a@ are-subjected to a similar 
strain and maintained in a state of delicate 
poise. ; 

The various instruments being connected 
and adjusted in the manner described, it will 
now be readily seen from the foregoing that 
‘under normal conditions, the device a being 
unaffected by the disturbances, or practically 
so, and there being no or only a very insig- 
nificant amount of energy stored in the con- 
denser, the periodical closure of the primary 
circuit of the transformer through the opera- 
tion of the device d will have no appreciable 
effect. upon the primary coil p, and hence no 
currents will be generated in the secondary 
coil s, at least not such as would disturb the 
state of delicate balance existing in the sec- 
ondary circuit including the receiver, ‘and 


-therefore the latter will not be actuated by 


the battery B’; but when, owing to the dis- 
turbances or impulses propagated through 
the media from a distant source, an addi- 
tional electromotive force, however small, is 
created between the terminals of the device a 
the dielectric layers in the same, unable to 
support the increased strain, give way and 
allow the current of the battery B.to pass 
through, thus causing a difference of po- 
tential at the terminals T and T” of the con- 
denser. Asufficient amount of energy being 
now stored in this instrument during the 
time interval between each two succeeding op- 
erations of the device d, each closure of the 
primary circuit by the latter results in the 
passage of a sudden current impulse through 
the coil p, which induces a corresponding cur- 
rent of relatively high electromotive force in 
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the secondary coil s. Owing to this the di- 
electric in the device a’ gives way, and the 
current of the battery B’ being allowed to 
pass the receiver R is operated, but only for 
a moment, since by the rotation of the de- 
vices a, a’, and. d, which may be all driven 
from the same shaft, the original conditions 
are restored, assuming, of course, that the 
electromotive force set up by the disturbances 
at the terminals of the sensitive device. a is 
only momentary or of a duration not longer 
than the time of closure of the primary cir- 
cult; otherwise the recciver will be actuated 
a number of times and so long as the in- 
fluence of the disturbances upon the device a 
continues. In order to render the discharged 
energy of the condenser more effective in 
causing the operation of the receiver, the re- 
sistance of the primary cireuit should be very 
small and the secondary coil s should havea 
number of turns many times greater than 
that of the primary coil p. It will be noted 
that since the condenser under the above as- 
sumptions is always charged in the same di- 
rection the strongest current impulse in the 
secondary coil, which is induced at. the mo- 
ment when the brush & comes in contact 
with segment e, is also of unchanging-diree- 
tion, and for the attainment of the best re- 
sults it is necessary to connect the secondary 
coil so that the electromotive force of this im- 
pulse will be added to that of the battery and 
will momentarily strengthen the same. How- 
ever, under certain conditions, which are well 
understood by those skilled in the art, the 
devices will operate whichever way the sec- 
ondary be connected. Itis preferable to make 
the inductive resistances L and L’ relatively 
large, as they are in a shunt to the device a 
and might, if made too small, impair its sen- 
sitiveness. On the other hand, the resistance 
L” should not be too large and should be re- 
lated to the capacity of the condenser and the 
number of makes and breaks effected by the 
device d in well-known ways. Similar con- 
siderations apply, of course, to the circuits in- 
cluding the primary p and secondary s, re- 
spectively. ; . 

By earefully observing well-known rules of 
scientific design and adjustment of the in- 
struments the apparatus may be made ex- 
tremely sensitive and capable of responding 
to the feeblest influences, thus making it pos- 
sible to utilize impulses or disturbances trans- 
mitted from very great distances and too 
feeble to be detected or utilized in any of the 
ways heretofore known, and on this account 
the method here described lends itself to many 
scientific and practical uses of great value. 

Obviously the character of the devices and 
the manner in which they are connected or 
related may be greatly varied without depart- 
ing from the spirit of my invention. 

What I claim as new, and desire to secure 
by Letters Patent, is— 

1. In an apparatus for utilizing effects or 
disturbances transmitted through the natural 
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media from a distant source, the combination 
of an electrical storage device, a charging- 
circuit connected therewith and including a 
device sensitive to the action of the effects or 
disturbances and determining under their 
control the flow of eurrent in the charging- 
circuit, a receiving-cireuit including a re- 
ceiver, and means-for periodically discharg- 
ing the storage device through the receiving- 
circuit, substantially as deseribed. 

2. In-an apparatus for utilizing effects or 
disturbances transmitted through the natural 
media from a distant-source, the eombination 
of a condenser, a charging-circuit connected 
therewith and ineluding a source of electric- 
ity and a device sensitive to the action of the 
effects or disturbances and determining un- 
der their eontrol the flow of current in the 
charging-circuit, a receiving-cireuit inelud- 
ing a-receiver, and means for periodically 
discharging the condenser through the. re- 
ceiving-circuit, substantially as described. 

3. In an apparatus for utilizing effects or 
disturbances transmitted through the natural 
media from a distant source, the combination 
of a circuit inclading a source of electricity, 
a storage device adapted to be charged there- 
by.and a device normally of very high re- 
sistance but adapted to have its resistance re- 
dueed when acted upon by the effects or dis- 
turbances, with a receiving-circuit connected 
with.the storage device and including a re- 
ceiver and a device adapted.to open and close 
the receiving-circuit at predetermined inter- 
vals of time, substantially as described. 

4. In an apparatus for utilizing effects or 
disturbances trausmitted through the natural 
media from a distant source, the combination 
of a circuit including a source of electricity, 
a .condenser and a device normally of very 
high resistance but adapted to have its re- 
sistance reduced when acted upon by the ef- 
fects or disturbances, with a receiving-circuit 
connected with the condenser and including 
a receiver and a device adapted to open and 
close the receiving-circuit at predetermined 
intervals of time, substantially as described. 

5. In an apparatus for utilizing effects or 
disturbances transmitted from a distant 
source, the combination of a circuit including 
asource of electricity, a storage device adapt- 
ed to be charged thereby and a device, nor- 
mally of very high resistance but adapted to 
have its resistance reduced when acted upon 
by the effects or disturbances, with a receiv- 
ing-circuit connected with the storage device 
and including the primary of a transformer 
and a device adapted to open and close such 
second circuit at predetermined intervals of 
time, and a receiver included in the second- 
ary of the transformer, substantially as de- 
scribed. 

6. In an apparatus for utilizing effects or 
disturbances transmitted from a distant 
source, the combination of an electrical stor- 
age device,a charging-circuit connected there: 
with and including a device sensitive to the 
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action of the effects or disturbances and de- 
termining under their control the flow of the 
current in the charging-circuit, and a receiv- 
ing-circuit supplied with energy from the 
storage device and including a receiver anda 
device sensitive to electrical t variations in the 
receiving-circuit, substantially as described. 

7. In an apparatus for utilizing effects or 
disturbances transmitted through the natural 
media from a distant source, the combination 
of a condenser, a charging-circuit connected 
therewith and including a device sensitive to 
the action of the effects or disturbances and 
determining under their control the flow of 
the current in the charging-circuit, and:a re- 
ceiving-circuit supplied with energy from the 
condenser and including a receiver and.a de- 
vice sensitive to electrical variations in the 
receiving-circuit, substantially as described. 

8. In an apparatus for utilizing effects or 
disturbances transmitted through the natural 
media from a distant source, the combination 


_of a cirenit, an independent local source of 


electricity included therein; a storage device 
connected with the said cirenit and adapted 
to receive energy from the said source, a de- 
vice normally of very high resistance, but 


adapted to have its resistance reduced when: 


acted upon by-the effects or disturbances, a 
receiving-circuit connected with the storage 
device, a transformer, the primary of which 
is included in said receiving-cireuit, a device 
adapted to open and close the receiving-cir- 
cuit at predetermined intervals of time, ¢ a re- 
ceiver, and a device, normally of very high re- 
sistance, but adapted to have its resistance 
reduced when acted upon by the effects or dis- 
turbances, and included in the secondary cir- 
cuit of the transformer, as set forth. 


9.. In an apparatus for utilizing effects or 
disturbances transmitted from a distant 


source, the combination with a storage device 
and an independent source of energy for 
charging the same, of a receiving-circuit con- 
nected with the storage device, a device sen- 
sitive to the effects or disturbances and de- 
termining under their contro] the flow of cur- 
rent in the receiving-cireuit, substantially as 
set forth. 

10. In an apparatus for utilizing effects or 


7 


disturbances transmitted through the natural 
media from a distant source, the combination 
with a storage device and an independent 
source of energy for charging the same, of a 
receiving-circuit connected with the storage 
device, a device sensitive to the effects or 
disturbances and adapted to have its resist- 
ance. varied by the action thereon of such 
effects or disturbances and determining un- 
der their control the flow of current in the 
receiving-circuit, substantially as set forth. 

U1. Ini an apparatus for utilizing effects or 
disturbances transmitted from ‘a distant 
source, the combination of a storage device, 
a battery or similar independent source of 
energy for charging the same, a sensitive de- 
vice adapted to have its resistance varied un- 
der the influence of the effects or disturb- 
ances, a receiver adapted to be operated by 
the discharge of the storage device, the sen- 
sitive device being in one branch’ of a Wheat- 
stone bridge, the storage device in one of the 
eross connections between two opposite points 
of the bridge, and the battery in the other 
cross connection, and resistances L, L' and 
L” in the three remaining branches of the 
bridge, as set forth. 

12. In an apparatus for utilizing effects or 
disturbances transmitted through the natural 
media from a distant souree, the combination 
of a storage device, a battery or like inde- 
pendent source of energy for charging the 
same, a sensitive device adapted to “have its 
resistance varied under the influence of the 
effects or disturbances, a circuit connected 
with the terminals of the storage device, a 
transformer having its primary in said circuit 
and a receiver in the secondary circuit of the 
transformer, the sensitive device being in one 
branch of a Wheatstone bridge, the ‘storage 


device in one of.the cross connections be- 


tween opposite points of the bridge and the 
battery in the other cross connection, and re- 
sistances L, L' and 1’ in the-three remaining 
branches of the bridge, as set forth. 


NIKOLA TESLA. 


Witnesses: 
E. A. SUNDERLIN, 
D. D. Lorp. 
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To all whom it may concern: 
Beit known thatI, NIkOLA TESLA, a citizen 


_ of the United States, residing at the borough 


10 


of Manhattan, in the city, county, and State 
of New York, have invented certain new and 
useful Improvements in Apparatus for the 
Utilization of Radiant Energy, of which the 
following is a specification, reference being 
had to the drawings accompanying and form- 
ing a part of the same. ; 

It is well known that certain radiations— 
such as those of ultra-violet light, cathodic, 


_ Roentgen rays, or the like—possess the prop- 


15 


" 20 


erty of charging and discharging conductors 
of electricity, the discharge being particu- 
larly noticeable when the conductor upon 
which the rays impinge is negatively electri- 
fied. These radiations are generally con- 
sidered to be ether vibrations of extremely 
small wave lengths, and in explanation of the 
phenomena noted it has been assumed by 
some authorities that they ionize or render 


conducting the atmosphere through which 
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they are propagated. My own experiments 
and observations, however, lead me to con- 
clusions more in accord with the theory here- 
tofore advanced by me that sources of such 
radiant energy throw off with great velocity 
ininute particles of matter which are strongly 
electrified, and therefore capable of charging 
an electrical conductor, or, even if not so, 
may at any rate discharge an electrified con- 


ductor either by carrying off bodily its charge: 


or. otherwise. _ 
My present application is based upon a dis- 


covery which I have made that when rays or. 


radiations of the above kindare permitted to 
fall upon an insulated conducting-body con- 
nected to oneof the terminals of a condenser 
while the other terminal of the same is made 
by independent means to receive or to carry 
away electricity a current flowsinto the con- 
denser so long as the insulated body is ex- 
posed to the rays, and under the conditions 
hereinafter ‘specified an indefinite accumu- 
lation of electrical. energy in the condenser 
takes place. This energy after a suitable 
time interval, during which the rays are al- 


lowed to act, may manifest itself in a pow- 
' go erful discharge, which may be utilized for the 


‘with the greatest care. 


operation or control of mechanical or elec- 


trical devices or rendered useful.in many 
other ways. =. : 
In applying my discovery I provide a con- 
denser, preferably of considerable electro- 
static capacity, and connect one of its termi- 
nals to an insulated metal plate or other con- 


‘ducting-body exposed to the rays or streams 
‘of radiant matter. 


Itis very important, par- 
ticularly in view of the fact that electrical 
energy is generally supplied at a very slow 
rate to the condenser, to construct the same 
L use, by preference, 
the best quality of mica as dielectric, taking 
every possible precaution in insulating the 
armatures, so that the instrament may with- 
stand great electrical pressures without leak- 
ing and may leave no perceptible electrifi- 
cation when discharging instantaneously. Ia 
practice I have found that the best results 
are obtained with condensers treated in the 
manner described in a patent granted to me 
February 23, 1897, No. 577,671. Obviously the 


‘above precautions should be the more rigor- 


ously observed the slower the rate of charg- 
ing and the smaller the time interval during 
which the energy is allowed to accumulate in 
the condenser. The insulated plate. or con- 
ducting-body should present as large a sur- 
face as practicable to the rays or streams of 
matter, I having ascertained that the amount 
of energy conveyed to it per unit of time is 
under otherwise identical conditions propor- 
tionate. to the area exposed, or nearly so. 
Furthermore, the surface should be clean and 
preferably highly polished or amalgamated. 
The second terminal or armature of the con- 
denser may be connected to one of the poles 


to any conducting body or object whatever of 
such properties or so conditioned that by its 
means electricity of the required sign will be 
supplied to the terminal. A simple way of 
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supplying positive or negative electricity to. ; 
the terminal is to connect the same either to 
an insulated conductor supported at some 
height in the atmosphere or toagrou nded con- 
ductor, the former, as is well known, furnish- 
ing positive and the latter negative electric- 
ity. As the rays or supposed streams of mat- 
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ter generally convey a positive charge to the 
first condenser-terminal, which is connected 
to the plate or conductor above mentioned, I 
usually connect the second terminal of the 
condenser to the ground, this being the most 
convenient way of obtaining negative elec- 
tricity, dispensing with the necessity of pro- 
viding an artificial source. In order to util- 
ize for any useful purpose the energy aceu- 
mulated in the condenser, I furthermore con- 
nect to the terminals of the samea cireuit in- 
cluding an instrument or apparatus which it 
is desired to operate and another instrument 
or device for alternately closing and opening 
the circuit. This latter may be any form of 
cireuit-controller, with fixed or movable parts 
or electrodes, which may be actuated either 


by thestored energy or by independent means, 


My discovery will be more fully understood 
from the following description and annexed 
drawings, to which reference is now made, and 
in which— ° 

Figure 1 is a diagram showing the general 
arrangement of apparatus as usually em- 
ployed. Fig. 2 isa similar diagram illustrat- 
ing more in detail typieal forms of the devices 
or elements used in practice, and Figs. 3 and 
4are diagram matical representations of modi- 
fied arrangements suitable for special pur- 
poses. 

As illustrative of the manner in which the 
several parts or elements of the apparatus in 
one of its simplest forms are to be arranged 
and connected for useful operation, reference 
is made to Fig. 1, in which C is the condenser, 
P the insulated plate or conducting - body 


_ which is exposed to the rays, and P’ another 
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plate or conductor which ts grounded, all be- 
ing joined in series, asshown. The terminals 
TT’ of the condenser are also connected to a 
cireuit whieh includes a device R to be oper- 
ated and a cireuit-controlling device d of the 
character above referred to. 

The apparatus being arranged as shown, it 
will be found that when the radiations of the 
sun or of any other source capable of pro- 
ducing the effects before described fall upon 
the plate Pan accumulation of electrical 
energy in the condenser C will result. This 
phenomenon, I believe, is best explained as 
follows: The sun, as well as other sources of 
radiant energy, throws off minute particles of 
matter positively electrified, which, impinging 
upon the plate P, communicate continuously 
an electrical charge to the same. The op- 
posite terminal of the condenser being con- 
nected to the ground, which may be consid- 
ered as a vast reservoir of negative electricity, 
a feeble current flows continuously into the 
condenser, and inasmuch as these supposed 
particles are of an inconceivab! y small radius 
or curvature, and consequently charged to a 
relatively very high potential, this charging of 
the condenser may continue, as I have ac- 
tually observed, almost indefinitely, even to 
the point of rupturing the dielectric. If the 


device d be of such character that it will op- 
erate to close the circuit in’which it is in- 
cluded when the potential in the condenser 
has reached a certain magnitude, the aeccumnu- 
lated charge will pass through the circuit, 
which also includes the receiver R, and oper- 
ate the latter. , 

In illustration of a particular form of ap- 
paratus which may be used in carrying out 
my discovery I now refer to Fig. 2. In this 
figure, which in. the general arrangement of 
the elements is identical to Fig. I, the device 
d is shown as composed of two very thin con- 
ducting-plates ¢ 7’, placed in close proximity 
and véry mobile, either by reason of extreine 
flexibility or owing to the character of their 
support. Toimprove theiraction,they should 
be inclosed in a receptacle, from which the 


‘air may be exhausted. The plates f ¢’ are 


connected in series with a working circuit, 
including a suitable receiver, which in this 
case is shown as consisting of an electromag- 
net M, a movable armature a, a retractile 
spring 6, and a ratchet-wheel w, provided 
with a spring-pawl r, which is pivoted to ar- 
mature a, as illustrated.. When the radia- 
tions of the sun or other radiant source fall 
upon plate P, a eurrent flows into the eon- 
denser, as above explained, until the poten- 
tial therein rises sufficiently to attract and 
bring into contact the two plates ¢ ’, and 
thereby close the circuit connected to the two 
condenser-terminals. This permits a flow of 
current which energizes the magnet M, caus- 
ing it to draw down the armature a and im- 
part a partial rotation to the ratchet-wheel 
w. As the current ceases the armature is 
retracted by the spring b, without, however, 
moving the wheel w. With the stoppage of 
the current the plates / ¢’ cease to be attracted 
and separate, thus restoring the circuit to its 
original condition. 

Fig. 8 shows a modified form of apparatus 
used in connection with an artificial source 
of radiant energy, which in this instance may 
be an arc emitting copiously ultra-violet rays. 
A suitable reflector may be provided for con- 
centrating and directing the radiations. A 
magnet RK and circuit-controller @ are ar- 
ranged as inthe previous figures; but in the 
present case the former instead of performing 
itself the whole work only serves the purpose 
of alternately opening and closing a local 
circuit, containing « source of current Band 
a receiving or translating device D. The 
controller d, if desired, may consist of two 
fixed electrodes separated by a minute air- 
gap or weak dielectrie film, which breaks 
down more or less suddenly when a definite 
difference of potential is reached at the ter- 
minals of the condenser and returns to its 
original state upon the passage of the dis- 
charge. 

Still another modification is shown in Fig. 
4, in which the source S of radiant energy is 
a special form of Roentgen tube devised by 
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me, having but one terminal k, generally of specifically described with reference to Fig. 2 


aluminium, in theform of half a sphere, with | andalso that thespecialdetailsof construction : 


4 plain polished surface on the front side, | and arrangement of the several -parts of the 
from which. the streams are thrown off. It apparatus may be very greatly varied with- 
may be excited by attaching it to one of the out departure from the invention. 
terminals of any generator of sufficiently high Having described my invention, what -I 
electromotive force; but whatever apparatus | claim is... - : 
be used it is important that the tube be ex- 1. An apparatus for utilizing radiant en- 
hausted to a high degree, as otherwise it might ergy, Comprising in combination a condenser, 
prove entirely ineffective. Tho working or | one armature of which is subjected to the ae- 
discharge circuit connected to the terminals | tion of rays or radiations, independent means 
T T’ of the condenser includes in this case] for charging the other armature, a circuit and 
the primary pof a transformer and a cireuit- apparatus therein adapted to be operated or 
controller comprising a fixed terminal or} controlled by the discharge of the condenser, 
brush ¢ and a movable terminal ¢’ in the shape | as set forth, - 


‘of a wheel, with conducting and insulating 2. An apparatus for utilizing radiant en- 


Segments, which may be rotated at.an arbi- ergy, comprising in combination, a condenser, 
trary speed by any suitable means. In in- one armature of which is subjected to the ac- 
ductive relation to the primary wire or coil Pp | tion of rays or radiations, independent means 
is a secondary s, usnally of a much greater for charging the other armature, a local cir- 
number of turns, to the ends of which is con- |} cuit connected with the condenser-terminals, 
nected a receiver R. Tho terminals of the ‘ cireuit-controller therein and means adapted 
condenser being connected, as indicated, one | to be operated or controlled by the discharge 
to an insulated plate P and the other toa] of the condenser when the local circuit is 
grounded plate P’, when the tube Sis excited ; closed, as set forth. 

n apparatus for utilizing radiant en- 
the same, which convey a positive charge to ergy, comprising in combination, a condenser, 
the plate P and condenser-terminal T, while one terminal of which ig subjected to the ac- 
terminal .T” ig continuously receiving nega- | tion of rays or radiations, independent means 

for charging the other armature, a local cir- 
before explained, results in an accumulation | cuit connected with the condenser-terminals, 


of electrical energy in the condenser, which | a cireuit-controller therein dependent for op- 


S0es on as long as the cireuit including the | eration on a given rise of potential in the con- 
primary pis interrupted. Whenever the cir- denser, and devices operated by the discharge 
cuit is closed owing to the rotation of the | of the condenser when the local circuit is 
terminal ¢’, the stored energy is discharged closed, as set forth. 

An apparatus for utilizing radiant en- 
secondary s to induced currents, which oper- |’ ergy, comprising in combination, a condenser, 
one terminal of which is subjected tothe ac- 
tion of rays or radiations, and the other of 
which is connected with the ground, a circuit 
- and apparatus therein adapted to be operated 
by the discharge of the accumulated energy 
in the condenser, as set forth. - , 

5. An apparatus for utilizing radiant en- 
ergy, comprising in conbinationa condenser, 
one terminal of which ig subjected to the ac- 
tion of rays or radiations and the other of 
which is connected with the ground, a local 
circuit connected with the condenser-termi- 
nals, a cireuit-controller therein and means 
adapted to be operated by. the discharge of 
the condenser when the local cireuit is closed, 
as set forth. , 

6. An apparatus for utilizing radiant en- 
orgy, comprising in combination,a condenser, 
one terminal of which is subjected to the ac- 
tion of rays or radiations and the other of 
| Which is connected with the ground, a local 
circuit connected with the condenser-termi- 
nals, a circuit-controller therein adapted to 
be operated by a given rise of potential in the 
condenser, and devices operated by the dis- 
charge of the condenser when the local circuit 
is closed, as set forth, 

7. Au apparatus for. utilizing radiant en- 


It is clear from what has been stated above 
that if the terminal T’ is connected to a plate 
supplying positive instead of negative elee- 
tricity the rays should convey negative elec- 
tricity to plate P. The source § may be any 
form of Roentgen or Lenard tube; -but it is 


order to be very effective the electrical im- 
pulses exciting it should be wholly or at least 


predetermined amount of energy is stored in 
the condenser may be used in lieu of the device 
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ergy, comprising a condenser, having one ter- adapted to be operated by a given rise of po- 
minal connected to earth and the other to an tential in the condenser, as set forth. 


elevated conducting-plate, which is adapted 
to receive the rays from a distant source of 
radiant energy, a local circuit connected with 
the condenser-terminals, a receiver therein, 
and a cireuit - controller therefor which is 
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Lo alt whom it may concern: 

Be it known thatI, NrxoLa TESLA, acitizen 
of the United States, residing at the borough 
of Manhattan, in the city, county, and State 
of New York, have invented certain new and 
useful Improvements in Methods of Utilizing 
Radiant Energy, of which the following is a 


. Specification, reference being had tothe draw- 


10 


ings accompanying and forming a part of the 
same. 

It is well known that certain radiations— 
such as those of ultra-violet light, cathodic, 


' Roentgen rays, or the like~possess the prop- 
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erty of charging and discharging conductors 
of electricity, the discharge being particu- 
larly noticeable when the conductor upon 
which the rays impinge is negatively electri- 
fied. These radiations are generally consid- 
ered to be ether vibrations of extremely small 
wave lengths, and in explanation of the phe- 
nomena noted it has been assumed by some 
authorities that they ionize or render con- 
ducting the atmosphere through which they 
are propagated. My own experiments and 
observations, however, lead me to conelu- 
sions more in accord with the theory hereto- 
fore advanced by me that sources of such 
radiant energy throw off with great velocity 
minute particles of matter which are strongly 
electrified, and therefore capable of charging 
an electrical conductor, or even if not so may 
at any rate discharge an electrified conduc- 
tor either by carrying off bodily its charge or 
otherwise. : 

_ My present application is based upon a dis- 


covery which I have made that when rays or 


radiations of the above kind are permitted 
to fall upon an insulated conducting body 
connected to one of the terminals of a con- 
denser, while the other terminal of the same 
is made by independent means to receive or 
to carry away electricity, a current flows into 
the condenser so long as the insulated body 
is exposed to the rays, and under the condi- 
tions hereinafter specified an indefinite ac- 
cumulation of electrical energy in the con- 
denser takes place. This energy after a suit- 
able time interval, during which the rays are 
allowed to act, may manifest itself in a pow- 


§0 erful discharge, which may be utilized for 


the operation or control of mechanical or elec- 


< 
trical devices or rendered useful in many 
other ways. 7 oo 

In applying my discovery I provide a con- 
denser, preferably of considerable electro- 
static capacity, and connect one of its ter- 
minals to an insulated metal plate or other 
conducting body exposed to the rays ‘or 
streams of radiant matter. It is very impor- 
tant, particularly in view of the fact fhatelec- 
trical energy is generally supplied at a very 
slow rate to the condenser, to construct ‘the 
same with the greatest care. I use by prefer- 
ence the best quality of micaas dielectric, tak- 
ing every possible precaution in insulating 
the armatures, so that the instrament may 
withstand great electrical pressures without 
leaking and may leave no perceptible electri- 
fication when discharging instantaneously. 
In practice I have found that the best results 
are obtained with condensers treated in the 
manner described in a patent granted to me 
February 23, 1897, No. 577,671. Obviously the 
above precautions should be the more rigor- 
ously observed the slower the rate of charg- 
ing and the smaller the time interval during 
which the energy is allowed to accumulate in 
the condenser. The insulated plate or con- 
ducting body should present as large a sur- 
face as practicable to the rays or streams of 
matter, I having ascertained that the amount 
of energy conveyed to it per unit of time is 


under otherwise identical conditions propor- ' 


tionate to the areaexposed,ornearlyso. Far- 
thermore, the surface should be clean and 
preferably highly polished or amalgamated. 
The second terminal or Armature of the con- 
denser may be connected to one of the poles 
of a battery or otheg source of electricity or 
to any conducting body or object whatever of 


-such properties or so conditioned that by its 


means electricity of the required sign will be 
supplied to the terminal. A simple way of 


supplying positive or negative electricity to 
the terminal is to connect the same either to’ 


an insulated conductor, supported at some 
height in the atmosphere, or to a grounded 
conductor, the former, ag is well known, fur- 
nishing positive and the latter negative elec- 


tricity. As the rays or supposed streams of’ 


matter generally convey a positive charge to 


the first condenser-terminal, which is connect- 
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ed to the plate or conductor above mentioned, 
I usually connect the second terminal of the 
condenser to the ground, this being the most 
convenient way of obtaining negative electric- 
ity, dispensing with the necessity of provid- 
ing an artificial source. In order to utilize 
for any useful purpose the energy accumu- 
lated in the condenser, I furthermore connect 
to the terminals of the same a circuit includ- 
ing an instrument or apparatus which it is de- 
sired to operate and another instrument or 
device for alternately closing and opening the 
circuit. This latter may be any form of cir- 


cuit-controller, with fixed or movable parts’ 


or electrodes, which may be actuated either 
by thestored energy or by independent means. 

The rays or radiations which are to be util- 
ized for the operation of the apparatus above 
described in general terms may be derived 
from a natural source, as the sun, or may be 
artificially produced by such means, for ex- 
ample, as an are-lamp, a Roentgen tube, and 
the like,.and they may be employed for a 
great variety of useful purposes. 

My discovery will be more fully. understood 
‘from the following detailed description and 
annexed drawings, to which reference is now 
made, and in which— 

Figure 1 isadiagram showing typical forms 
of the devices or elements as arranged and 
connected in applying the method for the op- 
eration of a mechanical contrivance or instru- 
ment-solely by the energy stored; and Fig. 2 
is a diagrammatical representation of a modi- 
fied arrangement suitable for special pur- 
poses, with a circuit-controller actuated by 
independent means. 

-Referring to Fig. 1, C is the condenser, P 
theinsulated plate or conducting body, which 
is.exposed to the rays, and P’ another plate or 
conductor, all being joined inséries,as shown. 
The terminals T T’ of the condenser are also 
connected to acircuit including a receiver R, 
which is to be operated, and a cireuit-control- 
45 ling device d, which in this case is.composed 

~ of two very thin conducting-plates¢ 1’, placed 
in close proximity and very mobile, either by 
reason of extreme flexibility or owing to the 
charater of their support. To improve their 
action, they should be inclosed in-a receptacle 
from which the air may be exhausted. The 
receiver R is shown as consisting of an. elec- 
tromagnet M,a movable armature a, a: re- 
tractile spring 6, and a ratchet-wheel w, pro- 
vided with a spring-pawl 7, which is pivoted 


to armature a, as illustrated. The apparatus: 


being arranged as shown, it will be found that 
‘when the radiations of the sun or of any other 
source capable of producing the effects before 
described fall upon the plate P an accumula- 
tion-of electrical energy in the condenser C 
-will result. This phenomenon, I believe, is 
best explained asfollows: Thesun as well as 
other sources of radiant energy throw off mi- 
nute particles of matter positively electrified, 
which, impinging upon the plate P, commu- 
nicate an electrical charge tothe same. The 
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opposite terminal of the condenser being con- 
nected to the ground, which may be consid- 
ered as avast reservoir of negative electricity, 
a feeble current flows continuously into the 
condenser, and inasmuch as these supposed 
particles are of an inconceivably small radius 
or curvature, and consequently charged toa _ 
relatively very high potential, this charging 
of the condenser may continue, as I have 
found in practice, almost indefinitely, even to 
the point of rupturing the dielectric. Obvi- 
ously whatever cireuit - controller be em- 
ployed it should operate to close the circuit 
in which it is included when the potential in 
the condenser has rgached the desired magni- f 
tude. Thusin Fig @yrhen the electrical pres- 
sure at the terminis T T’ rises to a certain 
predetermined value the plates tt, attract- 
ing each other, close the circuit connected to 
the terminals. This permits a flow of current 
which energizes the magnet M, causing it to 
draw down the armature a and impart a par- 
tial rotation to the ratchet-wheel w. As the 
current ceases the armature is.retracted by 
the spring } without, however, moving the 
wheel w. With the stoppage of the current 


the plates ¢ 7?’ cease to be attracted and sepa- 


rate, thus restoring the circuit fo its original 
condition. 

Many useful applications of this method of 
utilizing the radiations emanating from the 
sun or other source and many ways of carry- 
ing out the same will at once suggest them- 
selves from the above description. By way 


of illustration a modified arrangement is + _ 
shown in.Fig. 2, in which the source S of ra- -. 


diant energy is a special form of Roentgen 
tube devised by me having but one terminal 
k, generally of aluminium, in the form of 
half a sphere with a plain polished surface 
on the front side, from which the streams are 


‘thrown off. It may be excited by attaching 


it to one of the terminals of any generator of. 
sufficiently-high electromotive- force; but 
whatever apparatus be used it is important 
that the tube be exhausted to a high degree, 
as otherwise it might prove entirely ineffect- 
ive. The working or discharge circuit con- 
nected to the terminals T T’ of the condenser 


includes in this case the primary p of a trans- 


former and a circuit-controller comprising a 
fixed terminal or brush ¢ and.a movable ter- 
minal ¢' in theshape of a wheel with-conduct- 
ing and insulating segments which may be 
rotated at an arbitrary speed by any suitable 
means. In inductive relation to the primary 


‘wire or coil p is a secondary s, usually of a 


much greater number of turns, to the ends of 
which is-connected a receiver R. The ter- 
minals of the condenser being connected as 
indicated, one to an insulated plate P and 
the other to a grounded plate P’, when the 
tube S is excited rays or streams of matter 
are emitted from the same, which convey a 
positive charge to the plate P and condenser- 
terminal T, while termina! T’ is continuously — 
receiving negative electricity from the plate 
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| P’, This, as before explained, results in an 
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tive of the desired result. 
radiations of the source be stopped or inter-. 
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wm 


accumulation of electrical energy in the con- 
denser, which goes on as long-as the circuit 
including the primary p is intérrupted. 
Whenever the circuit is closed, owing to the 
rotation of the terminal ¢’, the stored energy 
is discharged through the primary 7, this giv- 
ing rise in the secondary s to induced cur- 
rents which operate the receiver R. . - 

It is clear from what has been stated above 
that if the terminal T’ is connected toa plate 
supplying positive instead of negative elec- 
tricity the rays should convey negative elec- 
tricity to plate P. The source S may be any 
form of Roentgen or Lenard tube; but it is 
obvious from the theory of action that in or- 
der to be very effective the electrical im- 
pulses exciting it should be wholly or at least 
preponderatingly of one sign. If ordinary 
symmetrical alternating currents are em- 
ployed, provision should be made for allow- 
ing the -rays to fall upon the plate P. only 
during those periods when they are produc- 
Evidently if the 


cepted or their intensity varied in any man- 
ner, a8 by periodically interrupting or ryth- 


‘mically varying the current exciting the 
. source, there will be corresponding changes 


30 


in the action upon the receiver R, and thus 


- Signals may be transmitted and many other 
* usefuleffects produced.  Furthermore,it will 


. 35 


be understood that any form of circuit-closer 
which will respond to or be set in operation 
when a predetermined amount of energy is 
stored in the condenser may be used in lieu 
of the device specifically described with ref- 
erence to Fig. 1, and also that the special 


* details of construction and arrangement of 


‘go. 


“45 


the several parts of the apparatus may be 
very greatly varied without departure from 
the invention. 7 
Having described my invention, what I 
elaim is— ; - vo. 
1. The method of utilizing radiant energy, 
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which consists in charging one of the arma- 
tures of a condenser by raysor radiations, and 
the other armature by independent- means, 
and discharging the condenser through asuit- 
able receiver, as set forth. 

2. The method of utilizing radiant energy, 
which consists in simultaneously charging 
a condenser by means of rays or radiations 


| and an independent source of electrical en- 


ergy, and discharging the condenser through 
a suitable receiver, as set forth. 

3. The method of utilizing radiant energy, 
which consists in charging one of the arma- 
tures of a condénser by rays or radiations, and 
the other by independent means, controlling 
the action or effect of said rays or radiations 
and discharging the condenser througha suit- 
able receiver, as set forth. . 

4, The method of. utilizing radiant energy, 
which consists in charging one of the arma- 
tures of a condenser by rays or radiations and 
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the other by independent means, varying the . 


intensity of the said rays or radiations and pe- 
riodically discharging the condenser through 
a suitable receiver, as set forth. 

5. The method of utilizing radiant energy, 


which consists in directing upon an elevated. 


Fo 


conductor, connected to one of the armatures © 


of a condenser, rays or radiations capable of 
positively electrifying the same, carrying off 
electricity from the other armature by con- 
necting the same-with the ground, and dis- 


-charging the accumulated energy through a 


suitable receiver, as set forth. 
6. The method of utilizing radiant energy, 
which consists in charging one of the arma- 


tures of a condenser by raysor radiations,and — 


the other by independent means, and effect- 
ing by the automatic discharge of the accumu- 
lated energy the operation or control of a 
suitable receiver, as set forth. 

‘NIKOLA TESLA. 
Witnesses: ; ; 
M. Lawson Dyer, . 
RICHARD DONOVAN. : 
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Original application filed July 16, 1900, Serial No, 23,847, 
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To ali whom it may concern: ; 

Be it known that I, Nrkona TEsua, a citi- 
ough of Manhattan, in the city, county, and 
State of New York, have invented certain 
new and useful Improvements in Methods of 
Signaling, of which the following is a speci- 
fication, reference being had to the drawings 
accompanying and forming a part of the 
same. 

In certain systems for transmitting intelli- 
gible messages or governing the movements 
and operations of distant automata electrical 
impulses or disturbances produced by suit- 
able apparatus are conveyed through the nat- 
ural media to a receiving-cireuit capable of 
responding to the impulses, and thereby ef- 
fecting the control of other appliances. Gen- 
erally a special device, highly sensitive, is 
connected to the receiving-cireuit, which in 
order to render it still more susceptible and 
to reduce the liability of its being affected 
by extraneous disturbances is carefully ad- 
justed so as to be in tune with the transmit- 
ter. By a scientific design of the sending 
and receiving circuits and other apparatus 
and skilful adjustment of the same these 
objects may be in a measure attained; but 
in long experience I have found that not- 
withstanding all constructive advantages and. 
experimental resources this method is in 
many cases inadequate. Thus while I have 
succeeded in so operating selectively under 
certain favorable conditions more than one 
hundred receivers in most cases it is prac- 
ticable to work successfully but a few, the 
number rapidly diminishing as, either owing 
to great distance or other causes, the energy 
available in the tuned circuits becomes 
smaller and the receivers necessarily more 
delicate. Evidently a circuit however well 
constructed and adjusted to respond exelu- 
sively to vibrations of one period is apt to! 
be affected by higher harmonies and still | 
more so by lower ones. When the oscilla- 
tions are of a very high frequency, the num- 


- ber of the effective harmonics may be large 


59 


and the receiver consequently easily dis- 
turbed by extraneous influences to such an 
extent that when very short waves, such as 


Divided and this application filed June 14,1901. Serial 
(No model.) . 


are used little advantage in this respect is to 
be derived from tuning the circuits. It be- 
ing an imperative requirement in most prac- 
tical applications of such systems of signal- 
ing or intelligence transmission that the sig- 
nals or messages should be exclusive or pri- 
vate, it is highly desirable to do away with 
the above limitations, especially in view of 
the fact which I have observed that the in- 
fluence of powerful electrical disturbances 
upon sensitive receivers extends even on 
land to distances of many hundreds of miles, 
and consequently, in accordance with theory, 
still farther on sea. To overcome these draw- 
backs and to enable a great number of trans- 
initting and receiving stations to be operated 
selectively and exclusively and without any 
danger of the signals or messages being: dis- 
turbed, intercepted, or interfered with in any 
way is the object of my present invention.. 
Broadly stated, this invention consists in 
generating two or more kinds or classes of 
disturbances or impulses of distinctive char- 
acter with respect to their effect upon a re- 
ceiving-cireuit and operating thereby a dis- 
tant receiver which comprises two or more 


-cireuits, each of which is tuned to respond 


exclusively to the disturbances or impulses 


of one kind or class and so arranged that the 


operation of the receiver is dependent upon 
their conjoint or resultant action. 

By employing only two kinds of disturb- 
ances or series of impulses instead of one, as 
has heretofore been done, to operate a re- 
ceiver of this kind I have found that safety 
against the disturbing influences of other 
sources is increased to such an extent that I 
believe this number to be amply sufficient in 
most cases for rendering the exchange of sig- 
nals or messages reliable and exclusive; but 
in exceptional instances a greater number 
may be used and a degree of safety against 
mutual and extraneous interference attained, 
such as is comparable to that afforded by a 
combination-lock. The liability of a receiver 
being affected by disturbances emanating 
from other sources, as well as that of the sig- 
nals or messages being received by instru- 
ments for which they are not intended, may, 
however, be reduced not only by an increased 


those produced by Hertzian spark apparatus, | number of the coéperative disturbances or 
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To ali whom it may concern: ; 

Be it known that I, Nrkona TEsua, a citi- 
ough of Manhattan, in the city, county, and 
State of New York, have invented certain 
new and useful Improvements in Methods of 
Signaling, of which the following is a speci- 
fication, reference being had to the drawings 
accompanying and forming a part of the 
same. 

In certain systems for transmitting intelli- 
gible messages or governing the movements 
and operations of distant automata electrical 
impulses or disturbances produced by suit- 
able apparatus are conveyed through the nat- 
ural media to a receiving-cireuit capable of 
responding to the impulses, and thereby ef- 
fecting the control of other appliances. Gen- 
erally a special device, highly sensitive, is 
connected to the receiving-cireuit, which in 
order to render it still more susceptible and 
to reduce the liability of its being affected 
by extraneous disturbances is carefully ad- 
justed so as to be in tune with the transmit- 
ter. By a scientific design of the sending 
and receiving circuits and other apparatus 
and skilful adjustment of the same these 
objects may be in a measure attained; but 
in long experience I have found that not- 
withstanding all constructive advantages and. 
experimental resources this method is in 
many cases inadequate. Thus while I have 
succeeded in so operating selectively under 
certain favorable conditions more than one 
hundred receivers in most cases it is prac- 
ticable to work successfully but a few, the 
number rapidly diminishing as, either owing 
to great distance or other causes, the energy 
available in the tuned circuits becomes 
smaller and the receivers necessarily more 
delicate. Evidently a circuit however well 
constructed and adjusted to respond exelu- 
sively to vibrations of one period is apt to! 
be affected by higher harmonies and still | 
more so by lower ones. When the oscilla- 
tions are of a very high frequency, the num- 


- ber of the effective harmonics may be large 
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and the receiver consequently easily dis- 
turbed by extraneous influences to such an 
extent that when very short waves, such as 


Divided and this application filed June 14,1901. Serial 
(No model.) . 


are used little advantage in this respect is to 
be derived from tuning the circuits. It be- 
ing an imperative requirement in most prac- 
tical applications of such systems of signal- 
ing or intelligence transmission that the sig- 
nals or messages should be exclusive or pri- 
vate, it is highly desirable to do away with 
the above limitations, especially in view of 
the fact which I have observed that the in- 
fluence of powerful electrical disturbances 
upon sensitive receivers extends even on 
land to distances of many hundreds of miles, 
and consequently, in accordance with theory, 
still farther on sea. To overcome these draw- 
backs and to enable a great number of trans- 
initting and receiving stations to be operated 
selectively and exclusively and without any 
danger of the signals or messages being: dis- 
turbed, intercepted, or interfered with in any 
way is the object of my present invention.. 
Broadly stated, this invention consists in 
generating two or more kinds or classes of 
disturbances or impulses of distinctive char- 
acter with respect to their effect upon a re- 
ceiving-cireuit and operating thereby a dis- 
tant receiver which comprises two or more 


-cireuits, each of which is tuned to respond 


exclusively to the disturbances or impulses 


of one kind or class and so arranged that the 


operation of the receiver is dependent upon 
their conjoint or resultant action. 

By employing only two kinds of disturb- 
ances or series of impulses instead of one, as 
has heretofore been done, to operate a re- 
ceiver of this kind I have found that safety 
against the disturbing influences of other 
sources is increased to such an extent that I 
believe this number to be amply sufficient in 
most cases for rendering the exchange of sig- 
nals or messages reliable and exclusive; but 
in exceptional instances a greater number 
may be used and a degree of safety against 
mutual and extraneous interference attained, 
such as is comparable to that afforded by a 
combination-lock. The liability of a receiver 
being affected by disturbances emanating 
from other sources, as well as that of the sig- 
nals or messages being received by instru- 
ments for which they are not intended, may, 
however, be reduced not only by an increased 


those produced by Hertzian spark apparatus, | number of the coéperative disturbances or 
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To alt whom it may. concern: : 


10 
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Be it. known that I, NIKOLA TESLA, a citi- 
zen of the United States, residing in-the bor- 
ough of Manhattan, in the city, county, and 
State of New York, have invented certain new 
aud useful Improvements in Systems of Sig- 
naling, of which the following is.a specifica- 
tion, reference being had to the drawings ac- 
companying and forming.a part of the same. 

Tn certain systems for transmitting intelli- 
gible messages or governing the movements 
and operations of distant automata electrical 
impulses or disturbances produced. by suit- 
able apparatus are conveyed.through the nat- 
ural media to a distant receiving-cireuit ca- 


pable of responding to the impulses, . and | 


thereby. effecting the. control of other appli- 
ances. . Generally a special device highly 
sensitive is connected. to the receiving-cir- 
cuit, which in order to render. it still more 
susceptible and to reduce the liability of ‘its 
being affected by extraneous disturbances 18 


- carefully adjusted. so. as to bein tune with 


25 


the transmitter... By a scientific design of the 
sending and receiving circuits and other ap- 


_ paratus and skilful adjustment of the same 


30 


these objects may be in a measure attained; 


from tuning the circuits. It being an im- 
perative requirement: in ‘most practical ap- 
plications of such systemsof signaling-or in- 
telligence transmission that the signals or 
messages should be exclusive or private, itis 
highly desirable to do away with the above 
limitations, especially in view of the fact, 
which I have observed, that the influence of 
powerful electrical disturbances upon sensi- 
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tive receivers éxtends, even on land, to dis- . 


tances of ‘many hundreds of miles,.and con- 
sequently in accordance with. theory still 
fartheronsea. To overcome these drawbacks 
and to enable a great number of transmitting 
and receiving stations to be operated select- 


ively and exclusively and without any dan- 


ver of the signals or messages being disturbed, 


intercepted, or interfered with in an 


Broadly stated, this ‘invention consists in 


but in long experience I have found that not- 


withstanding all constructiveadvantages and 
experimental... resources” 
many cases inadequate. Thus while I have 


- gueceeded ‘in so.operating selectively. under 


35 


40 


certain favorable conditions more than one 
hundred receivers in most cases it is practi- 
cable to work successfully but a few, the 


this: method: is’ in. 


number rapidly diminishing as, either owing» 


to great distance or other causes, the energy 
available’ in the tuned circuits becomes 
smaller and thereceivers necessarily moredeli- 
cate. -Evidently a cireuit however well con- 
structed-and adjusted to respond exclusively 
10 vibrations of one period is apt to be affect- 


‘cient in most. cases for rendering -the ex-. 


ed by-higher harmonics and still moreso by: 


45 


§9, 


lower ones. ( 
very high frequency, the number of the ef- 


- fective harmonics may be large; and the re- 
ceiver consequently easily disturbed by ex- 
traneous influences to such an extent that 
when very short- waves, such as. those ‘pro- 
duced by Hertzian spark apparatus, are used 

‘little advantage in this. respect. is derived 


When. the oscillations are of a: 


er y way is 
the object-of my: present invention. | : 


‘the combination of. means for generating and 


transmitting two or. more-kinds or:classes of 
disturbances or impulses of distinctive char- 
acter. with respect to their effect upon'a re- 
ceiving-circuit anda distant receiver which 


comprises two. or more Circuits of different 
electrical character or severally tuned, so as 


to: be responsive to the different. kinds or 
classes of impulses and which is dependent 


‘for operation upon the conjoint or resultant 
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80 


action of the twoor more circuits.or the sev- - 


eral instrumentalities controlled or operated 


thereby. By employing only. two. kinds of 
‘disturbances or series. of impulses instead of 


one; as has~ heretofore. been done. to:operate 
a receiver of this kind, I have..found that 


safety against. the disturbing influences of. 


other sources is increased to such an extent 
that I believe this number to be amply suffi- 
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change of signals-or messages reliable and — 


exclusive; but in exceptional instances a 
greater number. may be used and a degree of 


‘safety against mutual and extraneous inter- 


ference attained, such as is comparable. to 


that. afforded by a..combination-lock. © The 


liability of a receiver being affected by dis- 
tarbanees emanating from: other sources, as 
well as that of the signals or messages being 
received by instruments for which they are 
not intended, may, however, be reduced not 
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only by an increased number of the codpera- 
tive disturbances or. series of impulses, but 
also by a judicious choice of the same and 
the order in which they are made to act upon 
the receiver. 

Evidently there are a great many ways of 
generating impulses: or disturbances of any 
wave length, wave form, number or order of 
succession, or of any special character such 
as will. be capable of fulfilling the require- 
ments above stated, and there are also many 
ways in-which such impulses or disturbances 
may be made to codperate and to cause the 
receiver to be actuated, and inasmuch as the 
skill and practical knowledge i in these novel 
fields can only be acquired by long expe- 
rience the degree of safety and perfection at- 
tained will necessarily depend uponthe ability 
and resource of the expert who applies my 
invention; but in order to enable the same to 
be successfully practiced by any person pos- 
sessed only of the more general knowledge and 
experience in these branches I shall describe 
the simplest plan of carrying it out which is 
at present known to me. 

For a better understanding of the subject 
reference is now made to the accompanying 
drawings, in which— 

Figures 1 and2 represent diagram matically 
the apparatus and circuit connections em- 
ployed at the sending and receiving stations, 
respectively; and Figs. 3, 4, and 5 modified 
means which may be. employed in the prac- 
tical application of the invention. 

In Fig. 1, 8’ and S*.are two spirally-wound 
coils or “conductors connected with their in- 
ner ends to elevated terminals D’ and D?, re- 
spectively, and with their outer ends-to an 
earth-plate E.. These two coils; conductors, 
or systems D’ 8S’ E:and -D?S?E have different 
and suitably-chosen periods of vibration, and, 
as pointed out in other patents relating to my 
system of energy and intelligence transmis- 
sion, their lengths should be such that the 
points. of maximum pressure developed there- 
in coincide with the elevated terminals D’ D?. 
The two systems may have electrical oscilla- 
tions impressed upon them in any desired 
manner, conveniently by energizing them 
through primaries P’ and P?, placed in prox- 
imity to them. Adjustable inductances‘ L’ 
and L? are preferably ineluded in the pri- 
mary circuits chiefly for the purpose of regu- 
lating the rates of the primary oscillations. 
In the drawings these primaries P’.and P? 
surround the coils 8’ S*? and are joined in se- 
ries through the inductanees L’ L?, conductor 
I’, condensers C’ and C*, brush - holders B’ 
wud B*, and a toothed disk D, which is con- 
nected to the conductor F and, if desired, 


also tothe ground-plate EH, as shown, two inde- 
pendent primary circuits being thus formed. 
‘The condensers C’ and C* are of such capac- 
ity and the inductances L’ and L? are so ad- 
justed that each primary is in close resonance 
with its secondary system, as I have explained 


in other patents granted to me. 
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The brush- 
holders B’ and B?.are capable independently 
of angular and, if necessary, also of lateral 
adjustment, so that any desired order of suc- 
cession or any difference of time interval be- 
tween the discharges occurring in. the two 
primary circuits may be obtained. The con- 
densers being energized from asuitable source 
8, preferably of high potential, and the disk 
D being rotated, ‘its projections or teeth p p, 
coming rat periodieally- recurring intervals in 
very. close proximity to or, as the case may 
be, in contact with conductin g rods or brushes 
2", cause the condensers to be discharged 
in rapid succession through their respective 
circuits. In this matter the two secondary 
systems D'S’ EF and D* 8S? E are set.in vibra- 
tion and oscillate freely, each at its proper 
rate, for a certain period of time at every dis- 
charge. The two vibrations are impressed 
upon the ground through the plate E and 
spread to a distance reaching the receiving- 
station, which has two similar circuits or sys- 
tems e-s' d’ and e s* d? arranged and: con- 
nected in the same manner and tuned to the 


‘systems at the sending-station, so that each 


responds exclusively to one of the two vibra- 
tions produced by the transmitting apparatus. 
The same rules of ‘adjustment.are observed 
with respect to the receiving-circuits, care be- 
ing, furthermore, taken that the tuning is ef- 
fected when all the apparatus is connected 
to the circuits and placed in position, as any. 
change may more or less modify the vibration... 
Each | of the receiving-coils s’ and s* isshunt- 
ed .by.a local cireuit containing, respectively, 
sensitive devices a a, batteries b’ 67, adjust- 
able resistances r ‘7, and sensitive relays R' 
R?, all joined in series, as shown. The ‘pre- 
cise connections and arrangements of the va- 
rious receiving instruments are largely ‘im- 
material and may be varied in many ways. 
The ‘sensitive. devices a’. a? may be any. of 
the well-known devices of. this kind—as, for 
example, two conducting-terminals separated 
by a minute air-gap or a thin film of dielec- 
tric which is strained or weakened by a:bat- 
tery or other means to the point of breaking 
down and gives way to the slightest dis- 
tarbing influence. Its return to the normal 
sensitive state may be secured by momenta- 
rily. interrupting the battery - circuit after 
each operation or otherwise.. The relays R’ 
R? have armatures J’ /?, which are connected 
by a wire w and when attracted establish 
electrical contacts at c' and c?, thus closing 
a circuit containing a battery b3, an adjust- 
able resistance r*, and a relay R®, 

From. the above description it will be read- 


ily seen that the relay R’ will. be operated. 


only: when both contacts c’.and c* are closed. 

The apparatus at the sending-station may 
be controlled in any suitable manner—as, for 
instance, by momentarily closing the circuit 
of the source 8, two different electric vibra- 
tions being emitted ‘simultaneously or in 
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_ rapid succession, as may be desiréd, at each 


5 


closure of the circuit. The two receiving-cir- 


“cuits at the distant station, each tuned to re- 


spond to the vibrations ‘produced by one of 
the elements of the transmitter, affect the 
sensitive devices a’ and a? and cause the re- 
lays R’ and R? to. be operated and contacts c’ 
and c* to be closed, thus actuating the re- 


ceiver or relay R*, which in turn establishes 
_a contact © and brings into action a device 


a’ by means of a battery d‘, included in a lo- 
eal circuit, asshown; butevidently if through 


any extraneous disturbance only one of the 
circuits at the receiving-station is affected 


the relay R’ will fail to respond. In this way 
communication may be carried on with 


greatly- “increased safety against interference 
and privacy of the messages may be secured. 


* The receiving-station (shown in’ Fig. 2) is 
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“°° guch discharges. 
40 


supposed to De oné requiring no return mes- 


_sage; but if the use of the system is such that 
this is necessary then the two stations. will 


be similarly: equipped and any well-known 
means, which it is not thought necessary to 
illustrate here, may be resorted to for ena- 
bling the apparatus at each station to be used 
in turn as transmitter and receiver. In like 
manner the operation.of a receiver, as R’, 
may be made dependent, instead of upon two, 
upon more than two such transmitting sys- 
tems or circuits, and thus any desired degree 
of exclusiveness or privacy and safety against 
extraneous disturbances: may be . attained. 
The apparatus as illustrated in Figs. 1 and 
2 permits, however, special results to be 
secured by the adjustment of the order of 
succession of the discharge of the primary cir- 
cuits P’ and P’ or of the time interval betweén 
Toillustrate, the action of 
the relays R’ R* may be regulated either by 
adjusting the weights of the levers 1’ P, or 


_ the strength of the batteries 0’ 6*, or the re- 
_ sistances 7’ r*, or in other well- known ways, 
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so that when a certain order of succession or 
timeinterval betweenthe discharges of the pri- 


mary circuits P’ and P? exists at ‘the sending- 


station the levers /' and‘? will close the con- 
tacts c’ and‘c? at the same instant, and thus 


<"* operate the relay R*; but it will fail to pro- 
50 


duee this result when the order of succession 
of or the time interval between the discharges 
in the primary circuits is ‘another one. By 
these or similar means additional safety 
against disturbances from other sources may 
be attained and, on the other hand, the pos- 
sibility afforded of effecting the operation of 


signaling by varying the order of succession: 


of. the discharges of the two .cireuits. In- 


' stead of closing and opening the circuit of 


60 


the source §, as: before indicated, for the pur- 
pose of sending distinct signals it may be 
convenient to merely alter the period of either 


_ of the transmitting- circuits ar bitrarily, as by 


65 


varying the inductance of the primaries. 


Obviously there'is no_ necessity for using’ 


transmitters with two or more distinct ele- 
ments or circuits, as 8’ and 8%, since a suc- 


cession of waves orimpulses of differént char- 
acteristics may’ be ‘produced by an “instru- 
ment having but one such cireuit.: A few of 
the many ways which will ‘peadily: suggest 


. themselves to the expert who applies my in- 


vention are illustrated’ in Figs. 3, 4, and 5. 


‘In Fig. 3'a transmitting system e s° dis partly 
shunted by a rotating wheel or disk D*, which 


may be similar to that illustrated in Fig. 1 
and which cuts out periodically a portion of 


‘the coil or conductor s? or, if desired, bridges 


it by an adjustable condenser Cc, thus: alter- 
ing the vibration of the system ¢ ‘6e: ‘ at suit- 
able intervals and causing two distinct kinds 
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80 


or classes of impulses-to be ‘emitted in rapid. - 


succession by thesender. In Fig: 4a similar 
result is produced in the system es‘ d* by. 
periodically short-cireuiting, through an -in- 
duction-coil L? and a rotating disk D‘ with 


85 


insulating and condacting segments, ‘a cir- 


-euit pt in: inductive relation to said system. 


Again, in Fig. 5 three distinct vibrations are 
caused to-be “emitted by a system e s° d’, this 


result being produced: by inserting periodic- 


ally a suitable number of turns of an indac- 


tion-coil L! in series with the oscillating sys- 


tem by means of a rotating disk B® with: two 
projections p’ p’ and three ‘rods or brushes 7°, 
placed at'an angle of one hundred and twenty 
degrees relatively’ to each’ other. The three 
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transmitting systems or circuits thus pro- 


‘duced may be energized i in the same manner 


as those of Fig. 1 or in any other convenient 
way. Corresponding to each of these ‘cases 
the ‘receiving-station may be provided with 
two or three “circuits in an analogous manner 
to that illustrated in Fig. 2, it: being under- 
stood, of course, that the differerit vibrations 


or disturbances: emitted by the sender follow 


in such rapid succession upon each other-‘that 
they are practically simultaneous, so far as 


“the opération of such relays as R' and R? is 
concerned. Evidently, however, it is not nec- 


essary to employ two or more receiving-cir- 
cuits; but a single circuit may be used also 
at the receiving-station constructed and ar- 
ranged like the transmitting ‘cirenits or sys- 
teins illustrated in Figs. 3,4, and 5,in which 


case the corresponding disks, as’ D® Dt D5 at. 


the sending will be driven in synchronism 


with those at the receiving stations.as far as 


may be necessary to secure the desired result; 
but whatever the nature of the specific’ de- 
vices employed it will be seen that the funda- 
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mental idea in my invention is the operation : 


of a receiver by the conjoint or resultant ef- 
fect of two or more circuits each tuned to re- 
spond exclusively to waves, impulses, ‘or vi- 
brations of a certain kind or’ class’ produced 


125 


either simultaneously or suecessively” by, a 


suitable transmitter. 


It will be:seen from a consideration of the. 


nature of the method hereinbefore descr ibed. 
that the invention is applicable not only in 
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the special inanner described, in which the ‘ 


transmission of the ‘impulses is ‘effected 


through natural media, but for the transmis- 
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sion of energy for any purpose and whatever 
the medium. through which the impulses are 
conveyed. . 

What I claim is— 

1. In-asystem-for the transmission of elec- 
trical energy, the combination with means for 
producing two or more distinctive kinds of 
disturbances or impulses, of receiving - cir- 
cuits, each tuned to respond to the waves or 
impulses of one kind only, and a receiving de- 
vice dependent for operation: upon the con- 
joint action of the several receiving-circuits, 
as set forth. 

2, In a system for the transmission of elec- 
trical impulses and the operation or control, 
of signaling or other apparatus thereby, the 
combination with a transmitter adapted to 
produce two or more distinctive kinds or 
classes of disturbances or impulses, of sensi- 
tive receiving-circuits, each tuned to respond 
to the impulses or disturbances of one kind 
or class only, and a receiving device depend- 
ent for operation upon the conjoint action of 
the sensitive circuits, as set forth. 

3. In a system for the transmission of elec- 
trical impulses, and the operation or control 
of signaling, or other apparatus thereby, the 
combination with a transmitter adapted to 
produce two or more distinctive kinds or 
classes of disturbances or impulses, of sensi- 
tive circuits at the receiving point or station, 
each tuned to respond to the impulses or dis- 
turbances of one kind or class only, a local 
circuit arranged to be completed by the con- 
joint action of the sensitive circuits and a re- 
ceiving device connected therewith, as set 
forth. 

4, In a system for the transmission of elec- 
trical impulses, and the operation or control 
of signaling or other apparatus thereby, the 
combination with a transmitting apparatus 
adapted to produce two or more distinctive 
kinds of disturbances or impulses, of means 
for varying the time intervals of the emission 
of the impulses of the several kinds, sensi- 
tive circuits each tuned to respond to the im- 
pulses or disturbances of one kind only, and 
a receiving apparatus dependent for opera- 
tion upon the conjoint action of the sensitive 
circuits, as set forth. 

§. In a system, such as herein described, 
the combination with a transmitter adapted 
to produce a plurality of distinctive kinds of 
electrical disturbances or impulses, of a re- 
ceiving apparatus comprising a plurality of 
circuits, a sensitive device and a relay in- 
cluded in each circuit, and each said circuit 
being tuned to respond to the impulses or dis- 
turbanees of one kind only, and a receiving 
apparatus in a loeal circuit controlled by the 


- relays and adapted to be completed by the 
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conjoint action of all of said relays, as set 
forth. 

6. In asystem of the kind described, the 
combination with a transmitter adapted to 
produce two or more series of electrical oscil- 
lations or impulses of different frequencies, 
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of a receiving apparatus comprising a plural- 
ity of sensitive circuits each tuned to respond 
to the impulses of one of the series produced 
by the transmitter, and a signaling device de- 
pendent for its operation upon the ‘conjoint 
action of said circuits, as set forth. 

7. The combination with a plurality of 
transmitter elements, each adapted to pro- 
duce a series of impulses or disturbances of 
a distinctive character, and means for con- 
trolling and adjusting the same, of areceiver 
having a plurality of sensitive circuits each 
tuned so as to be affected by one of the series 
of impulses only, and dependent for opera- 
tion upon the conjoint action of all of said 
circuits, as set forth. 

8. The combination with a transmitter 
adapted to produce series of electrical im- 
pulses or disturbances of distinctive charac- 
ter and in a given order of succession, of a 
receiving apparatus comprising tuned cir- 
cuits responding to such impulses in a corre- 
sponding order, and dependent for operation 
upon the conjoint action of said elements, as 
set forth. 

9. In a receiving apparatus, the combina- 
tion with a plurality of sensitive circuits, sev- 
erally turned to respond to waves or impulses 
of a.different kind or class, a receiving-cir- 
cuit controlled by the sensitive circuits and 
a device connected with the receiving-circuits 
adapted to be operated when said circuit is 
completed by the conjoint action of two or 
more of the sensitive circuits, as set forth. 

10. A system for the transmission of elec- 
trical energy, having in combination means 
for producing and transmitting two or more 
"impulses of different periodicities to form a 
signal in a predetermined order of succession, 
as set forth. 

11. In a system forthe transmission of elec- 
trical energy, the combination with a trans- 
mitting apparatus comprising one or more cir- 
cuits, means for impressing therein oscilla- 
tions or impulses of different character and 
a receiving apparatus comprising a plurality 
of circuits each tuned to respond to the im- 
pulses of one kind produced by the transmit- 
ter and a receiver dependent’ for operation 
upon the conjoint action of the receiving-cir- 
cuits, as set forth. 

12. In asystem for the transmission of elec- 
trical energy, the combination with a trans- 
mitting apparatus comprising a transformer 
and means for impressing upon the secondary 
element of the same oscillations or impulses 
of different character, of a receiving appara- 
tus comprising a plurality of circuits each 
tuned to the impulses of one kind emitted by 
the secondary of the transmitting - trans- 
former, and a receiver dependent for opera- 
tion upon the conjoint action of the receiv- 
ing-circnits, as set forth. 

13. Ina system for the transmission of elec- 
trical energy, the combination with a trans- 
mitting apparatus comprising a transformer 
and means for impressing upon the secondary 
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elements of the same oscillations or impulses 
of different periodicities and in a given order 
of succession, of a receiving apparatus com- 
prising a plurality of circuits each tuned to 
5 respond to the transmitted impulses of one 
period, and a receiver dependent for opera- 
tion upon the conjoint action of the receiving- 
circuits, as set forth. . , 

14. In a signaling system, the combination 


10 of means for generating a series of electrical 


{impulses of different periodicities, receiving- 
circuits of differing electrical periods of vi- 
bration, and an indicating mechanism oper- 
ated to give an intelligible indication only 


15 when currents are induced in the receiving- 


circuitsin a predetermined order, asset forth. 
15. In a system for the transmission of en- 
ergy, the combination of two or more circuits 


5 


differing with respect of one of their elec- 
trical constants,means for energizing said cir- 
cuits, and an indicating mechanism operative 
only by conjoint action. of two or more cur- 
rents generated by waves from the sending- 
station, as set forth. 

16. In asystem for the transmission of elec- 
trical energy, the combination with a traus- 
mitter adapted to produce electrical waves or 
oscillations varying in character in a prede- 


‘termined order, of-a receiving instrument re- 


sponsive to said oscillations and dependent 
for operation upon the action thereof.in a cor- 
responding order, as set:forth. 
_ NIKOLA -TESLA. 
Witnesses: 
JOHN C. KERR, 
RicHaRD 8. DONOVAN. 
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to ald whom tt nay concern: 

Be it known that I, Nrkona Tusa, a citizen 
of the United States, residing in the borough 
of Manhattan, in the city, county, and State 
of New York, havediscovered a new and useful 


Improvementin the Artof Transmitting Elec- | 


trical Energy Through the Natural Media, of 
which the following is a specification, refer- 
ence being had to the drawings accompanying 
and forming a part of the same. ~ 

It is known since a long time that electric 


‘currents may be propagated through the 


earth, and this knowledge has been -utilized 
in many ways in the transmission of signals 
and the operation of a variety of receiving de- 
vices remote from the source of energy, 
mainly with the object of dispensing with a 
return conducting-wire. Itis also known that 
electrical disturbances may be transmitted 
through portions of the earth by grounding 
only one of the poles of the source, and this 
fact J have made use of in systems which | 
have devised for the purposes of transmitting 
through the natural media intelligible signals 
or power and which are now familiar; but all 
experiments and observations heretofore made 
have tended to contirm the opinion held by 
the majority of scientitic men that the earth, 
owing to its immense extent, although pos- 
sessing conducting properties, does not be- 
have in the manner of a conductor of limited 
dimensions with respect to the disturbances 
produced, but, on the contrary, much like a 
vast. reservoir or ocean, which while it may be 
locally disturbed by a commotion of some 
kind remains unresponsive and quiescent in 
a large part orasawhole. Still another fact 
now of common knowledge is that when elec- 
trical waves or oscillationsare impressed upon 
such a conducting-path as.a metallic wire re- 
fiection takes place under certain .conditions 
from the ends of the wire, and in consequence 
of the interference of the impressed and re- 
flected oscillations the. phenomenon of **sta- 
tionary waves” with maxima and. minima in 
definite fixed:.positions is produced. In any 
casethe existence-of these waves indicates that 
some:of:the outgoing waves‘have reached the 
boundaries of the conducting-path and’ have 
besh reflected trom. the same. Now I have 


discovered that notwithstanding its vast. di- 
mensions and contrary to all observations 
heretofore made the terrestrial globe may in 
a large part or as a whole behave toward dis- 
turbances impressed upon it in the same man- 
ner as a conductor of limited size, this fact 
being demonstrated by novel phenomena, 
which I shall hereinafter describe. 

In the course of certain investigations 
which I carried on for the purpose of studying 
the effects of lightning discharges upon the 
electrical condition of the earth | observed 
that sensitive receiving instruments arranged 


so as to be capable of responding to electrical. 


disturbances created by the discharges at 
times failed to respond when they should have 
done so, and upon inquiring into the causes 
of this unexpected behavior I discovered it to 
be due to the character of the electrical waves 
which were produced in the earth by the 
lightning discharges and which had nodal re- 
gions following at definite distances the shift- 
ing source of the disturbances. From data 
obtained ina large number of observations 
of the maxima and minima of these waves I 
found their length to vary approximately 
from twenty-five to seventy kilometers, and 
these results and certain theorctical,deduc- 
tions led me to the conclusion that waves of 
this kind may be propagated in all directions 
over the globe and that they may be of still 
more widely differing lengths,the extreme lim- 
its being imposed: by the physical dimensions 
and properties of theearth. Recognizing in the 
existence of these waves an unmistakable evi- 
dence that the disturbances created had been 


‘conducted from their origin to the most re- 


mote portions of the globe and had been 
thence reflected, I conceived the idea of pro- 
ducing such waves in the earth by artificial 
means with the object of utilizing them for 


rmany useful purposes for which they are or 


might be found applicable. This problem 
was rendered extremely difficult owing to the 
immense dimensions of the planet, and conse- 
quently enormous movement of electricity or 


rate at which electrical energy had to be de- 


livered in order to approximate, even ina re- 


mote degree, movements or rates which are. 


manifestly attained in the displays of elec- 
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trical forces in nature and which seemed at | by me and not well known; but when it is de- 


first unrealizable by any human agencies; but 
by gradual and continuous improvements of 
a generator of electrical oscillations, which I 
have described in my Patents Nos. 645,576 
and 649,621, I finally succeeded in reaching 
electrical movements or rates of delivery of 
electrical energy not only approximating, 
but, as shown in many comparative tests and 
measurements, actually surpassing those of 
lightning discharges, and by means of. this 
apparatus I have found it possible to repro- 
duce whenever desired phenomena in the earth 
the same as or similar to those due to such 
discharges. With the knowledge of the phe- 
nomena discovered by me.and the means at 
command for accomplishing these results I 
am enabled not only to carry out many opera- 
tions by the use of known instruments, but 
also to offer a solution for many important 
problems involving the operation or control 
of remote’ devices which for want of this 
knowledge and the absence of these means 
have heretofore been entirely impossible. For 
example, by the use of such a generator of 
stationary waves and receiving apparatus 
properly placed and adjusted in any other lo- 
cality, however remote, it is practicable to 
transmit intelligible signals or to control or 
actuate at-will any one or all of such appa- 
ratus for many other important and valuable 


- purposes, as for indicating wherever desired 
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the correct time of an observatory or for as- 


‘ certaining the relative position of a body or 


distance of the same with reference to a given 
point or for determining the course of a mov- 
ing object, such as a vessel at sea, the distance 
traversed by the same or its’speed, or for pro- 
ducing many other useful effects at'a distance 
dependent’ on the intensity, wave length, di- 
rection or velocity of movement, or other fea- 
ture or property of disturbances of this char- 
acter. 

Ishall typically illustrate the manner of ap- 
plying my discovery by describing one of the 
specific uses of the same—namely, the trans- 


mission of intelligible signals or messages be-— 


tween distant points—and with this object, ref- 


erence is now made to the accompanying draw-. 


ings, in which— 

Figure i represents diagrammatically the 
generator which produces stationary waves in 
the earth, and Fig. 2 an apparatus situated in 
a remote locality for recording the effects of 
these waves. 

In Fig. 1, A designates a primary coil form- 
ing part of-a transformer and consisting gen- 
erally of a few turns of a stout cable of inap- 
preciable resistance, the ends of whith are 
connected to the terminals of asource of pow- 
erful electrical oscillations, diagrammatically 
represented by B. This source is usually a 
condenser charged toa high potential and dis- 
charged in rapid succession through the pri- 


mary, ag in a type of transformer invented 


l 


‘small. 


power. 


sired to produce stationary waves of great 
lengths an alternating dynamo of suitable: con- 
struction may be used to energize the primary 
A. Cisaspirally-wound secondary coil with- 
in the primary having the end nearer to the 
latter connected to the ground E’ and the other 
end toan elevated terminal E. The physical 
constants of coil C, determining its period of 
vibration, are so chosen and ad justed that the 
secondary system E’ C E is in the closest pos- 
sible resonance with the oscillations impressed 
upon it by the primary A. It is, moreover, 
of the greatest importance in order to still 
further enhance the rise of pressure and to 
increase the electrical movement in the sec- 
ondary system that its resistance be as small 
as practicable and its self-induction as large 


_as possible under the conditions imposed. 


The ground should be made with great care, 
with the object of reducing its resistance. 
Instead of being directly grounded, as indi- 
cated, the coil C may be joined .in series or 
otherwise to the primary A, in which case the 
latter will be eonnected to the plate E’; but 
be it that none or a part or all of the primary 
or exciting turns are included in the coil C 
the total length of the conductor from the 
ground-plate E’ to the elevated terminal E 
should be equal to one-quarter of the wave 
length of the electrical disturbance in the sys- 
tem E’ C E or else equal to that length mul- 
tiplied by an odd number. This relation be- 
ing observed, the terminal Ei will be made to 
coincide with the points of maximum pres- 
sure in the secondary or excited circuit, and 
the greatest flow of electricity will take place 
in the same. In order to. magnify the elec- 
trical movement in the secondary as much as 
possible, it is essential that its inductive con- 
nection with the primary A should not be 
very intimate, as in ordinary transformers, 
but loose, so as to permit free oscillation— 
that is to say, their mutual induction should be 
The spiral form of coil C secures this 
advantage, while the turns near the-primary A 
are subjected to a strong inductive action and 
develop a high initial: electromotive force. 
These adjustments and relations being care- 


.fully completed’ and other constructive fea- 


tures indicated rigorously observed, the elec- 
trical movement: produced in the secondary 
system. by the inductive action of the primary 
A will be enormously magnified, the increase 
being directly proportionate to the inductance 
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and-frequency and inversely to the resistance — 


of the secondary system. 1 have found it 
practicable to produce in this manner an elec- 
trical movement thousands of times greater 
than the initial--that 1s, the one impressed 
upon the secondary by the primary A—-and I 
have thus reached activities or rates of flow of 
electrical energy in tlte system E’ C E meas- 
ured by many tens of thousands of horse- 
Such immense movements of elec- 
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tricity give rise to a variety of novel and | 
striking phenomena, among which are those ! 
already described. The powerful electrical | 
oscillations in the system FE’ C E being com- 
munieated to the round cause correspond- 


ing vibrations to be propagated to distant 


_ parts of the globe, whence they are reflected | 
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and by interference with the outgoing vibra- 
tions produce: stationary waves the. crests | 
and hoilows of which lie in parallel circles | 
relatively to which the ground-plate I’ may 
be considered to be the pole. Stated other- : 
wise, the terrestrial conductor is thrown into | 
resonance with the oscillations impressed | 
upon it just like a wire. More tban.this, a 
number of facts ascertained by me clearly 
show that the movement of electricity through | 
it follows certain laws with nearly mathemat- | 
ical rigor. For the present it will be suffi- } 
cient to state that the planet behaves like a | 
perfectly smooth or polished conductor of in- | 
appreciable resistance with capacity and self | 
induction uniformly: distributed along. the 
axis of symmetry of wave propagation and | 
transmitting slow electrical oscillations with- 
out sensible distortion and attenuation. 

Besides the above three requirements seem 
to be essential to the establishment of the 
resonating condition. 

First. The earth’s diameter passing through 
the pole should be an odd multiple of the 
quarter wave length—that is, of the ratio be- 
tween the velocity of light-—-and four times the 
frequency of the currents. 

Second. It is necessary to employ oscilla- 
tions in which the rate of radiation of energy 
into space in the form of hertzian or electro- 
magnetic waves is very small. To give an, 
idea, T would say that the frequency should be 
smaller than twenty thousand per second, 
though shorter waves might be practicable, 
The lowest frequency would appear to be six 
per second, in which ease there will be but | 
one node, at or near the ground-plate. and, par- 
adoxical as it may seem, the effect will increase 
with the distance and will be greatest in a 
region diametrically opposite the transmitter. 
With oscillations still slower the earth, strictly 
speaking, will not resonate, but simply act as 
a capacity, and the variation of potential will 
be more or less uniform over its entiresurtace. 

Third. The most essential requirement is, 
however, that irrespective of frequency the 
wave or wave-train should continue for acer- 
tain interval of time, which I have estimated 
to be not less than one-twelfth or probably 
0.08484 of a second and-which is taken in 
passing to and returning from the region dia- 
metrically opposite the pole over the earth’s 
surface with a mean velocity of about four 
hundred and seventy-one thousand two hun- 
dred and forty kilometers per second. 

The presence of the stationary waves may 
be detected in many ways. For instance, a 
circuit may be connected directly or induct- 


3 


ively to the ground and to an elevated termi- 
nal and tuned to respond more effectively to 
the oscillations. Another way is to connect 
a tuned circuit to the ground at two points 
lying more or less in a meridian passing 
through the pole K’ or, generally stated, to 
any two points of.a different potential. 

In Fig. 2 I have shown a device for detect- 
ing the presence of the waves such as I have 
used in a novel method of magnifying feeble 
effects which I have described in. my Patents 
Nos. 685,953 and 685,955. It consists of a 
cylinder D, of insulating material, which is 


| moved at a uniform rate of speed by clock- 


work or other suitable motive power and is 
provided ‘with two metal rings F EF’, upon 
which bear brushes « and «’, connected, re- 
spectively, to the terminal plates P and P’. 
From the rings F EF’ extend narrow metallic 
segments sand »’, which by the rotation of 
the cylinder Dare brought alternately into 
contact with double brushes / and 4’, carried 
by and in contact with conducting-holders-/ 
and 4’, supported in metallic bearings G and 
G’, as shown. ‘The latter are connected to 
the terminals T and T’ of a condenser HH; and 
it should be understood that they are capable 
of angular displacement as ordinary brush- 
supports. The object of using two brushes; 
as # and 4, in each of the holders / and /’ is 
to vary at will the duration of the electric eon- 
tact of the plates P and P’ with the terminals 
T and I”, to which is connected a receiving- 
circuit including a receiver Rand a device d, 


; performing the duty of closing the receiving- 
| circuit at predetermined intervals of time and 


discharging the stored energy through the re- 
ceiver. In the present case this device con- 
sists of a cylinder made partly of conducting 
and partly of insulating material v and ’, re- 
spectively, which is rotated at the desired rate 
of speed by any suitable means. The con- 
ducting part. is in good electrical connection 
with the shaft S and is provided with taper- 
ing segments 7.7’, upon whielv slides a brush 
A‘, supported on a conducting-red /, capable 
of longitudinal adjustment in a metallic sup- 
port #. Another brush, 7, is arranged to bear 
upon the shaftS, and it will be seen that when- 
ever one of the segments 7#” comes in contact 
with the brush / the circuit including the re- 
eciver R is completed and the condenser dis- 
chargedthrough thesame. By an adjustment 


‘of the speed or rotation of the cylinder / and 


a displacement of the brush / along the eyl- 
inder the circuit may be made to open and 
close in as rapid succession and remain open 
or closed during such intervals of time as may 
be desired. The plates P and P’, through 
which the electrical energy is conveyed to the 
brushes « and @’, may be ata considerable dis- 
tance from each other in the ground or one in 
the ground and the other in the air, prefer- 
ably at some height. If but oné plate is con- 
nected to carth and the other maintained at an 
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elevation, the location of the apparatus must | varying the length of the waves under obsery- 


be determined wifi, reference to the position 


of the stationary waves established by the | 
generator, the effect evidently being greatest ; 
| ceiving station or stations. 
On the other hand, if both plates be connect- | 
| different wave length a resultant stationary 
selected with reference to the difference of | 


ina maximum and zero in a nodal region. 
ed to earth the points of connection must be 


potential which it is desired to secure, the 
strongest effect being of course obtained when 
the plates are at a distance equal to half the 
wave length. 

In illustration of the operation of the sys- 
tem let it be assumed that alternating elec- 
trical impulses from the generator are caused 
to produce stationary waves in the earth, as 
above described, and that the receiving appa- 
ratus is properly located with reference to the 
position of the nodal and ventral regions of 
the waves. Thespeed of rotation of the cyl- 


inder D is varied until it is made to turn dn | 


synchronism with the alternate impulses of 
the generator, and the position of the brushes 
Zand 2’ is adjusted by angular displacement 
or otherwise, so that they are in contact with 
thesegments $ andS’ during the periods when 
the impulses are at or near the maximum of 
their intensity. These requirements being 
fulfilled, electrical charges of the same sign 
will be conveyed to each of the terminals of 
the condenser, and with each fresh impulse it 
will be charged to a higher potential. The 
speed of rotation of the cylinder d being ad- 
justable at will, the energy of any number of 
separate impulses may thus be accumulated 
in potential form and discharged through the 
receiver R upon the brush /: coming in con- 
tact. with one of the segments 7#’. It will be 
understood that the capacity of the condenser 
should be such as to allow the storing of a 
much greater amount of energy than is re- 
quired for the ordinary operation of the re- 
ceiver. Since by this method a relatively 
great amount of energy and in a suitable form 
may be made available for the operation of a 
receiver, the latter need not be very sensitive; 
but when the impulses are very weak or when 
it is desired to operate a receiver very rap- 
idly any of the well-known sensitive devices 
capable of responding to very feeble influences 
may be used in the manner indicated or in 
other ways. Under the conditions described 


the stationary waves the receiver will be acted 
upon by current impulses more or less intense, 
according to its location with reference to the 
maxima and minima of said waves; but upon 
interrupting ap reducing the flow of the cur- 
rént the stationary waves will disappear or 
diminish in intensity. Hencea great variety 
of effects may be produced in a receiver, ac- 
cording to the mode in which the waves are 
controlled. It is practicable, however, to 
shift the nodal and ventral regions of the 
waves at will from the sending-station, as by 


ance of the above requirements. Tn thisman- 
ner the regions of maximum and minimum 
effect may be made to coincide with any re- 
By impressing 
upon the earth two or. more oscillations of 


wave may he made to travel slowly over the 
globe, and thus a great variety of useful ef- 
fects may be produced. Evidently the course 
of a vessel may be easily determined without 
the use of a compass, as by a circuit connect- 
ed to the earth at two points, for the effect 
exerted upon the circuit will be greatest when 
the plates P P’ are lying on a meridian pass- 
ing through ground-plate KE’ and will be «-/ 
when the plates are located at a parallel cir- 


‘ele. Ifthe nodal and ventral regions are main- 


tained in fixed positions, the speed of a vessel 
carrying areceiving apparatus may be exactly 
computed from observations of the maxima 
and minima regions successively traversed. 
This will be understood when it is stated that 
the projections of all the nodes and loops on the 
earth’s diameter passing through the pole or 
axis of symmetry of the wave movement are 
all equal. Hence in any region at the surface 
the wave length can he ascertained from sim- 
ple rules of geometry. Conversely, knowing 
the wave length, the distance from the source 
can be readily calculated. In like ways the 
distance of one point from another, the lati- 
tude and longitude, the hour, &c., may be de-- 
termined from the observation of such sta- 
tionary waves. If several such generators of 
stationary waves, preferably of different 
length, were installed in judiciously-selected 
localities, the entire globe could be subdivided 
in definite zones of clectric activity, and such 
and other important data could beat once ob- 
tained by simple calculation or readings from 
suitably-graduated instruments. Many other 
useful applications of my discovery will sug- 
gest, themselves, and in this respect I do not 
wish to limit myself. Thus the specilic plan 
herein described of producing the stationary 
waves might be departed from. For exam- 
ple, the cireuit which impresses the powerful 
oscillations upon the earth might be connected 
to the latter at two points. In this applica- 
tion I have advanced various improvements 


J | in means and methods of producing and util- 
it is evident that during the continuance of | 


izing electrical effects which either in connec- 
tici: with my present discovery or independ- 


- ently of the same may be usefully applied. 


I desire it to be understood that such novel 
features as are not herein specifically claimed 
will form the subjects of subsequent applica- 
tiorts. 

What I now claim is— 

1. The improvement in the art of transmit- 
ting electrical energy to a distance which con- 
sists in establishing stationary electrical waves 
in the earth, as set forth. 

2. The improvement in the art of transmit- 
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ting electrical energy to a distance which con- 
sists in impressing upon the earth electrical 
oscillations of such character as to produce 


stationary electrical waves therein, as set’ 


forth.. 

3. The improvement in the art of transmit- 
ting and utilizing electrical energy which con- 
sists in establishing stationary electrical waves 
in the natural conducting media,,and operat- 
ing thereby one or more receiving devices re- 


‘mote from the source of energy, as set forth. 


4, The improvement in the art of transmit- 
ting and utilizing electrical energy which con- 
sists in establishing in the natural conducting 
media, stationary electrical’ waves of prede- 
termined length and operating thereby one or 
more receiving devices remote from thesource 
of energy and properly located with respect 


S 


to the. position of-such waves, as herein set 
forth. 

_ 5. The improvement in the art of transmit- 
ting and utilizing electrical energy, which con- 
sists in establishing in the natural conducting 
media, stationary electrical. waves, and vary- 
ing the length of such’ waves, as herein ,set 
forth. 

6. The improvement in the art of transmit- 
ting and utilizing electrical energy, which con- 
sists in establishing in the natural conducting 
media stationary electrical waves and shifting 
the nodal and ventral regions of these waves, 


as described. 
NIKOLA TESLA. 
Witnesses: 
M. Lawson Dyer, 
BengAMIn Miner. 
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To all whom it may concern: 

Be it known that I, Nrxora Trsua, a citi- 
zen of the Uniiid States, residing at New 
York, in the county and State of New York, 


‘have invented certain new and useful Im- 


provements in Fluid Propulsion, of which 
the following is a full, clear, and exact de- 
scription, .. 


In the practical application of mechanical. 


power based on the use of a fluid as the ve- 
hicle. of energy, it has been demonstrated 
that, in order to attain the highest economy, 


. the changes in velocity. and direction of 
. movement of the fluid should be as gradual 


15 


as possible. In the present forms of such 


. apparatus more or. less sudden changes, 
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shocks and vibrations are unavoidable. Be- 
sides, the employment of the usual devices 
for imparting energy to a fluid, as pistons, 


‘paddles, vanes and blades, necessarily in- 


troduces. numerous defects and limitations 
and adds to the complication, cost. of: pro- 
duction and maintenance of the machine. 
The object of my present invention is to 
overcome these deficiencies in apparatus de- 
signed for the propulsion of fluids and to 
effect thereby the transmission and_ trans- 
formation of mechanical energy through the 
agency of fluids in a more perfect manner, 
and. by means simpler.and more economical 


‘than those heretofore employed. I accom- 


_ plish-this by causing the propelled fluid to 
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' versely, if the body be place 


molecular separation. 


move in natural paths or stream lines: of 


_least resistance, free from constraint and dis- : 
turbance such as occasioned by vanes or. 


kindred devices, and te change its velocity 
and direction of movement by imperceptible 
degrees, thus avoiding the losses due to-sud- 
den variations while the fluid is. receiving 


energy. 


It is well kmown that a fluid possesses, 
among others, two salient properties: ad- 
hesion and viscosity. Owing to these a body 
propelled through such a medium encoun- 
ters a peculiar impediment known as “ lat- 
eral” or “skin resistance”y which ‘is two- 


fold; one arising from the shock of the fluid. 
against the asperities of the solid substance, : 


the other from internal forces oP. osing 

As an inevitable con- 
sequence, a certain amount of the fluid is 
dragged along by the moving body. Con- 
in a fluid in 


in the direction of movement. These effects, 


in themselves, are of daily observation, but 


I believe that I am the first to apply them in 
a practical and economical manner for im- 
parting energy to or deriving it from a fluid. 

The subject of this application is an‘ in- 
vention pertaining to the art of imparting 
energy to fluids, and.I shall now proceed to 
describe its nature-and the principles of con- 
struction of the apparatus which I have de- 


vised for carrying it out by reference to the 


accompanving drawings which illustrate an 


‘operative and. efficient embodiment of the 


same. Oo 
Figure 1 is a partial end view, and Fig. 
2 is a vertical cross section. of a pump or 
compressor constructed: and adapted to be 


‘operated in accordance with my invention. 


70 


In these drawings the device illustrated | 


contains a runner composed ofa plurality 
of flat rigid disks 1 of a suitable diameter, 
keyed to a shaft 2, and held in position by a 


| threaded nut 3,.a shoulder 4 and washers 5, 


of the requisite thickness. Each disk has a 
number of central openings 6, the solid por- 


‘tions between which form spokes 7, prefér- 


ably curved,.as shown, for the purpose of 
reducing the loss of energy due to the impact 
of the fluid. The runner is mounted in a 
two part volute casing 8, having stuffin 

boxes 9, and inlets 10 leading to its centra 
portion. In addition a gradually widening 


and rounding outlet 11.1s provided, formed . 


with a flange for ‘connection to a pipe as 
usual: The casing 8 rests upon a base 12, 


. shown only in part, and supporting the bear- 


ings for the shaft 2; which, being of ordinary 
construetion, are omitted from 

An understanding of the principle em- 
bodied in this device will be gained from 
the following description of its mode of 
operation. Power being applied to the 
shaft-and the runner. set in rotation in the 


‘direction of the solid arrow the. fluid by 


reason of its properties of adherence and 


‘viscosity, upon entering, through the inlets 


10 and coming in contact with the disks 1 
is taken hold of by the same and subje*ted 


‘to two forces, one acting tangentially in the 


direction of rotation, and the other radially 
outward, The combined effect of these tan- 
gential and centrifugal forces is to propel 


© 


0 
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the fluid with continuously increasing ve- ~~ 
motion, for the same reasons, it is impelled | locity in a spiral path until it reaches the 
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outlet 11 from which it is ejected. This 
spiral movement, free and undisturbed and 
essentially dependent on the properties of 
the fluid; permitting it to adjust itself to 
natural paths or stream lines and to change 
its velocity and direction by ‘nseusible de- 
grees, is characteristic of this. method of 
propulsion and advantageous in its applica- 
tion. While traversing the chamber inclos- 
ing the runner, the particles of the fluid 
may complete one or more turns, or but a 
part of one turn. In any given case their 
path can be closely calculated and graphi- 
cally represented, but fairly accurate esti- 
mate of turns can be obtained simply by ce- 
termining the number of revolutions re- 
quired to renew the fluid passing through 
the chamber and multiplying it by the ratio 
between. the mean speed of the fluid and 
that of the disks. I have found that the 
quantity of fluid propelled in this manner 
is, other conditions being equal, approxi- 
mately proportionate to the active surface of 
the runner and to its effective speed. For 
this reason, the performance of such ma- 
chines augments at an exceedingly high rate 
with the increase of their size and speed of 
revolution. 

The dimensions of the device as a whole, 
and the spacing of the disks in any given 


-machine will be determined by the condi- 


tions and requirements of special cases. It 
may be stated that the intervening distance 
should be the greater, the larger the diam- 
eter of the disks, the longer the spiral path 
of the fluid and the greater its viscosity. In 
general, the spacing should be such that the 
entire mass of the fluid, before leaving the 
runner, is accelerated to a nearly uniform 
velocity, not much below that: of the periph- 
ery of the disks under normal working con- 
ditions and almost equal to it when the out- 


let is closed and the particles move in con- 


centric circles. It may also be pointed out 


that such a pump can be made without open- 


ings and spokes in the runner, as by using 
one or more solid disks, each in its own cas- 
ing, in which form the machine will be 
eminently adapted for sewage, dredging and 
the like, when the water is charged with 
foreign bodies and spokes or vanes espe- 
cially objectionable. 
Another application of this principle 
which I have discovered to be not onl 
feasible, but thoroughly practicable and off- 
cient, is the utilization of machines such as 
above described for the compression or rare- 
faction of air, or gases in general. In such 
cases it will be found that most of the gen- 


eral considerations obtaining in the case of. 


liquids, properly interpreted, hold true. 
When, irres 
fluid, considerable pressures. are desired, 
staging or compoun: may be resorted to 
in the usual way the individual runners be- 


ward the center. 


tive of the character of the 
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ing, preferably, mounted on the same siaft. 
It should be added that the sume end may 
be attained with one single runner by suit- 
able deflection of the fluid through rotative 
or stationary passages. 

The principles underlying the invention 
are capable of embodiment also in that 
field of mechanical engineering which is 
concerned in the use of fluids as motive 
agents, for while in some respects the ac- 
tions in the latter case are directly op osite 
to those met with in the propulsion o Raids, 
the fundamental laws applicable in the two 
cases are the same. In other words, the 
operation above described is reversible, for 
if water or air under pressure be admitted 
to the opening 11 the runner is get in rota- 


70 


tion in the direction of the dotted arrow by © 


reason of the peculiar properties of the fluid 
which traveling in a spiral path and with 
continuously diminishing velocity, reaches 
the orifices 6 and 10 through which it is 
discharged. 


85 


When apparatus of the general character - 


above described is employed for the trans- 
mission of power, however, certain depar- 
tures from structural similarity between 
transmitter and receiver may be necessary 
for securing the best result. I have, there- 
fore, included that part of my invention 
which is directly applicable to the-use of 
fiuids as motive agents in a separate. appli- 
cation filed January 17, 1911, Serial No. 
603,049. It may be here pointed out, how- 
ever, as-is evident from the above consid- 


‘erations, that when transmitting power from 


one shaft to another by such machines, any 
desired ratio between the speeds of rota- 
tion may. be obtained 
the diameters of the , or by suitably 
staging the transmitter, the receiver, or both, 
But it may be stated that in one respect, 
at least, the two machines aré essentially dif- 
ferent. In the pump, the radial or static 


pressure, due to centrifugal force, is added. 


to the tangential or dynamic, thus increas- 


ing the effective head and assisting in the ex- | 
P 


sion of the fluid. In the motor, on the 
contrary, the first named pressure, ing 
opposed to that of supply, reduces the ef- 
fective head and velocity of radial flow to- 
Again, in the propelled 
machine a great torque is always desirabl 
this calling for an in number of 
disks and smaller distance of separation, 
while in the propelling machine, for numer- 
ous economic reasons, the rotary effort 
should be the smallest. and the speed the 
greatest practicable. Many other consid- 
erations, which will naturally them- 
selves, may affect the design and construc- 
tion, but the preceding is thought to con- 
tain all necessary information in this re- 
gard. 


by proper selection of © 
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of construction and operation above set forth, 
are capable «f embodiment in machines of 
the most widely different forms, and adapt- 
ed for the greatest variety of purposes. In 
the above, I have sought to describe and ex- 
plain only the general and typical applica- 
tions of the principle which I believe I am 
the first-to realize and turn to useful ac- 
count. 

I do not claim in this application the 
method herein described of imparting en- 
ergy to a fluid, having made that discovery 
the subject of a copending application Serial 
No. 735,914. 

What I claim is: 

. 1. A machine for propelling or imparting 
energy to fluids comprising in combination 
a plurality of spaced clisks rotatably mounted 
and having plane surfaces, an inclosing cas- 
ing, ports of inlet at the central portion of 
suid casing and through which the fluid is 
adapted to be introduced to the axial por- 
tions of the disks, and ports of outlet at the. 
peripheral portion of the casing through 


-’ which the fluid, when the machine is driven 


8 


by power, is-adapted to be expelled, as set 
forth. ; 

2. A machine for propelling or imparting 
energy to fluids, comprising in combination 


a volute casing provided with ports of in- ; 


let and outlet at its central and peripheral 
portions, respectively, and a runner mounted 
within the casing and composed of spaced 
disks with plane surfaces haying openings 
adjacent to the axis of rotation. 

3. A rotary pump, comprising in combi- 


35 


nation a plurality of spaced disks with . 


plane surfaces mounted on a rotatable shaft 
and provided with openings adjacent there- 
to, a volute casing inclosing the said disks, 
means for admitting a fluid into that por- 
tion of the casing which contains the shaft 
and an outlet extending tangentially from 
the peripheral portion of said casing. ; 
Tn testimony whereof I affix my signature 
in the presence of two subscribing witnesses. 
NIKOLA TESLA. 
Witnesses: 
M. Lawson Dyer, 
Drury W. Coorrr. 
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- N. TESLA. 
TURBINE, 
APPLIGATION FILED JAN. 17, 1911. 


1,061,206. Patented May 6, 1913. 
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To all whom it may concern: 

Be it known that I, Nrxota Testa, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
have. invented certain new and useful Im- 
provements in Rotary Engines and Tur- 
bines, of which the following is a full, clear, 
and exact description. 

In the practical application of mechani- 


‘eal power. based on the use of fluid as the 


vehicle of enérgy, it has been demonstrated 
that, in order to attain the highest economy, 
the changes in the velocity and direction 
of movement of the fluid should be as 
gradual as possible. In the forms of appa- 
ratus heretofore devised or proposed, more 
or less sudden changes, shocks and vibra- 
tions are unavoidable. Besides, the employ- 
ment of the usual devices for imparting to, 
or deriving energy from a fiuid, such as pis- 
tons, paddles, vanes and blades, necessarily 
introduces numerous defects and limitations 
and adds to the complication, cost of pro- 


_ duction and maintenance of the machines. 


25 


The object of my invention is to over- 
come these deficiencies and to effect the 
transmission and transformation of me- 


- chanical energy through the agency of 


3 


Qo 


35 


45 


50 


fluids in a more perfect manner. and by 
means simpler and ‘more economical than 
those heretofore employed. I accomplish 
this by causing the propelling fluid to move 
in natural paths or stream lines of least 
resistance, free from constraint and disturb- 


‘ance such as occasioned by vanes or kindred 


devices, and to change its velocity and di- 


- rection of movement by imperceptible de- 


grees, thus avoiding the losses due to sud- 
den variations while the fluid is imparting 
energy. 

It is well known that a fluid possesses, 
among others, two salient properties, ‘ad: 
hesion and viscosity. Owing to these ‘a 
solid body propelled through such a medium 
encounters a peculiar impediment kno‘wn as 
“lateral” or “skin resistance,” which is twe- 
fold, one arising from the shock of the 
fluid against the asperities of the solid sub- 
stance, the other from internal forces op- 
posing molecular separation. As an-inevi- 
table consequence a certain amount of the 
fluid is dragged along by the moving body. 


_ Conversely, if the body be placed in.a fluid 


in motion, for the same reasons, it’ is im-, 


Specification of Lettets Patent. 


1909, Serial No. 528,882, Divided and this application filed January 
“17,1911. Serial No. 608,049. 


Patented May 6, 1913. 


pelled in the direction of movement. These 
effects, in themselves, are of daily observa- 
tion, but I believe that I am the first to ap- 
ply them in a practical and economical man- 
ner in the propulsion of fluids or in. their 
use as motive agents. © 
In an application filed by me October 
21gt, 1909, Serial Number 523,832 of which 
this case is a division, I have illustrated the 
ptinciples underlying my discovery as em- 
bodied in apparatus designed for the pro- 
pulsion of fluids. The same principles, how- 
ever, are capable of embodiment also in 
that field of mechanical engineering which 
is concerned in the use of fluids as motive 
agents, for while in certain respects the 
operations in the latter case are directly 


opposite to those met with in the propul-- 


sion of fluids, and the means employed 
may differ in some features, the fundamen- 


tal laws applicable in the two-cases are the 


same. In other words, the operation is re- 
versible, for if water or air under pressure 
be admitted to the opening constituting the 
outlet of a pump or blower as described, the 
runner is set in rotation by reason of the 
peculiar properties of the fluid which, in 
its movement through the device, imparts 
its energy thereto. 
The present application, which is a di- 


vision of that referred to, is specially in- 


tended to describe and claim my discovery 


above set forth, so far as it bears on the use — 


of fluids as motive agents, as distinguished 
from the applications of the same to the 
propulsion or compression of fiuids. 

In the drawings, therefore, I have illus- 
trated only the form of apparatus designed 
for the thermo-dynamic conversion of en- 
ergy, a field in which the applications of 


the principle have the greatest practical - 


value. . — : 

. Figure 1 is a. partial end view, and Fig. 
2 a vertical cross-section of a rotary engine 
or turbine, constructed and adapted to be 
operated in accordance with the principles 
of my invention. ' 

The apparatus comprises a runner com- 
posed of a plurality of flat rigid disks 13 
of suitable diameter, keyed to a shaft 16. 
and held in position thereon by a threaded 
nut 11, a shoulder 12; and intermediate 
washers 17. The disks have openings 14 
adjacent to the shaft and spokes 15, which 


& 


may be substantially straight. For the sake 
of clearness, but a few disks, with compara- 
tively wide intervening spaces, are illus- 
trated. . oe 

The runner is 
prising two end castings 19, which contain 
the bearings for the shaft 16, indicated but 
not shown in detail; stuffing boxes 21 and 
outlets 20. The end castings are united by 
a central ring 22, which is bored out to a 
circle of a slightly larger diameter than thal 
of the disks, and has flanged extensions 25, 


10 


and inlets 24, into which finished ports or. 


nozzles 25 are inserted. Circular grooves 26 
and labyrinth packing 27 are provided on 
the sides of the runner. Supply pipes 28, 
with valves 29, are connected to the flanged 
extensions of the central ring, one of the 
valves being normally closed. 

For a more ready and complete under- 
standing of the principle of operation it 3s 
of advantage to consider first the actions 

- that take place when the device is used for 
- the propulsion of fluids for which purpose 
let it be assumed that power is applied to 


15 


20 


in a clockwise direction. Neglecting, for the 
moment, those features of construction that 
make for or against the efficiency of the de- 
vice as a pump, as distinguished from a mo- 
tor, a fiuid, by reason of its properties of 
adherence and viscosity, upon entering 
through the inlets 20, and coming in contact 
with the disks 13, is taken hold of by the 
latter and subjected to two forces, one act- 
ing tangentially in the direction of rotation, 
and the other radially outward.’ The com- 
bined effect of these tangential and centrifu- 
gal forces is to. propel the fluid with econ- 
tinuously increasing velocity in a spiral path 
until it reaches a suitable peripheral outlet 
from which it is ejected. This spiral move- 
ment, free and undisturbed and essentially 
dependent on the properties. of the fiuid, per- 
mitting it to adjust itself to natural paths 
or stream lines and to:change its velocity and 
direction by insensible degrees, is a charac- 
teristic and essential feature of this principle 
-. of operation. . | _ 
56 
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While traversing the chamber inclosing 


. the runner, the particles of the fluid may 
complete one or more turns, or but a part 


of one turn, the path followed being capable. 


of close calculation and graphic representa- 
tion, but fairly accurate estimates of turns 
can be obtained simply: by determining the 
number of revolutions required to renew the 
fluid passing through the chamber and mul- 
tiplying it by the ratio between the mean 
go “speed of the fluid and that of the disks. I 
have found that the quantity of fluid pro- 
pelled in this manner, is, other conditions be- 
ing equal, approximately proportionate to 
the active surface of the runner and to its 
gp effective speed. For this reason, the per: 


5 
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mounted in a casing com- 


the shaft and the runner set in rotation say’ 
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formance of such machines augments at an 
exceedingly high. rate with the increase of 
their size and speed of revolution. 

The dimensions of the device ds a whole, 
and the spacing of the disks in any given 7 
machine will be determined by the conditions 
and requirements of special cases. ‘Tt may. 
be stated that the intervening distance should . 
should be the greater, the larger the diameter 
of the disks, the longer the spiral path of 
the fluid and the greater its viscosity. In 


-general, the spacing should be such that the 


entire mass of the fluid, before leaving the 
runner, is accelerated. to a nearly uniform 
velogity, not much below that of the periph- 
ery of the disks under normal working con- 
ditions, and almost equal to it when the out- - 
let is closed and the particles move in con- 
centric circles. 

Considering now the converse of the above 
described’ operation and assuming that finid 
under pressure be allowed to pass through 
the valve at the side of the solid arrow, the 
runner will be set in rotation in a clockwise 
direction, the fluid traveling in a spiral path 
and with continuously diminishing velocity 
until it reaches the orifices 14 and 20, through 
which it is discharged. If the runner be al- 
lowed to turn freely, in. nearly frictionless 
bearings, its rim will attain a speed closely 
approximating the maximum of that of the 
adjacent fluid and the spiral path of the 
particles will be comparatively long, consist- 
ing of many almost circular turns. If load 
is put on and the runner slowed down, the 
motion of the fluid is retarded, the turns are 
reduced, and the path is shortened. 

Owing to a number of causes affecting the 
performance, it is difficult to frame a precise 
rule which would be generally applicable, 
but it may be stated that within certain 
limits, and other conditions being the same, 
the torque is directly proportionate to the - 
square of the velocity of the fluid relatively | 
to the runner and to the effective area: of the 1 


disks and, inversely, to the distance separat- 


ing them. ‘The machine will, generally, per- 
form its maximum work when the effective 
speed of the runner is one-half of that of the 
fluid; but to attain the highest economy, the 
relative speed or slip, for any given pertform- 
ance, should be as small as possible. This 
condition may be to any desired degree ap- 
proximated by increasing the active area of 
and reducing the space between the disks. 

- When apparatus of the kind described is 
employed for the transmission of power cer- 
tain departures from similarity between 
transmitter and: receiver are necessary for 
securing the best results. It is evident that, 
when transmitting power from one shaft to 
another by such machines, any desired ratio 
between the speeds of rotation may be ob- 
tained by a. proper selection of the diame- 


ters of the disks, or by suitably staging the 1 
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transmitter, the receiver or both.. But it 
may be pointed. out that in one respect, at 
least, the two machines are essentially dif- 
ferent.. In the pump, the radial or static 
pressure, due to centrifugal force, is added 
to the tangential or dynamic, thus increas- 
ing the effective head and assisting in the 
expulsion of the fluid. In. the motor, on the 
contrary, the first named pressure, being op- 
posed to that of supply, reduces the effective 
head and the velocity of radial flow toward 
the center. Again. in the propelled machine 
a great torque is always desirable, this call- 
ing for an increased. number of disks and 
smaller distance of separation, while in the 
propelling machine, for numerous economic 
reasons, the rotary effort should be the small- 
est and the speed the greatest practicable. 
Many other considerations, which will nat- 
urally suggest themselves, may affect the de- 
sign and construction, but the preceding is 
thought to contain all necessary informa- 
tion in this regard. 

In order to bring out a distinetive feature. 
assume, in the first place, that the motive 
medium is admitted to the disk chamber 
through a port, that is a channel which it 
traverses with nearly uniform velocity. In 
this case, the machine will operate as a 
rotary engine, the fluid continuously ex- 
panding on its tortuous path to the central 
outlet. The expansion takes place chiefly 
along the spiral path, for the spread in- 
ward is opposed by the centrifugal force 
due to the velocity of whirl and by the great 
resistance to radial exhaust. It is to be ob- 
served that the resistance to the passage of 
the fluid between the plates is, approxi- 
mately, proportionate to the square of the 
relative speed, which is maximum in the 
direction toward the center and equal to 
the full tangential velocity of the fluid. 
The path of least resistance, necessarily 
taken in obedience to a universal law of 
motion is, virtually, also that of least rela- 
tive velocity. Next, assume that the fluid 
is admitted to the disk chamber not through 
a port, but a diverging nozzle, a device coa- 
verting wholly or in part, the expansive into 
velocity-energy. The. machine will then 
work rather like a turbine, absorbing the 
energy of kinetic momentum of the particles 
as they whirl, with continuously decreasing 
speed, to the exhaust. 

The above description of the operation, I 


may add, is suggested by experience and ob-: 


seryation, and is advanced merely for the 
purpose of explanation. The undeniable 
fact is that the machine does operate, both 
expansively and impulsively. When the ex- 
pansion. in the nozzles is complete, or nearly 
so, the fluid pressure in the peripheral clear- 
ance space is small; as the nozzle is made 
less divergent and its section enlarged, the 
pressure rises, finally approximeting that of 


a circular bore. 


8 


the supply. | But the transition from purely 
impulsive to expansive action ma'y not be 


continuous throughout, on account of criti-- 


cal states and conditions and comparatively 
great variations of pressure may be caused 
by small changes of nozzle velocity. 

In the preceding it has been assumed that 
the pressure of supply is constant or con- 
tinuous, but it will be understood that the 
operaticn will be, essentially the same if the 
pressure be fluctuating or intermittent, as 
that due to explosions occurring in more or 
less rapid succession. . 

A very desirable feature, characteristic of 
machines constructed and operated in ac- 
cordance with this invention, is their capa- 
bility of reversal of rotation. Fig. 1, while 
illustrative of a special case, may be re- 
garded as typical in this respect. If the 
right hand valve be shut off and the fiuid 
supplied through the second pipe, the runner 
is rotated in the direction of the dotted ar- 
row, the operation, and also the performance 
remaining the same as before. the central 
ring being bored to a circle with this purpose 
in view. The same result may be obtained 


in many other ways by specially designed 


valves, ports or nozzles for reversing the 
flow, the description of which is omitted 
here in the interest’ of simplicity and clear- 
ness. For the same reasons but one opera- 
tive port or nozzle is illustrated which might 
be adapted to a volute but dees not fit best 
Tt will be understood that 
a number of suitable inlets mav be provided 
around the periphery jof the runner to im- 
prove the action and that the construction 
of the machine may be modified in many 


ways. 

Still another valuable and probably 
unique quality of such motors or prime mov- 
ers may be described. By proper construe- 
tion and observance of working conditions 
the centrifugal pressure, opposing the pas- 
sage of the fluid, may, as already indicated, 
be made nearly equal to the pressure of sup- 
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ply when the machone is running idk. If . 


the inlet section be large, small changes in 
the speed of revolution will produce great 
differences in flow which are further en- 
hanced by the concomitant variations in the 
length of the spiral path. A self-regulating 
machine is thus obtained bearing a striking 
resemblancé to a direct-current electric mo- 
tor in this resect that, with great differences 
of impressed pressure in a wide open chan- 
nel the flow of the fluid through the same is 
prevented by virture of rotation. Since the 
centrifugal head increases as the square of 
the revolutions, or even more rapidly, and 
with modern high grade steel great periph- 
eral velocities are practicable, 1t is possible 
to attain that condition in a single stage 
machine, more readily if the runner be of 
large diameter. Obviously this problem is 
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facilitated by. compounding, as will be un- 


-derstocd: by those skilled in: the art. - Irre- 


spective of its-bearing on economy, this. tend- 
ency which. is, to a degree, common to 
motors of the above description, is of special 
advantage in the operation of large units, as 
it affords a safeguard against running away 
and destruction. Bésides these, such a prime 
mover possesses many other advantages, both 
constructive and. operative.. It.is simple, 
light and compact, subject to but little wear, 
cheap and exceptionally easy to manufac- 
ture as small clearances and accurate milling 


work are not essential to good nerformance. 


In operation it is reliable, there being no 
valves, sliding contacts or troublesome vanes. 
It is almost free of windage, largely inde- 
pendent of nozzle efficiency and suitable for 
high as weil as for low fiuid velocities. and 
speeds of revolution. , 

It will be understood that the principles 


. of construction and operation above gener- 
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ally set forth, are capable of embodiment in 
machines of the most widely different forms, 
and adapted for the greatest variety of pur- 
poses. In my present specification I have 
sought to describe and explain only the gen- 
eral and typical applications of the principle 
which I believe I am the first to realize and 
turn to useful account.., : 

What Iclaimis: - 

1. A machine adapted to be propelled by 
a fluid consisting in the combination with a 
casing having inlet and outlet ports at the 
seripheral and central portions, respectively, 
of a rotor having: plane spaced surfaces be- 
tween which the, fluid may, flow in natural 
spirals and’ by adhesive and viscous action 
impart its enerov of movement to the retor, 
as described. ; 

2. A machine adapted to. be propelled by 
a fluid, comprising a rotor composed of a 


_ plurality of plane spaced disks mounted on a 


45 


50 


shaft.and open at or near the same, an in- 
closing casing with a peripheral inlet or in- 
lets, in the plane of the disks, and an outlet 
or outlets in its central portion, as described. 


+ 3, A rotary engine adapted to be propelled 


by adhesive and viscous action of a continu- 
ously expanding fluid comnrising in combi- 


‘nation a casing forming a chamber, an inlet 


or inlets tangential to the periphery of the 
same, and an outlet or outlets in its central 
portion, with a rotor composed of spaced 
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‘disks mounted on a shaft, and open-at_or, 
near the same; as described. | 2 es 

4, A machine adapted to be propelled by-.” 
fluid, consisting in the combination of a plu-. 
tality of disks mounted on a shaft and open: 
at or near the same, and an inclosing casing: 
-with ports or passages of inlet and outlet: 


at the peripheral and central: portions, re- 
spectively, the disks being spaced to. form: 
passages through which the fluid may flow, 
under the combined influence of:radial and 


tangeritial forces, in a natural spiral path. 
from. the periphery toward the .axis of the. 
disks, and impart its energy of movement to: 
‘the same by its adhesive and viscous action 
‘thereon, as set forth. OS , 


5. A machine adapted to be propelled by 
‘'a fluid comprising in combinatien a plural- 
ity of spaced disks rotatably mounted and 
having plane surfaces, an inclosing casing 
and ports or passages of inlet and outlet ad- 


_jacent to the periphery and center of the 


disks, respectively. as set forth, - | 
6. A machine adapted to ve propelled by a 
fluid comprising in combination. a. runner 


composed of a plurality of disks having. 


plane surfaces and mounted at intervals on 
a central shaft, and formed with. openings 
near their centers, and means for admitting 


“I 


5 


the propelling fluid into the spaces between 


the disks at the periphery and discharging it § 


at the center of the same, as set forth. 


7. A thermo-dynamic conyerter, compvis- _ 
ing in combination .a series of rotatably. 


mounted spaced disks with plane surfaces, 
an inclosing casing, inlet ports at the 
ripheral portion and outlet. ‘ports leading 
from the.central portion of the same, as set 
forth. - - Co 

8. A thermo-dynamic converter, compris- 


ing in combination a series of. rotatably : 


mounted spaced disks with plane surfaces 
and having openings adjacent to their cen- 
tral portions, an inclosing casing, inlet ports 
in the peripheral portion, and outlet ports 
leading from the central portion of the same, 
as set forth. 

In testimony whereof I affix my signature 
in the presence of two subscribing witnesses. 


NIKOLA TESLA. 
‘Witnesses: , 


M. Lawson Dyer, 
Wa. Boueper. 
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NIKOLA TESLA, OF NEW YORE, WN. ¥, 


FOUNTAIN, 


Appiication filed October 28, 1913. 


Lo ali whom ig may concern : ; 

Be it known that I, Nuxona Tasta, a citi- 
zen of the United Siates, residing at New 
York, borough ‘of Manhattan, county. and 
State of New York, have invented certain 
new-and useful Improvements in Fountains, 
of which the following is. a ful, clear, and 
exact description, oO 

Tt has been customary heretofore in foun- 


Specification of Letters Patent. 


tains and aquarian displays, to project 
spoits, jets, or sprays of water from suitable 
fixtures, chiefly for decorative and beautify- 
ing’ ptirposes. Invariably, the quantity of 
the issuing fluid was small and the pleasing 
impression on the eve was solely the result 
of the more or less ‘artistic arrangement of 
the streamlets and ornaments employed, 
The present invention is a departure from 
such praetice in that it relies principally 
on the fascinating speciacle of a large mags 
of Suid in motion and the display of seem- 
Ingly great power. Ineidentally, it permits 
the realization of beautiful and striking 
Views through. illumination and the dispo- 
sition of voluminous cascades which, more- 
ful. purposes in 


Ways not practicable with the ‘old and fa- 
miliar devices. These objects are accom- 
plished by the displacement of a great vol- 
ume of fluid with a relatively small expendi- 
ure of enerev in the production and mainte- 
nance of a veritable waterfall as distin- 
guished from a mere spout, jet or spray, 
The underlying idea of the invention can 
be carried ont by apparatus of widely varied 
design, but in the present instance the sim- 
plest forms, of which T am aware, are shown 
as embodiments of the principle involved. : 
In the accompanying drawing, F igure 1 is 
a top plan and Fig. 2°a vertical central sec. 
i appliance which I have 
devised fot the purpose, Fig. 8 and Fig. 4 
illustrate: torresponding views of a similar 
device of much simpler construction. 
- Referring to the first, 1 represents a re- 
ceptacle of any suitable material, as inetal, 
Blass, porcelain, marble, cement or. other 
compound, with a central hub 9 and a coni- 
cal conduit 3, dared ont at the top and pro- 
vided with openings 4 at the bottom, Tn 
the hub 2 is inserted » shaft 5 rotatably sup- 
on ball bearings 6 and carrying at 
its lower end a friction pulley or gear wheel 
* To the upper end of the shaft is fastened 
a casting 8, preferably of some non-corrosive 


alloy, with blades $ constituting a screw | 


Patented Océ, 13, £9144, 
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which is shown in this instance as the best 
known propelling device; but it will be un- 
derstood that other means may be employed, 
A motor 10 is suitably mounted so ‘as, to 
transmit through wheel ll, by friction or 
otherwise, power to the pulley or wheel-7, 
Gpenings + may be covered with removable 
strainers and receptacles 1 may be provided 
yaith convenient connections, respectively, 
for cleaning and renewing the liquid. It ig 
thought unnecessary to show these attach- 
ments in the drawing, . 

The operation will be readily 
Receptacle t being filled to the proper level 
with water or other finid, and the power 
turned on, the propeller blades 9 ave set in 
rotation and the fluid, drawn through the 
openings 4, is lifted to the horizontal flared 
out top of conduit 3 until it overflows in the 
form of a bireular cascade, 

In. ordei to prevent the wetting of the 
bearings of shaft 5, the central hub 2 of re. 
ceptacle 1 is made to project above conduit 
3. The latter is funnel shaped for reasons 
of economy, and also for-the purpose of re- 
ducing the speed and securing a smooth and 
even overflow, As the lift js inconsiderable, 
little power is needed to keep in motion a 
great volume of water and the impression 
produced on the observer js very striking. 
With the view of still further economizing 
entrey, the bottom of receptacle 1 may be 
shaped as indicated by the dotted lines 12, 
in Fig, 9 
intake of the propeller. 

To convey an idea of the resilts obtain- 
able with a small apparatus, properly de- 
signed, it may be stated that by applying 
only 1/95 of a horse-power to the shaft and 


understood, 


assuming a lift of eighteen inches, more’ 
‘than one hundred gallons per minute may 


be prepelled, the depth of the finid passing 


over the flared top of conduit 3, one foot in- 
As j 


diameter, being nearly one-half inch. 
the cirenlation is extremely rapid: the total 
quantity of liquid required is com paratively 
small. About one tenth of that delivered per 
minute will be, gene rally, sufficient. Such 9 
cascade presents a singularly attractive ap- 
pearance and this. feature may be still fur- 
ther enhanced by artistic grouping of plants 
or other objects around it, in which ‘case 
the whole contrivance inay be hidden from 
view. Particularly beautiful displays, how- 
ever, are obtainable by Uhunination which 
may be carried out in many ways, To 


20 as to increase the velocity at the 
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heighten the effect, a colored, opalescent or 
phosphorescent fluid may be employed. 
Sterilizing, aromatic or radio-active liquids 


. may also be used, when so desired. The 


usual fountains are objectionable. in many 
places on account of the facility they- afford 
for the breeding of insects. The apparatus 
described not only makes this, impossible 
but is a very efficient trap. Unlike the old 
devices in which only a very small, volume 


of water is set in motion, such a waterfall is 
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is highly effective in cooling the surround-. 


ing atmosphere. To still improve this ac- 
tion the free end 13 of the rotating shaft 
may’ be utilized to carry any kind of fan. 


The water may, of course, be artificially - 


cooled. 

The device described may be modified in 
many ways and also considerably simplified. 
For example, the propeller may be fixed di- 
rectly to the shaft of the motor and _ the 
latter supported conveniently from above 
when many of the parts illustrated in Fig. 1 


-and Fig. 2 may be dispensed with. In fact, 


receptacle 1 itself may be replaced by an 
independent tank or basin so that the entire 
apparatus will only consist of a funnel 
shaped conduit, motor and propeller as a 
unit. Such a constructién is shown in Fig. 
3 and Fig. 4 in which 3 is a conical vessel 
provided with intake openings 4 and rest- 
ing on a substantial base. A motor 14, car- 
rying on a strong shaft 5 a propeller’ 9, is 
fixed to supports 15 which extend from the 
inner side of conduit 3 and may be integral 
with the'same. Obviously, to insure ‘per- 
fect working the weight of the moving parts 
and axial reaction of the propeller should 
be taken up or balanced as by a thrust bear- 
ing 16, or other means. 

Apparatus of this description is especially 
intended for use in open basins or reservoirs 
in which it may be placed and put in action 
at short notice. When it is desired to pro- 
duce large and permanent waterfalls the 
conduit 8 may be formed by masonry. of 
appropriate archit -tural design. 

The invention has. an unlimited field of 
use in private dwellings, hotels, theaters, 


concert halls, hospitals, aquaria and, par- 
ticularly, in squares, gardens and parks in” 


which it may be carried out on a large scale 
so as to afford a magnificent spectacle far 
more captivating and stimulating to the 
public than the insignificant displays now 
m. use. , 


T am well aware that artificial water falls. 


have heretofore been exhibited and that foun- 
tains in which the same water is circulated 
are old and well known. But in all such 
cases independent pumps of small volumet- 


1,118,716 \ 


ric capacity were used to raise the water to 


an appreciable height which involved the 


expenditure of considerable energy, while 
the spectacle offered ‘to the eye was uninter- 
esting. In no instante, to my, knowledge, 
has a great mass of fluid been propelled by 
the use of only such power as is required to 


lift it from its normal level through a. 


relatively short space to that from which 
it overflows and descends as a cascade, nor 
have devices especially adapted for the pur- 
pose been employed. 

What I claim is: 

1. An artificial fountain consisting of an 
unobstructed conduit having an elevated 
overflow and adapted to be set in a body of 
water, and a propelling device for main- 
taining a rapid circulation of the water 
through the conduit. 

9, An artificial fountain comprising in 
combination an unobstructed conduit having 
an elevated overflow and adapted to be set 
in a body of fluid, a propeller within ‘the 


conduit for maintaining a rapid circulation 


of the fluid through the same, and a motor 


for driving the propeller. 


3. The artificial fountain. herein de- 
scribed, comprising in combination a re- 
ceptacle, a central hollow conduit with an 
elevated overflow placed therein, a propeller 
within the conduit. and a motor for driving 
the propeller, so as to maintain a rapid cir- 
culation of fluid through the conduit. 

4. The artificial fountain herein de- 
scribed, comprising in combination, a re- 
ceptacle, 
set. therein, a central hub extending u 
through the conduit, a rotary shaft extend- 
ing therethrough, and a propeller carried 
by the shaft for maintaining a rapid circu- 
lation of fluid through the conduit. 

5. An artificial fountain comprising in 


‘combination with an unobstructed passage 


from the normal to the elevated fluid levels, 
of a propeller for maintaining a rapid cir- 
culation of the fiuid through such passage 
angl producing thereby a cascade with the 
expenditure of little energy. 

6. An artificial “fountain comprising @ 
funnel shaped conduit adapted to be set in 
a body of fluid, and having openings near 
the lower end, and a propeller supported 
within the conduit and adapted when in 
operation to maintain a rapid circulation 
of water through the same. 


Th testimony wheteof I affix my signature . 


subscribing witnesses, 


in the presence of two. 
: NIKOLA TESLA. 
Witnesses : , 
~ M. Lawson Dyar, 


- Wm. Box iener. 
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To all whom tt may concern: ; 

Be it known that I, Nuxona Tesua, a citi- 
zen of the United States, residing in the 
borough of Manhattan, in the city, county, 
and State of New York, have invented cer- 
tain new and useful Improvements in Appa- 
ratus: for Transmitting Electrical Energy, 
of which the following is a specification, ref- 


erence being had to the drawing accom- 


panying and forming a part of the same. 
In endeavoring to adapt currents or dis- 
charges of very high tension to various valu- 
able uses, as the distribution of energy 
through wires from central plants to distant 
places of consumption, or the transmission 
of powerful disturbances to great distances, 
through the natural or non-artificial media, 
I have encountered difficulties in confining 
considerable amounts of electricity to: the 
conductors and preventing its leakage over 
their supports, or its escape into the ambient 
air, which always takes place when the elec- 
tric surface density reaches a certain value. 
The intensity of the effect of a transmit- 
ting circuit with a free or elevated terminal 
is proportionate to the quantity of electric- 
ity displaced, which is determined by the 
product of the capacity of the circuit, the 
pressure, and the frequency of the currents 
employed. To produce an electrical move- 
ment of the required magnitude it is de- 
sirable to charge the terminal as highly as 
possible, for while a great quantity of elec- 
tricity may also be displaced by a large 
capacity charged to low pressure, there are 
disadvantages met with in many cases when 
the former is made too large. ‘The chief of 


_ these are due to the fact that an increase of 


40 


45 


the capacity entails a lowering of the fre- 


quency of the impulses or discharges and a- 


diminution of the energy of vibration. This 
will be understood when it is borne in mind, 
that a circuit with a large capacity behaves 
as a slackspring, whereas one with a small 
capacity acts like a stiff spring, vibrating 


more vigorously... Therefore, in order to— 


attain the highest possible frequency, which 


50 


55 


‘ticable. 


for certain purposes is advantageous and, 
apart from that, to develop the greatest 
energy in such a transmitting circuit, I em- 
ploy a terminal of relatively small capacity, 
which I charge to as high a pressure as prac- 


found it imperative-to so construct the ele- 
yated conductor, that its outer surface, on 


To accomplish this result I have | 


which the electrical charge chiefly accumu- 
lates, has itself a large radius of curvature, 


or is composed of separate elements which, 


irrespective of their own radius of curva- 
ture, are arranged in close proximity to each 
other and so, that the outside ideal surface 
enveloping them is of a large radius. Evi- 
dently, the smaller the radius of curvature 
the greater, for a given electric displace- 
ment, will be the surface-density and, con- 


sequently, the lower-the limiting pressure to: 


which the terminal may be charged without 
electricity escaping into the air. Such a 
terminal I secure to an insulating support 
entering more or less into its interior, and I 


. likewise connect the circuit to it inside or, 
- generally, at points where the electric den: 


sity issmall. This plan of constructing and 
stipporting a highly charged conductor I 
have found to be of great practical impor- 


tance, and it may be usefully appliedinmany ~ 


ways. 

Referring to the accompanying drawing, 
the’ figure is a view in elevation and part 
section of an Improved free terminal and 
circuit of large surface with supporting 
structure and generating apparatus. . | 

The terminal D ‘consists of a suitably 
shaped metallic frame, in this case a ring of 
nearly circular cross section, which is cov- 
ered with half spherical metal plates P P, 
thus constituting a very large conducting 
surface, smooth on all places where the elec- 
tric charge principally accumulates. The 


frame is carried by a strong platform ex- | 
‘pressly provided for safety appliances, in: 


struments of observation, etc., which in turn 


rests on insulating supports F F. These: 


should penetrate far into the hollow space 


formed by the terminal, and if the electric’ 
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density at the points where théy are bolted ~ 


to the frame is still considerable, they: may 


s H. 
A part of the improvements which form 
the subject of this specification, the trans- 
mitting circuit, in its general features, is 
identical with that described and claimed in 
my original Patents Nos. 645,576 and 649,621. 
The circuit comprises a coil A which is in 
close inductive relation. with a primary C, 
and .one end of which is connected to a 
ground-plate E, while its other end is led 
through a separaté'self-induction coil B and 
a metallic cylinder B’ to the terminal D. 


be specially protected by conducting hoods. - 
as H . 


100 
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_ The connection to the latter should always 


be made at, or near the center, in order to 


_secure a symmetrical distribution of the cur- 


or 


Jo 


rent, as otherwise, when the frequency is 
very high and the flow of large volume, the 
performance of the apparatus might be im- 
paired. The primary C may be excited in 
any desired manner, from a suitable source 
of currents G, which may be an alternator 
or condenser, the important ‘requirement 


‘being that the resonant condition is estab- 


15 


20 


lished, that is to say, that the terminal D is 
charged to the maximum pressure developed 
in the circuit, as.I have specified in my 
original patents before referred to. The ad- 
justments should be made with particular 
care when the transmitter is one of great 


power, not only on account of economy, but . 
.- also in order to avoid danger. 


T haveshown 
that it is practicable to produce in a resonat- 


_ ing circuit as E A B B’ D immense electri- 


30 


cal activities,. measured by tens and even 
hundreds of thousands of horse-power, and 
in such a case, if the points of maximum 
pressiire should be shifted below the ter- 


minal D, along coil B, a ball of fire might 


break out and destroy the support I or any- 
thing else in the way. For the better ap- 
preciation of the nature of this danger it 
should be stated, that the destructive action 
may take place with inconceivable violence. 
This will cease to be surprising when it is 


‘borne in mind, that the entire energy accu- 


‘BB 


mulated in the excited circuit, instead of re- 
quiring, as. under normal working condi- 


-tions, one quarter of the period or more for 


its transformation -from static to kinetic 


_ form, may spend itself in an incomparably 


40 


smaller interval of time, at a rate of many 
millions of horse power., The accident is 


-apt to occur when, the transmitting circuit 


'. being strongly excited, the impressed oscil- 


45 


lations upon it are caused, in any manner 
more or less sudden, to be more rapid than 
the free oscillations. It is therefore. ad- 
visable to begin the adjustments with feeble 


_-and somewhat slower impressed oscillations, 
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is made to coil Band conductor B. 


strengthening and quickening them grad- 
ually, until the apparatus has been brought 


under perfect. control. To increase the . 


safety, | provide on a convenient place, pref- 
erably on terminal D, one or more elements 
or plates either of somewhat smaller radius 


of curvature or protruding more or less be-~ 


yond the others: (in which case they may_be 


_of larger radius of curvature) so that, should” 
the pressure rise to a value, beyond ‘which it 


is not desired to go, the powerful discharge 
may dart out there and lose itself harmlessly 
in the air. Such a plate, performing: a func- 
tion similar to that of a safety valve on a 
high pressure. reservoir, is indicated at V. 
Still “further extending the_ principles 
underlying my invention, special reference 
@ 


- get forth.. a 


” 4,119,782 


latter is in the form of a cylinder with 
smooth or polished surface of a radius much 
larger than that of the half spherical ele- 
ments P P, and widens out at the bottom 
into a hood H, which should be slotted to 
avoid loss by eddy currents and the pur- 


pose of which will be clear from the fore-' 


going. The coil B is wound on a frame or 
drum D* of insulating material, with its 
turns close together. I have discovered that 
when so wound the effect of the small radius 
of curvature of the wire itself is overcome 
and the coil behaves as a conductor of large 
radius of curvature, corresponding to that 
of the drum. This feature is of consider- 
able practical’ importance and is applicable 
not only in this special instance, 
erally. For example, such plates at PP 
of terminal D, though preferably of large 
radius of curvature, need not be necessarily 
so, for provided only that the individual 


but gen- - 


Go 
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plates or elements of a high potential con- - 


ductor or terminal are arranged in prox- 
imity to each other and with their outer 
boundaries along an ideal symmetrical en- 
veloping surface of a large radius of curva- 
ture, the advantages of the invention will 


be more or less fully realized. The lower 


end of the coil B—which,.if desired, may 


‘be extended up to the terminal D—should 


be somewhat below the uppermost turn of 
coil A. This, I find, lessens the tendency of 
the charge to break out from the wire con- 
necting both and to pass along the sup- 
port EF’. ~ 
Having described my invention, I claim: 
1. As a means for producing, great elec- 
trical activities a resonant circuit having 
its outer conducting boundaries, which are 
charged to a high potential, arranged in 
surfaces of large radii of curvature so as 


to prevent leakage of the oscillating charge, - 


substantially as set forth. 
9. In apparatus for the transmission of 
electrical energy a circuit’ connected to 


ground and to an elevated terminal and 


having its outer conducting boundaries, 
which are subject to high tension, arranged 
in surfaces of large radii of curvature sub- 
stantially as, and for the purpose described. 

8, In a plant for the transmission of elec- 


gj. 


1s 


jt 


trical energy without wires, in combination _ 
with a primary or exciting circuit a second- . 


ary connected to ground and to an elevated 


terminal and having its. outer conducting 
boundaries,- which aré charged to a high 
potential, -arranged. in surfaces of large radii 
of curvature’for thé. purpose of preventing 
leakage and. los& 


4, Asa means for transmitting electrical 
energy to a distance through the. natural 


media a grounded -résonant circuit, tom- 
prising a part upon which. .oscillations. are 
impressed and another 


‘ 


for raising the ten- 


of energy, substantially as | 
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sion, having its outer conducting boundaries 
on which a high tension charge accumulates 
arranged in surfaces of large radii of curva- 
ture, substantially as descrived. 

‘5. The means for producing excessive 
electric potentials consisting of a primary 
exciting circuit and. a resonant secondary 
having its outer conducting elements which 
are subject to high tension arranged in prox- 
imity.to each other and in surfaces of large 
radii of curvature so as to prevent leakage 
of the charge and attendant lowering of po- 
tential, substantially as described. 

6. A circuit comprising a part upon which 
oscillations are impressed and another part 
for raising the tension by resonance, the - 
latter part being supported on places of low 
electric density and having its outermost: 


- conducting boundaries arranged in surfaces 


20 


28 


of large radii of curvature, as set forth. 
7..In apparatus for the transmission of: 


‘electrical energy without wires a grounded 


circuit the outer conducting elements of 
which have a great aggregate area and are 
arranged in surfaces of large radii of curva- 
ture so.as to.permit the storing of,a high 
charge at a small electric density and pre-- 
vent loss through leakage, substantially as ~ 
described. ; a 


8. A wireless transmitter comprising in 


-eombination a source of oscillations as a 


condenser, a primary exciting circuit and a 
secondary grounded and elevated conductor 
the outer conducting boundaries of. which 
are in-proximity to each other and arranged 
in surfaces of large radii of curvature, sub- 
stantially as described. 

’ 9. In apparatus for the transmission of 
electrical energy without wires an elevated 
conductor or antenna having its outer high 
potential conducting or capacity elements 
arranged in proximity to each other and in 
surfaces of large radii of curvature so as to 
overcome the effect of the small radius of 
curvature of the individual elements and 


‘leakage of the charge, as set forth. 


10. A grounded resonant . transmitting 
circuit having its outer conducting bound- 


aries arranged in surfaces of large radii _ 


of curvature in combination with an ele- 
vated terminal of great surface supported 


‘at. points. of low electric density, substan- 


tially as described. 
, : NIKOLA TESLA. 
Witnesses: _ , 
’ M. Lamson Dyer, - 
Ricwarp Donovan. 
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To all whom it may concern: 

Be it known that I, Nrxo.a Trsxa, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
have invented certain new and useful Im- 
provements in Speed-Indicators, of which 
the following is a full, clear, and exact de- 
scription. 

In the provision of speed indicators, that 
give direct readings of rate of motion,— 
for example shaft speeds in terms of revolu- 
tions per minute or vehicle speeds in miles 
per hour—it is obviously important that the 
instrument be simple, inexpensive and du- 
rable, and that its indications be correct 
throughout a wide range of speed. Likewise 


it is very desirable that its operation shall 


be subject to little or no appreciable devia- 
tion from: accuracy under normal or ex- 
pected extraneous changes, such as those of 
atmospheric density, temperatute, or mag- 
netic influence, in order that the structure 
may be free from any complications inci- 
dent to the employment of specific means 
compensating for such varying conditions. 

y present invention supplies a speed 
measuring appliance amply satisfying com- 
mercial demands as above stated, in a struc- 
ture wherein the adhesion and viscosity of 


_& gaseous medium, preferably air, is utilized 


for torque-transmission between the driving 
and driven members. 

More particularly, my invention provides 
a rotatable primary and a mechanically re- 
sistant or biased pivoted secondary element, 
cooperating through an intervening fluid 


medium to produce, inherently, without the 


usé of compensating instrumentalities, 
angular displacements of the secondary ele- 
ment in linear proportion to the rate of rota- 


‘tion of the primary, so that the reading 


scale may be uniformly graduated. This 
latter advantage is secured through the ap- 


‘plication of novel principles, discovered by 


me, which will be presently elucidated. . 
In investigating the effects of fluids in 


‘motion upon rotative systems I have ob- 


served that under certain conditions to be 
hereafter defined, the drag or: turning 
effort exerted by the fluid is exactly pro- 


‘portionate to its velocity relative to the 


system. This-I have found to be true of 
gaseous and liquid media, with the distinc- 
tion however, that the limits within which 
the law holds good are narrower for the 


Speolfication of Letters Patent. 
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latter, especially so when the specific gravity 

or the viscosity of the liquid is great. 
Having determined the conditions under 

which the law of proportionality of torque 


to speed (rather than to the square ‘of the. 


speed or to some higher exponential func- 
tion of the same) holds good, I have applied 
my discoveries in the production of new de- 
vices—essentially indicators of speed but 
having wider fields of use—which are, in 
many aspects, superior to other forms of 
speedometers. 

Specifically I have devised rate-of-motion 
indicators which comprise driving and 
driven members with ‘confronting, closely- 
adjacent, noncontacting, smooth, annular 
surfaces of large area, coacting in the trans- 
mission of torque through the viscosity and 
adhesion of interposed thin films of air,— 
mechanical structures offering numerous 
constructive and operative advantages. 
Furthermore, by properly designing and co- 


-ordinating the essential elements of such in- 


struments I have secured substantial linear 
proportionality between the deflections of 
the indicating or secondary element and the 
rate of rotation of the driving or primary 
member. , 

The conditions more or less indispensable 
for this most perfect embodiment of my in- 
vention—that is to say, embodiment. in a 
speed indicator approximating rigorous 
linear proportionality of deflection to speed— 
are: 

‘1. The arrangement should be such that 
the exchange of fluid acting on the system 
is effectively prevented or minimized. If 
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new fluid were permitted to pass freely be- - 


tween the elements there would be, as in a 
pump, with the rise and fall of velocity, 
corresponding changes of quantity and the 
torque would not vary directly as the ; 
but as an exponential function of the same. 
Broadly speaking, such provision as is com- 
monly made in hydraulic brakes for free cir- 
culation of fluid with respect to the rotative 
system, with the attendant acceleration and 
retardation of the flow, will generally pro- 
duce a torque varying as the square of the 
speed, subject however, in practice, to in- 
fluences which may cause it to change ac- 
cording to still higher powers. For this 
reason confinement of the fluid intervening 
between the primary and secondary elements 
of the system so that such active, torque- 


95 


100° 


110 


16 


15 


20 


25 


3 


Oo 


35 


40 


4 


ao 


5 


i) 


8 


On 


6 


—] 


65 


transmitting medium may remain resident, 
and not be constantly renewed, is vital to 
complete attainment of the desired linear 
propertionality. ; . 

2. The spaces or channels inclosing the ac- 
tive medium should be as narrow as prac- 
ticable, although within limits this is rela- 
tive, the range of effective separation in- 
creasing with the diameter of the juxtaposed 
rotative surfaces. My observations have es- 
tablished that when the spacing is so wide 
as to accommodate local spiral circulation 
in the resident fiuid between the confront- 
ing areas, marked departures from rigorous 
proportionality of torque to speed occur. 
Therefore in small instruments with pri- 
mary members of but few inches diameter, 
it is desirable that the channels should be as 
narrow as is mechanically feasible with due 
regard to the importance of maintaining the 


noncontacting relation of the rotative parts. 


8. The velocity of the fluid relative to the 
system should be as small as the circum- 
stances of the case will permit. When a gas 
such as air is the active medium, it may be 
100 feet per second or even more, but with 
liquids speeds of that order cannot be used 
without detriment. 

4, The bodies exposed to the action of the 
fluid should be symmetrically shaped and 
with smooth surfaces, devoid of corners or 
projections which give rise to destructive 
eddies that are particularly hurtful. 

5. The system should be so shaped and 
disposed that no part of the moving fluid ex- 
cept-that contained in the spaces or channels 
can effect materially the torque. If this 
rule is not observed the accuracy of the in- 
strument may be impaired to an apprecia- 
ble degree, for even though torque trans- 
mission between the confronting surfaces 
is proportional, there may yet be a com- 
ponent of the rotary effort (through the 
fluid coacting with the external surfaces) 
proportional to an exponential function of 
the speed. Hence it is. desirable that by a 
closely investing casing, or other means, the 
torque-transmitting effect of fluid outside of 
the channels between the rotative parts be 
minimized. 

6. In general the flow of the medium 
should be calm and entirely free from all 
turbulent action. As soon as there is a 
break of continuity the law above stated 
is violated and the indications of the device 
cease to be rigorously precise. 

These requirements can be readily ful- 
filled and the above discoveries applied to a 
great many valuable uses, as for indicating 
the speed of rotation or translation, respec- 
tively, of a shaft, or a vehicle, such as an au- 
tomobile, locomotive, boat or aerial vessel; 
for determining the velocity of a fluid in 
motion; for measuring the quantity of flow 
in steam, air, gas, water or oil supply; for 
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ascertaining the frequency of mpchanical 
and electrical impulses or. oscillations; for 
determining physical constants; and for 
numerous other purposes of scientific and 
practical importance. 

‘The nature and object of the invention 
will be clearly understood from the succeed- 
ing description with reference to the accom- 
panying drawings in which: 

_ Figure 1 represents a vertical cross sec- 
tion of a speed indicator or hand tachom- 
eter embodying the above principles; Fig. 
2 1s a horizontal view of the instrument dis- 
closing part of the scale, and Figs. 8 and 
4 are diagrammatic illustrations showing 
modified constructions of the main parts in 
a similar device. 

Referring to Fig. 1, 1 is a pulley-shaped 
metal disk from three to four inches in di- 
ameter constituting the freely-rotatable pri- 
mary element. It is fastened to a drive- 
shaft 2 which is turned to fit a hole in the 
central hub 3 of the casting 4. A ball bear- 
ing 5 set in a recess of the former, serves 
to take up the thrust against the shoulder 
6 of the shaft and insures free running of 
the same. In close proximity to the disk 
1 is the thin shell 7 in the form of a cup, 
this being the secondary element of the sys- 
tem. It is made of stiff and light material, 
as hard aluminum, and is fixed to a spindle 
8, supported in nearly frictionless bearings 
or pivots 9 and 10. As. before remarked 
the spacing between the two elements, (1 
and 7), should best be as small as manufac- 
turing conditions may make feasible. By 
way of example, a separation,—in an in- 
strument of the diameter suggested,—of say 
.015’" to .025’” will be found effective for 
working purposes and also within a reason- 
able range of inexpensive mechanical attain- 
ment. Still smaller spacing is, however, 
theoretically desirable. One of the -bear- 
ings aforesaid is screwed into the end of 
the shaft 2 and the other into a plug 11 in 


‘a slotted tubular extension 12 of a casting 


18. The running bearing in the shaft, 
though not of perceptible influence on the 
indications, may be replaced by a stationary 
support behind and close to shell 7, as at 8. 
A torsional spring 14 is provided, for bias- 
ing the pivoted element 7, having its ends 
held in collars 15 and 16, which can be 
clamped, as by the set screws shown, the one 
to the spindle 8 and the other to the plug 
11. The bearings 9 and 10 are capable of 
longitudinal adjustment and can be locked 
in any position by check nuts 17, and 18, 
but this refinement is generally unnecessary. 
The castings 4 and 13, in the construction 
specifically shown, when screwed together 
form a casing that closely invests the rota- 
tive system. This casing forms one avail- 
able means for preventing communication 
of torque from the primary element 1 to the 
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secondary member 7 through the medium 
contacting with the external surfaces. of 
both, to any extent sufficient for materially 
modifying the torque due to the films be- 
tween the elements, but other means to this 
end may be substituted. The chamber in- 
closed within the casting should be air- 


' tight for highest accuracy in order that the 


10 


density of the contained medium may re- 
main constant, although in the vast, major- 
ity of cases where air is used as the active 
agent, the slight effects of ordinary changes 
of temperature and-density of the external 


' atmosphere can be ignored, as. they-are in 
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a measure neutralized by the concommitant 


variations in the resilience of the torsional _ 
‘spring and as they do not seriously affect 


the proportionality of. deflections observed. 


However, when great precision is essential, 


a seal 19 of suitable packing, paste or amal- 
gam may be employed. Obviously the work- 
Ing parts may be contained in a separate, 
perfectly tight reservoir filled with fluid 
of any desired character, the rotating mem- 
ber or disk 1 being driven by a magnet out- 


side. This expedient has been adopted in’ 


numerous instances and is quite familiar. 
The casting 4 has a window or opening 20, 
closed by. a piece of transparent substance, 
such as celluloid, for enabling the readings 
to be made on the scale which is engraved 
upon. or glued to the rim of ‘the indication- 
controlling element or shell 7 The shaft 2 
is armed with a steel or rubber tip 21, and a 
handle 22 of fiber. or other material is -fas- 
tened to the central hub of casting 13, com- 


. pleting the hand tachometer. 


. Fig. 2'in which like numbers designate 
corresponding parts is self-explanatory. 

Attention may be called to the pointed in- 
dex 23 placed jn the opening 20 and mark- 
ing, when the instrument is not in use, zero 
on the scale. The latter can be readily put 
in proper position by turning the collar 16 
to the desired angle. 


As described the device is adapted for’ 


use in the manner of an ordinary hand 
tachometer. In taking the revolutions of a 
shaft, the tip 21 is placed firmly into the 
central cavity of the former, as usual, with 
the result of entraining the disk 1 and bring- 
ing it to full speed by friction. The active 
medium, preferably air, in the narrow chan- 
nels between the rotating and pivoted mem- 
bers, by virture of its adhesion and vis- 
cosity, 1s set in circular motion by the pri- 
mary element, and, giving up the momentum 
imparted to it on the light secondary shell 7, 
causes the latter to turn until the torque 
exerted is balanced by the retractile force. of 
spring 14. Care should be taken to em- 
ploy a spring the resistance of which in- 
creases linearly with displacement, so that 


_the deflections are exactly proportionate to 


the torsional effect, as otherwise the indi- 


cations will not be true to scale, even though 
the instrument be prefect in other respects. 
In order that the torque should vary rigor- 
ously as the speed, the fluid particles in the 
minute channels between the rotating and 
pivoted members should move in circles and 
not in-spirals, as necessarily would be the 
case in a device in which pumping action 
could take place, and. either by making 
both the primary and secondary elements 


‘effectively-imperforate to prevent central 


admission of air, or otherwise so con- 
structed and conditioned that air may not 
freely pass from center to periphery be- 
tween the elements of: the moving system 
unchanging residence of a definite body 
of the active medium within the sys- 
tem is insured. Where pumping action,— 
that is to say, acceleration or retardation 
of fluid movement other than circularly 
with the primary element,—takes place 
the deflections increase more rapidly than 
the speed. It follows that centrifugal force, 
which is the essential active principle in 
pumping, must be negligible to avoid com- 
pression of the air at the periphery which 
might result in a sensibly increased torque. 
To appreciate this, it should be borne in 
mind that the resistance of a circular strip 
of the active area would, under such con- 
ditions, be proportionate to the fourth power 
of the diameter so that a slight compression 
and attendant increase of density of the 
medium in the peripheral portion . would 
cause a noticeable departure from rigorous 
proportionality. Experience has demon- 
strated that when the space is very narrow, 
as is indispensable for the fullest attain- 
ment of the desired proportionality, the cen- 
trifugal effect of the active fluid, be it gase- 
ous or liquid, is so small as to be unobserv- 
able. The inference is that the actions in the 
narrow space between the rotative members 
are. capillary or molecular and wholly dif- 
ferent in principle from those taking place 
in a pumping device in which the fluid 
masses are. alternately retarded and accele- 
rated.. The scale, which, as will be apparent 
from the preceding, is uniform in an instru- 
ment best embodying my invention, may 
be so graduated that each degree corresponds 
to a certain number of revolutions per unit 
of time, and for convenience, (in shaft-speed 
indicators as herein shown), the constant 
is made a round number, as 100. The es- 
tablishment of this relation through the ad- 
justment of the torsional spring is facili- 
tated by varying the distance between the 
parts 1 and 7, thus modifying the torque 
and consequently the deflection, (the torque 
varying inversely as the distance) while al- 
ways keeping within the range throughout 
which linear proportionality is attainable. 
In calibrating it is necessary to make but 
one observation comparative with some posi- 
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tive standard and to plot the balance of the 
scale accordingly.. The conditions above set 
forth being realized, the reading will be ac- 
curately proportionate to the speed and the 
constant will be correct through the whole 
range contemplated in the design. Therein 
lies a very important advantage bearing 
on manufacttire and introduction of devices 
of this character over those now in use 
which are based oman empirical scale, tedi- 
ous to prepare, and unreliable. When de- 
sired, the instrument may be rendered dead 
beat through magnetic or mechanical damp- 
ing, but by making the torque very great, 
and the inertia of the secondary element 
very small, such objectionable complication 
may be avoided. With a given separation 
the turning effort is proportionate to the 
product of the velocity of rotation, the den- 


sity of the fluid and the aggregate area of 


the active surfaces, hence by increasing 
either of these factors the torsion can_be 
augmented at will. It obviously follows that 
the pull exerted on a circular disk will be 
as the third power of the diameter and one 
way of attaining the object is to use a large 

Other and better ways are illus- 
trated in Figs. 8 and 4 in which the rotating 
and pivoted elements are composed of inter- 
leaved disks or cylinders. The first ar- 
rangement permits an indefinite increase of 
the torque, the second commends itself 
through the facility of adjustment of the 
force by varying the active area. 

For many reasons it is decidedly advan- 
tageous to employ air as the agent in an in- 
strument intended for popular purposes, 
especially those involving rough use and in- 
expert handling, since thereby the cost of 
manufacture may be kept low, the need for 
ensealing minimized and. susceptibility of 
the parts to easy disassembling and replace- 
ment attained. It is, therefore, desirable 
that the annular confronting surface of the 
elements,—whether of disk or cylindrical 
form,—be sufficiently extensive for securing 
ample torque to make the instrument ap- 
proximately dead beat and to minimize the 
percentage of error due to mechanical im- 
perfections. 

The foregoing description contains, I be- 
lieve, all the information necessary for en- 
abling an expert to carry my invention into 
successful practice. When using the indi- 
cator in the manner of an ordinary vehicle 


_ speedometer, as in an automobile, the shaft 


2 is rigidly or flexibly geared to the driving 
axle or other suitable part and readings are 
made in miles per hour, as is customary. As 
will be apparent many other valuable uses 
may be served, since the primary element 
may be connected in suitable electrical or 
mechanical manner with any rotating part, 
the speed of which may be translated 
through a linearly proportionate constant 
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into the desired terms of time and quantity, 
and the reading scale may be calibrated in 
such terms. It will also be evident that by 
accurate workmanship, following the teach- 
ings of my invention,-instruments at once 
simple, rugged, and scientifically accurate 
may be constructed for a very wide range of 
uses in either huge or tiny sizes; and, since 
the commercial requirements of accuracy in 
many fields gives a reasonable range of 
permissive error, manufacturing considera- 
tions may lead to deviations from strict ob- 
servance of some of the conditions that I 
have indicated as best attaining a rigorous 
proportionality of reading. The provision 
of simple mechanical elements, codperating 
primarily only through the viscosity and 
adhesiveness of the air films intervening 
therebetween and substantially free from 
need for ensealing and from error caused by 
changes of extraneous conditions, especially 
temperature, affords striking commercial 
advantages unattainable in any form of 
speedometer of which I am aware. There- 
fore while I have described in detail for the 
purpose of full disclosure a specific and 
highly advantageous embodiment of my in- 
vention, it will be understood that wide 
variations in the mechanical development 
thereof may be made without departure 
from its spirit within the scope of the ap- 
pended claims. 

' What I claim is: 

1. In combination, fixed _ supporting 
means, disconnected alined driving and 
driven shafts rotatably mounted in said sup- 
porting means, relatively thin spaced rigid 
pieces of material rigidly connected to and 
arranged coaxially about said driven shaft 
with broad surfaces opposite each other, and 
other relatively thin spaced rigid pieces of 
material rigidly connected to and arranged 
coaxially with the driving shaft, and being 
alternated with the first-mentioned pieces 
between them and having their broad sur- 
faces adjacent to and spaced from the broad 
surfaces of said other pieces, said pieces all 
arranged in air, through which torque is 
frictionally transmitted from the second- 
mentioned pieces to those first-mentioned. 

2. In combination, in a speedometer, dis- 
connected alined driving and driven shafts, 
a fixed support, said shafts being mounted 
in said support, a coiled spring having one 
end secured to said fixed support and the 
other end secured to said driven shaft, rela- 
tively thin spaced rigid pieces of material 
rigidly connected to and arranged coaxially 
about said driven shaft with their broad 


‘surfaces opposite each other, other rela- 


tively thin spaced rigid pieces of material 
rigidly connected to and arranged coaxially 
with the driving shaft, and being alternated 
between said first-mentioned pieces and 
spaced therefrom, and an air body filling 
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the spaces between said pieces and consti- 
tuting 


. medium therebetween. 
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3. In combination; in a speedometer, dis- 


‘connected alined driving and driven shafts, 


a frame having bearings for said shafts, a 
coiled spring whose inner end is secured to 
said driven shaft and having its outer end 
secured to said frame, spaced rigid pieces of 
material rigidly connected to and arranged 
about said driven shaft, and other spaced 
rigid pieces of material rigidly connected to 
and arranged about said driving shaft, the 
former pieces being alternated between the 
latter pieces in spaced relation with their 
broad surfaces in close juxtaposition, and 
with the interspaces between said spaced 
pieces forming a convoluted air-containing 
channel therebetween open to the surround- 
ing air. 


4. In. combination, disconnected alined 


‘driving and driven shafts, a fixed support, 


bearings therefor in said support, a coiled 
spring having one end secured to the driven 
shaft and its other end secured to said fixed 
support, a cup-shaped body secured to one 
end of said driving shaft coaxially, spaced 
rigid relatively thin plates secured to said 
body in parallel relation to each other, an- 
other cup-shaped body secured coaxially to 
said driven shaft and inclosing said plates 
at their outer edges in spaced relation there- 
to, other spaced rigid relatively thin plates 
secured to the second-mentioned body and 
extending between the first-mentioned plates 
in spaced relation thereto, and an air body: 
filling the spaces between said pieces fric- 
tionally to transmit torque from the driving 
structure to the driven structure. 

5. The combination with means for sup- 
port and driving and driven shafts rotata- 
bly supported thereby, of means to trans- 
mit torque from the driving shaft to the 
driven shaft comprising opposed material- 
pieces respectively connected with the driv- 
ing shaft and the driven shaft and arranged 
to present toward each other relatively-ex- 
tensive, non-contacting, closely-adjacent sur- 
faces, and a gaseous medium in which said 
pieces work, said gaseous medium serving 
frictionally to connect the said opposed ma- 
terial-pieces for transmission of torque from 
the driving shaft to the driven shaft. 

6. In combination, driving and driven ele- 


‘ments suitably supported and having con- 


fronted annuli always presenting to each 
other relatively-extensive, non-contacting, 


-closely-adjacent surfaces, said surfaces dis- 


posed in a gaseous friction medium, where- 
by the driving member, by its rotation, in- 
duces rotary motion of the driven member 
through the drag of the gaseous medium in- 
tervening between said annuli. 

7. In combination, driving and driven ele- 
ments having in opposed, closely adjacent, 


the ‘torque-transmitting friction 


oo. 


non-contacting relation, relatively extensive 


' friction surfaces, and an interposed gaseous 
body, through which the driving member 


frictionally drags the driven element. 

. 8. In a speedometer, the combination with 
supporting means, separately-rotatable driv- 
ing and driven shafts mounted therein, bias- 


70 


ing means for the driven shaft, and means . 


to indicate rotary displacement of the biased 
shaft in terms of speed, of pieces rotatively 
carried by said respective shafts, having 
relatively-extensive, non-contacting, closely- 
adjacent surfaces arranged to confront each 
other, and a gaseous medium intervening be- 
tween said confronting surfaces to coact 
therewith frictionally to transmit torque 
from the driving shaft to the biased driven 
shaft. 

9..In a speedometer, the combination of 
a primary element rotatable at varying 
speeds, having a plurality of spaced annuh, 
a biased secondary element, arranged for 


separate rotary movement and adapted and. 


arranged to indicate speed variations by the 
extent of its displacement, said secondary 
element having a plurality of spaced, thin, 
light annuli, the annuli of said two elements 
interleaved in non-contacting, closely-adja- 
cent relation always to present toward each 
other extensive friction surfaces, and an 
air body, through the films of which, inter- 
vening between said annuli, rotation of the 
primary element may induce speed-indicat- 
ing displacement of the secondary element. 

10. A speedometer wherein a primary, 
variable-speed element, and a biased, speed- 
indication-controlling secondary element, 
that. are suitably supported for separate 
movement, have opposed extensive friction 
surfaces in non-contacting juxtaposition for 
frictional communication of power from the 
primary element to the secondary element 
through a gaseous medium that intervenes 
between said friction surfaces. 


11. An air drag speedometer, wherein a 


variable-speed element and a 


primary, 


‘biased speed-indication-controlling second- 


ary element, that are suitably mounted for 
separate rotary movement in an air-contain- 
ing casing, have opposed, extensive fric- 
tion-surfaces in non-contacting juxtaposi- 
tion, for frictional communication of torque 
from the primary element to the secondary 
element through the medium of the casing- 
contained air. 

12. In a speedometer, the combination of 
an air containing casing, a primary element 
and a secondary element mounted in said 
casing for separate movement, said elements 
having extensive surfaces exposed toward 
each other in closely contiguous but non- 
contacting relation for frictional communi- 
cation: of power to one from the other 
through the intervening air, means resili- 


ently to resist displacement of the second-: 
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ary element, and means to indicate displace- 
ment of the secondary element in terms of 
speed. 

13. In’ combination, in a speedometer, 
disconnected shafts respectively carrying 
driving and driven elements that have an- 
nuli affording continuous extensive fric- 
tion surfaces in always confronting non- 

contacting closely-spaced relation, the 

driven element being light and biased by a 
light spring, for ready response to torque 
transmitted frictionally by air, and the air 
film-spaces between the elements constitut- 
ing an open tortuous channel; and an air 
containing casing inclosing the driving and 
driven elements, its contained air body form- 
_ing the sole effective means of torque trans- 
mission between the elements. 

14. In a speedometer, the combination of 
rotatable driving and driven elements hav- 
ing in opposed, closely-adjacent non-con- 
tacting relation, relatively extensive friction 
surfaces, means to bias the driven element, 
means to indicate rotary displacement of 
said driven element in terms of speed, a cas- 
ing inclosing said elements and containing 
air, said contained air body extending in 
films between the friction surfaces, and 
forming the sole effective means of torque 
transmission between the driving and 
driven elements. 

15. In combination, driving and driven 
elements having in opposed non-contacting 
relation relatively extensive friction sur- 
faces so closely adjacent that through an in- 
terposed gaseous body the driving member 
frictionally drags the driven member with 
a torque linearly proportionate to the speed 
of the former. 

16. A rate indicator wherein a freely-ro- 
tatable primary and a biased, indication- 
controlling secondary member, suitably sup- 
ported for separate movement, have op- 
posed, non-contacting surfaces in such close 
proximity that through an intervening vis- 
cous fluid medium torque is transmitted to 
the secondary member in linear proportion 
to the speed of the primary. 

17. A rate indicator wherein a freely ro- 
tatable primary and a biased, indication- 
controlling secondary element, suitably sup- 
ported for separate movement are opera- 
tively linked through an intervening vis- 
cous and adhesive air body, said elements 
having opposed, extensive non-contacting 
surfaces so closely adjacent that the torque 
transmitted to -the secondary element 
through said air body is substantially in 
Nnear proportion to the speed of the pri- 
mary element. . 

18. In a speed indicator the combination 
of two rotatively movable driving and 
driven members having opposed non-con- 
tacting extensive surfaces confining between 


' 65 them a practically constant body of torque- 


combination, a rotatable body, a secon 
~gularly movable body, means to resist dis- 
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transmitting fluid medium, said surfaces be- 
ing so closely proximate that the torque 


‘transmitted from the driving to the driven 


member is substantially proportional to the 
rate of rotation of the former. 

19. A speed indicator comprising, in 
an- 


placement of the latter proportionately to 
the torque applied thereto, and a fluid me- 
dium interposed between them, said bodies 
having opposed annular surfaces in such 
close proximity that pumping of the me- 
dium therebetween is prevented and the de- 
flections of the second body are made pro- 
portionate to the speed of the other. 

20. A speed indicator, comprising, in 
combination, a rotatable, variable speed pri- 
mary element, and a light, pivoted, tor- 
sionally-resisted, indication-controlling sec- 
ondary element, suitably mounted for sepa- 
rate movement and operatively linked with 
the former through an interposed gaseous 
medium, said elements having opposed, an- 
nular, non-contacting surfaces so extensive 
and closely proximate that the whirling me- 
dium exerts a strong and steady turning 
effort upon the secondary element, substan- 
tially in linear proportion to the speed of 
the primary. 

21. The combination, in a rate indicator, 
of a freely rotatable primary. and a tor- 
sionally-resisted indication controlling sec- 
ondary member mounted for separate move- 
ment, with their opposed non - contacting 


symmetrical surfaces confining therebe- 


tween a resident fluid body and arranged in 
such close proximity that the fluid, en- 


_ trained in circles by the rotating primary 


exerts a torque on the secondary member 
in substantially linear proportion to the 
speed of the former. 

22. In combination, in a speed-indicator, 
a rotatable primary element, a biased sec- 
ondary element, a fluid body between and 
around them, said elements having opposed 
non-contacting extensive surfaces in such 
close proximity that the resident fluid body 
therebetween transmits torque to the second- 
ary in substantially linear proportion to the 
speed of the primary element, and means 
for minimizing the rotary effort transmitted 
through the fluid around the elements. 

28. A rate indicator comprising a struc- 
ture confining a substantially unchanging 
body of fluid and including an extensive 
annular surface of a freely rotatable mem- 
ber, arranged to impart circular motion to 
the fluid, and a confronting annular sur- 
face of an indication-controlling angularly- 
displaceable member, arranged. to take up 
momentum of the fluid, said surfaces be- 
ing so closely proximate that the torque 
transmitted through the fiuid is ,propor- 
tional to the speed of the rotatable member. 
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24. A speed indicator comprising two ele- 
ments mounted for separate movement in a 
fluid medium, one of the elements being 
freely rotatable at varying speeds, and the 
other pivoted and biased against angular 
displacement, said elements having opposed 
non-contacting extensive symmetrical sur- 
faces in such close proximity that torque is 
transmitted through the intervening fluid 
body in substantially linear proportion to 
the speed of the primary element, and a 
member surrounding said elements and 
minimizing the flow of the fluid: along the 
exterior surfaces of said secondary element. 

25. In a device of the character described, 
the combination of a rotatable primary ele- 
ment, a spring-biased secondary element, a 
casing surrounding the same and a fluid 
body filling the casing, said elements having 
opposed non-contacting annular surfaces in 
such close proximity that the rotary effort 
exerted through the fluid body on the sec- 
ondary element is proportionate to the 
speed of the primary element, some parts of 
said casing being so closely proximate to said 
elements as to minimize torque-transmitting 
flow of the fluid along the exterior surfaces 
of the secondary element. 

26. An air drag speedometer wherein a 
rotatable primary variable-speed element 
and a biased pivoted secondary element, 
mounted for separate movement in an air- 
containing casing, have opposed extensive 
smooth annular surfaces in such close juxta- 
position that torque is transmitted through 
the air intervening between said surfaces in 
substantially linear proportion to the speed 
of the rotatable primary element. 

27. A speed indicator comprising a closed 
fluid-filled casing, primary and secondary 
elements mounted therein, the one for rota- 
tion and the other. for torsionally resisted 
angular displacement, said elements having 
opposed non-contacting extensive annular 
surfaces forming therebetween a smooth in- 
tervening channel wherein confined fluid 
may move in circles under the influence of 
the primary member, and between them and 
the interior surfaces of the casing surround- 
ing channels wherein fluid contiguous to the 
secondary element may receive circular 
movement from the primary element, said 
surfaces being so closely proximate that 
torque transmission through the fluid is 
linearly proportionate to the speed of the 
primary element. 

28. The combination, in a s 


indicator, 
of a closed casing, a fluid 


y and two ro- 


tatively-movable members therein, means 
for rotating one of the members, means 
for resisting displacement of the other, and 
means controlled by the last named member 


7 


for reading its displacement in terms of 
speed, said two members having opposed, 
non-contacting imperforate annular surfaces 
in such close proximity as to confine there- 
between a film of fluid through which torque 
is transmitted to the resistant member in 
linear proportionality to the speed of the 
rotatable member. . 

29. The combination with a closed fluid 
containing casing, of a plurality of sym- 
metrical bodies with smooth surfaces rota- 
tably mounted therein, means for tor- 
sionally restraining some of said bodies, and 
means for rotating the others, said bodies 
being placed with their surfaces in such close 
proximity to each other and to the walls of 
the casing that the rotating bodies will cause 
an even and undisturbed circular motion of 
the fluid and transmit torque to the torsion- 
ally restrained bodies in proportion to the 
speed of the others. 

30. In a speed measuring instrument, the 
combination of driving and driven members 
having in opposed closely adjacent non-con- 
tacting relation relatively extensive smooth 
friction surfaces, and an interposed gaseous 
body through which the driving member 
frictionally drags the driven member. 

31. A tachometer comprising, in combi- 
nation, a rotatably mounted shaft, a smooth 
annular body fixed thereto, a similar pivoted 
body, .a torsion spring for the latter, indi- 
cating means movable with said pivoted 
body, and ‘an_air-containing casing, said 
bodies having their annular surfaces in such 
close, non-contacting proximity that the in- 
tervening air transmits torque to the pivoted 
body in substantially linear proportion to 
the speed of the rotatable body. 

32. A tachometer comprising, in combi- 


nation, a rotatably mounted shaft, a primary 


element carried thereby, a pivoted secondary 
element, a torsion spring therefor permit- 
ting its angular displacement substantially 
in proportion to the torque, indicating 
means operated by the pivoted element and 
graduated with substantial uniformity, and 
a fluid-containing casing closely investing 
part of said rotative system, the opposed 


surfaces of the elements being so closely 


proximate to each other and to part of the 
casing that the fluid - transmitted torque 
causing deflections of the pivoted body is 
substantially proportionate to the speed of 
the primary element. — 

In testimony whereof I affix my signature 
in the presence of two subscribing witnesses. 


* NIKOLA TESLA. 
Witnesses: 
M. Lawson Dyer, 
Trromas J. Byrne. 
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To all whom it may concern: . 
Be it known that I, Nrxoxa Testa, a citi- 
at New 


York, in the county and State of New York, 


have invented certain new and useful Im- 


provements in Lightning - Protectors, of 
which the following is a full, clear, and ex- 
act description. 


The object of the present invention is to 


‘provide lightning protectors of.a novel and 


improved design strictly in conformity with 
the true character of the phenomena, more 
efficient in action, and far more dependable 
in safe-guarding life and property, than 
those heretofore employed. 


_ To an understanding of the nature of my 
invention and its basic distinction from the 


lightning rods of common use, it is nec- 
essary briefly to explain the principles upon 
which my protector is designed as contrast- 


ed with ‘those underlying the now-prevail- 


ing type of lightning rod, 

Since the introduction of the lightning 
vod by Benjamin Franklin in the latter 
part of the eighteenth century, its adoption 
as a means of protection against destructive 
atmospheric discharges has been practically 
universal. Its efficacy, to a certain degree, 


has been unquestionably established through ~ 


statistical records but there is generally 
prevalent, nevertheless, a singular theoreti- 
eal fallacy as to its operation, and. its con- 
struction is radically defective in orie -fea- 
ture, namely its typical pointed terminal. 
In my lightning protector I avoid points, 
and use an entirely different type of ter- 
minal. : 

- According to the prevailing opinion, the 
virtue of the Franklin type of lightning rod 


‘js largely based on the property of points or 


sharp edges to give off electricity into the 
air. As shown by Coulomb, the quantit of 
electricity per unit area, designated by him 


-“olectrical density” increases as the radius 


of curvature of the surface is reduced. Sub- 
sequently it was proved, by mathematical 
analysis, that the accumulated charge cre- 
ated an outward normal force equal to 2 
times the square of the density, and experi- 
ment has demonstrated that when the latter 
exceeds approximately 20 C. G._S. units, a 
strermer or corona, is formed.. From these 
observations and deductions it is obvious 
that such may happen at a comparatively 
low pressure if the conductor is of extremely 


Specification of Letters Patent. _ Patented May 14, 1918. 
Application filed May 6, 1916. Serial No. 95,830. 


small radius, or pointed, and it is pursuant — 


to a misapplication of these, and other, 


truths that the commercial lightning rod of 


today is made very slender and pointed. My 
invention, on the contrary, while taking 
cognizance of these truths, correctly applies 
theni in the provision of a lightning pro- 
tector that distinctively affords an elevated 
terminal having its outer conducting boun- 


-daries arranged on surfaces of large radii 


of curvature on two dimensions.. The prin- 
ciples which underlie my invention and cor- 
rect application of which dictate the form 
and manner of installation of my protector, 
I will now explain in contrast with-the con- 
ventional pointed lightning rod. 

In permitting leakage into the air, the 
needle-shaped lightning-rod is popularly 
believed to perform two functions: one to 
drain the ground of its negative electricity, 
the other to neutralize the positive of the 
clouds. To some degree it does both. But 
a systematic study of electrical disturbances 
in the earth has made it palpably evident 
that the action of Franklin’s conductor, as 
commonly interpreted, is chiefly illusionary. 
Actual measurement proves the quantity of 
electricity escaping even from many points, 
to be entirely insignificant when compared 
with that induced within a considerable ter- 
restrial area, and of no moment whatever in 
the. process of dissipation. But it is true 
that the negatively charged air in the vi- 


cinity of the rod, rendered conductive. 


through the influence of the same, facilitates, 
the passage of the bolt. Therefore it in- 
creases the probability of a lighting. dis- 
charge in its vicinity. The fundamental 
facts underlying this type of lightning-rod 
are: First, it attracts lightning, so that it 
will be struck oftener than would be the 
building if it- were not present; second, it 
renders harmless most, but not all, of the 
discharges which it receives; third, by ren- 
dering the air conductive,-and for other 
reasons, it.is sometimes the cause of damage 
to neighboring objects; and, fourth, on the 
whole, its power of preventing injury pre- 
dominates, more or Jess, over the hazards it 
invites, : 

My protector, by contrast, is founded on 
principles diametrically opposite. Its ter- 
minal has a large surface. It secures a very 
low density and preserves the insulating 
qualities of the ambieht medium, thereby 
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minimizing leakage, and in thus acting as a 
quasi-repellant to increase enormously the 
safety factor. 7 

For the best: and most economical installa- 


‘tion, of protective devices according to my 
‘invention, those factors and phenomena that 


dictate size, number of protectors and phys- 
ical qualities of the apparatus must be 
grasped by the installing engineer, and pre- 
liminarily, for full understanding of the 
principles of my invention, these should be 
briefly explained. , 

- Eeonomical installation, of course, de- 
mands that the protective capability of any 
given equipment be not needlessly greater 
than is required to meet the maximum ex- 
pectancies under the conditions surroundin 

the particular building to be protected; and 


“these depend, partially, as I shall show, 


upon the character of the landscape proxi- 
mate to the building site. - 

.In the drawings, Figures 1 to 4 inclusive, 
are diagrams requisite to illustration of the 
facts and conditions relevant to the deter- 
mination of specific installations of my in- 
vention, and Figs. 5 to.8. illustrate construc- 


_tion and application of the protectors,’ Spe- 


cifically : ; 
Fig. 1 is a landscape suited for purpose 
of explanation; Figs. 2, 3 a theoreti- 


cal diagrams; Figs. 5 and 6 illustrate forms , 


of improved protectors; and Figs. 7 and 8 
show buildings equipped with the same. 
In Fig. 1, 1 represents Lord Kelvin’s “re- 


duced” area of the region, which is virtually . 


part of the extended unruffled ocean-surface. 
(See “Papers on Electrostatics and Magnet- 
ism” by. Sir William Thomson). Under or- 


- _dinary weather conditions, when the sky is 


40 


45 


clear, the total amount of electricity dis- 
tributed over the land is nearly the same as 
that which would be contained: within. its 
horizontal projection. But in times of 
storm, owing to the inductive action of the 
clouds, an immense charge may be. accu- 


‘mulated. in the locality, the density being 
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negative sense, is nil. 
“niveau” are exposed to ever so much more ~ 


greatest at the most elevated’ portions of 
the ground. Assuming this, under the con- 
ditions existing at any moment, let another 
spherical surface 2, concentric with the 
earth, be drawn—which may-be called “elec- 
trical. niveau”—such that the quantities 
words, their algebraic sum, taken relatively 
to the imaginary surface, in-the positive and. 
Objects above the 


risk than those below. Thus, a building at: 


_8,-0n a site of excessive density, is apt tobe! 


hit sooner or later, while one in a depression 


' 4, where the charge per unit area is very 


6s 


small, is almost entirely safe. It follows 


‘that the one building 3 requires more ex- 


tensive equipment than does the other. In 


both instances, however, the probability of. 
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being struck is decreased by the presence of 
my protector, whereas it would be increased. 
by the presence of the Franklin rod, for rea- 
sons that I will now explain. 
An understanding of but part of the 
truths relative to electrical discharges, and 


70 


their misapplication due to the want of - 


‘fuller appreciation has doubtless been re- 


sponsible for the Franklin lightning rod . 


taking its conventional pointed form, but 


75 


theoretical considerations, and the important — 
discoveries that have been made in the. 


course of inyestigations with a_ wireless 
transmitter of great activity by which arcs 


- of a volume and tension comparable to those 
occurring in nature were obtained (“Prob-: 


lems of Increasing Human Energy” Century 
Magazine June 1900 and Patents 645,576, 


649,621, 787,412 and 1,119,732) at once estab- 


lish the fallacy of the hitherto prevailing 
notion on which the Franklin type of rod 
is based, show the distinctive novelty of my 
lightning protector, and guide the construc- 
tor in the use of my invention. ‘ 

In Fig. 2, 5 is a small sphere in contact 
with a large one, 6, partly shown. It.can 
be proved by the theory of electric images 
that when the two bodies are charged the 
mean density on the small oné will be only 


Maxwell). In Fig. 3, the two spheres 7 and 
8 are placed some distance apart and con- 
nected through a thin wire 9. This system 
having been excited as before, the density on. 
the small sphere is likely to be many times 
that on the large- one. 
the same potential it follows directly that 
the densities on them will be inversely as 
their radii of curvature. If the density of 
7 be designated as @ and the radius 7, then 
the charge g=4nr’d, the potential p=4ard 
and the outward force, normal to the sur- 
face, /==2rd?. As before stated, when d 
surpasses 20 C. G. S. units, the force f be- 
comes sufficiently intense to break down the 


-dielectric and a streamer or corona appears. 


In this case p=80xr. Hence, with a sphere 


. _of one centimeter radius disruption would: 
‘stored over and under it are equal. In other | 


take place at a potential. p~=807—251.328 
E. 8. units, or 75,398.4 volts. In reality, the. 
discharge occurs at a lower’ pressure .as a 
consequence of uneven distribution on the 
small sphere, the density being greatest on 
the side turned away from the large one. 


Since both are at 1 
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F = 1.64493 

times greater than that on the other, (See 

“Electricity and Magnetism” by © Clerk | 
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In this respect the behavior of a pointed | 


conductor is just the reverse. Theoretically, 
it mignt erroneously be inferred from the 
preceding, that sharp projections would per- 
mit. electricity to escape at the lowest po- 
tentials, but.this does not follow. The rea- 
son will be.clear from an inspection. of Fig. 
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4, in which such a needle-shaped. conductor 


an 


10 


wd 


nn 
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10, is illustrated, a minute portion of its 


tapering end being marked 11: Were this 


portion removed from the large part 10 and 
electrically connected with the same through 
an infinitely thin wire, the charge would be 
given off readily. But the presence of 10 
has the effect of reducing’ the capacity of 
11, so that a much -higher. pressure ‘is re- 
quired to raise the density to-the critical 
value.. The larger the body, the more. pro- 


nounced is this influence, which is also de-- 


pendent on configuration, and. is maximum 
for a sphere. When the same is of. con- 
siderable size it takes a much greater elec- 
tromotive force than under ordinary circum- 
stances to produce streamers from the point. 
To explain this apparent anomaly attention 
is called to Fig. 3. If the radii of the two 


spheres, 7 and 8, be designated rand R._re- 


spectively, their charges g and Q and the 
distance between their centers D, the po- 


' tential at 7, due to Q is 2 But 7, owing to 
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the metallic connection 9, is at the potential. 


Q_g 


| Ror a 
When D is comparable to R, the medium 


‘ surrounding the small sphere will ordinarily 
-be at a potential not much different from . 


that of the latter and millions of volts may 
have to be applied before streamers issue, 
even from sharp protruding edges. It is 
important to bear this in mind, for the 
earth is but a vast conducting globe. It 


~ follows that a pointed lightning-rod must 


40 


_ posed emissive effect, is in part neutralized, 
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55 


be run far above ground in order to operate 
at all, and from the foregoing it will be ap- 
parent that the pointing of the end, for sup- 


by the increasing size below the extreme end, 
and the larger the rod, for reduction of elec- 


trode resistance, the more pronounced is this’ 


counter-influence. For these reasons it is 
important to.bear in mind that sufficient 
thickness of the rod for very low electrode- 
resistance is rather. incompatible with the 


) high emissive capability sought in the nee- 


dle-like Franklin-rod, but, as hereinafter 
set forth, it-is wholly desirable in the use 


of my invention, wherein the terminal con-' 
struction is intended for suppression of: 


charge-emission rather than to foster it. 
The notion that Franklin’s device would 


’ be effective in dissipating terrestrial charges 
“may be traced to early experiments with 


60 


' insulated electrified body. But the inappli-_ 
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static frictional machines, when a_ needle 
was found capable of quickly draining an 


cability of this fact. to the conditions of 
lightning protection will be event from 
examination of the simple theoretical prin- 


ciples involved, which at the same time sub-. 


8 
stantiate the desirability of establishing 


protection by avoiding such drainage. ‘The 
density at the pointed end f should be in- 


-versely as. the radius of curvature of the 


surface, ‘but such a.condition is unreelizable. 


Suppose Fig. 4 to represent a conductor of | 


radius 100 times that of the needle; then, 
although its- surface per unit length is 


greater in the. same. radio, the capacity is” 


only double. Thus, while twice the quan- 


tity of electricity is stored, the density on’ 
‘the rod is but one-fiftieth of that on the nee- 


die, from which it follows that the latter 


is far more efficient. But the emissive power - 


of any such conductor is. circumscribed. 
Imagine that the “pointed” (in reality blunt 
or rounded) end. be continuously rediiced in 
Size so ag to approximate the ideal more and 
more. During the process of reduction, the 


‘density will be increasing as the radius of 


curvature gets smaller, but in a proportion 
distinctly. less than, linear; on the other 


-hand, the area of the extreme end, that ‘is, 
. the section through which the charge passes 
‘out into the air; will be diminishing as the. 


square of the radius. This relation alone 


-imposes a definite limit to the performance 


of a pointed conductor, and it should be 
noticed that the electrode resistance wou d 
be augmented at the same time. Further- 


-more, the efficacy of the rod is much im- 


paired through potential due to the charge 
of the ground, as has been indicated with 
reference to Fig. 3. Practical estimates of 


the electrical quantities concerned in natural” 


disturbances show, moreover, how absolutely 
impossible. are the functions attributed to 
the pointed lightning conductor. A single 
cloud may contain 210" C. G. S. units, or 
more, inducing in the earth an equivalent 


amount, which a number of lightning rods’ 


could not neutralize in many years. Par- 
ticularly to instance conditions that may 


‘have to be met, reference is made.to the 


Electrical World of March 5, 1904, wherein 
it appears that upon one occasion approxi- 
mately 12,000 strokes occurred within two 


hours within a radius of, less than 50 kilo-- 


meters from the place of observation. __ 
But although the pointed lightning-rod 
is quite ineffective in the one respect noted, 
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it has the property of attracting lightning - 


to a high degree, firstly on account of its 
shape and ‘secondly because it ionizes and 
renders conductive the surrounding air. 
This has been unquestionably established in 
long continued tests with the wireless trans- 
mitter above-mentioned, and in this feature 
lies the chief disadvantage of the Franklin 
type of apparatus. . | ; 

All of. the. foregoing serves to show that 
since it is utterly impracticable to effect an 
equalization of charges emissively through 
pointed lightning-rods under. the conditions 


presented by the vast forces of nature. great 
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15 


& 
improvement lies in the attainment of-—a 
minimized probability of lightning stroke 
to the area’ to be protected coupled with 
adequate conductivity to render harmless 
those strokes that may, notwithstanding, 
occur. . a 
Furthermore, a correct: pplication of the 


truths that have thus been explained with . 


reference to the familiar pointed type of 
lightning-rod not only substantiates the 
theoretical propriety of the form in which I 
develop my improved lightning protector, 
but will lead the installing engineer properly 
to take cognizance of those conditions due 
to location of the building, with respect to 
surrounding earth formations and other 


‘buildings, probabilities of maximum poten- 


20 


tial-differences and charge-densities to be ex- 
pected under the prevailing atmospheric 
conditions of the site, and desirable electrode 
resistance and capacities of the protectors 
installed. 


The improved protector, as above stated, 


‘behaves in a manner just opposite to the 
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- padius of curvature and sufficient area to . 
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for] 
a 


which is supported 


Franklin type and is incomparably safer for 


this reason. The result is secured by the use 


of a‘terminal or conducting surface of large 


make the density very small and thereby 
prevent the leakage of the charge and the 
ionization of the air. The device may be 
greatly varied in size and shape but it is es- 
sential that all its outer conducting elements 
should be disposed along an ideal enveloping 
surface of large radius and that they should 
have a considerable total area. 

In Fig. 5, Fig. 6, Fig. 7 and Fig. 8, differ- 
ent kinds of such terminals and _arrange- 
ments of'same are illustrated. In Fig. 5, 12 
is a cast or spun metal shell of ellipsoidal 
outlines, having on its under side a sleeve 
with a bushing 13 of porcelain or other in- 
sulating material, adapted to be -slipped 
tightly on a rod 14, which may be an ordi- 
nary lightning conductor. Fig. 6 shows a 
terminal 15 made up. of rounded or flat 
metal bars radiating from a central hub, 

directly on a similar rod 
and in electrical contact with the same. The 
special object of this type is to reduce the 
wind resistance, but it is essential that the 
bars have a sufficient area to insure small 
density, and also that they are, close enough 
to make the aggregate capacity nearly equal 
to that of a continuous shell of the same out- 
side dimensions. In Fig. 7 a cupola-shaped 
and earthed roof is carried by a chimney, 
serving in this way the twofold practical 
purpose of hood and protector. Any kind 
of metal may be used in its construction but 
it is indispensable that its outer surface 
should be free of sharp edges and projec- 
tions from which streamers might emanate. 
In like manner mufflers, funnels and vents 
may be transformed into effective lightning 
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protectors if equipped with suitable devices 
or designed in conformity with this inven- 
tion. Still another modification is illustrated 
in Fig. 8 in which, instead of one, four 
grounded bars.are provided with as many 


spun, shells or attachments 18, with the ob- 


vious object of reducing the risk. 


From the foregoing it will be clear that in . 


all cases the terminal prevents leakage of 
electricity and attendant ionization of the 
air. It is immaterial to this end whether it 
is insulated or not. Should it be struck the 
current will pass readily to the ground either 
directly or, as in Fig. 5, through a small air- 
gap between 12 and 14, But such an acci- 


dent is rendered extremely improbable ow- — 


ing to the fact that there are everywhere 


‘points and projections on which the terres- 


trial charge attains a high density and where 
the air is ionized. Thus the action of the im- 
proved protector is equivalent to a repellant 
force. This being so, it is not necessary to 
support it at a great height, but the ground 
connection should be made with the usual 
care and the conductor leading: to\it must be 
of as small a self-induction and resistance as 
practicable. , 

T claim as my invention: 

1. A lightning protector consisting of an 
elevated terminal, having its outer conduct-- 
ing boundaries arranged on surfaces of large 
radii of curvature in both dimensions, and a 


grounded conductor of small self-induction, © 


as set forth. 

2, A lightning. protector composed of a 
metallic shell of large radius of curvature, 
and a grounded conductor of small self-in- 
duction, as described. 

3. Apparatus for protection against at- 
mospheric discharges comprising an earth 
connection of small resistance, a conductor 
of small self-induction and a terminal car- 
ried by the same and having a large radius 


100 


of curvature in two dimensions as, and for _ 


the purpose set forth, ; 
4, In apparatus for protection against at- 


mospheric discharges an insulated metallic 


‘shell of large radius of curvature supported 


by a grounded conductor and separated from 
the same through a small air-gap as, and for 
the purpose described. oo 

5. A lightning protector comprising, in. 
combination, an elevated terminal of large 
area and radius of curvature in two dimen- 
sions, and a grounded conductor of small 
self-induction, as set forth. oo 

6. In apparatus for protection against 
lightning discharges, the combination of an 
elevated metallic roof of large area and 
radius of curvature in two dimensions, and 
2 grounded conductor. of small _self-induc- 
tion and resistance, as described. 

7. As an article of manufacture a me- 
tallic shell of large radius of curvature pro- 
vided with a sleeve adapted for attachment 


-110 
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on 
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to a lightning rod as, and for the purpose 
set forth. 

8. A lightning protector comprising an 
ellipsoidal metallic shell and a grounded 
conductor of small self-induction, as set 
forth. a 

9. In apparatus for protection against at- 


mospheric discharges a cupola-shaped me- 
tallic terminal of smooth outer surface, in - 
combination with a grounded conductor of 10 
small self-induction and resistance, as de- 
scribed. 
In testimony whereof I affix my signature. 
NIKOLA TESLA. 
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_ like) may be negligible ‘in effect; that the. 
torque may be substantially unaffected by 
‘changes of extraneous conditions, as of tem- 
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To all whom it may concern: | 

Be it known that I, Nrxowa Tusna, a citi- 
zen of the United States, residing at_New 
York, in the county and State of New York, 
have invented certain new and useful Im- 
provements in Speed-Indicators, of which 
the following is a full, clear, and exact de- 
scription. : 

Among the desiderata of speedometer con- 
struction are these: that the torque exerted 
upon the, secondary, or’ indication-giving, 


element shall be linearly proportional to the. 


speed of the primary member: rather than 
to the square of the speed (as instanced in 
centrifugal speedometers) ;. that. the tor- 


sional effect at low speeds shall be strong 


and steady so that particular delicacy of 
construction may not be necessary and that 
minute causes of theoretical errors (such as 
bearing-friction, spring-inequalities and the 


perature, atmospheric density and. magnetic 
influence; that the instrument be inherently 
dead-beat and. relatively insensible to meé- 
chanical vibration; and that ruggedness, 


simplicity and economy, for attendant dura-. 


bility, manufacturing facility. and low cost, 
be attained. My present speedometer real- 
izes these advantages and provides, also, an 


appliance that is suitable for ‘great, as well 


as very small, velocities, exact in its read- 

ings, uniformly graduated as to scale, and 

unaffected: by changes of temperature or. 
pressure within as well as “without. ; 

In my Patent No. 1,209,359, dated Decem- 

I ave described a new type 

eed measuring instrument. wherein the 

adhesion:and viscosity-of a gaseous medium, 


effort exerted upon the latter 1s nearly pro- 
portional’to the rate of rotation, of the for- 

The principles of that inyention find 
in my present construction. Such “air 


of. meeting satisfactorily the commercial re- 
quirements for both large and small instru-’ 


“designed for low-speed -measurement, 


driving to a second-- 
‘ary pivoted-and torsionally restrained mem- 
-ber-under conditions such’ that the rotary - 


ments respectively adapted to measure rela- 
tively high and low speeds, but nevertheless 


_ itis true that although such instruments, ° 
when built for high-speed indication, may. 


be of sturdy construction, they must, when 
be 
built with great precision and delicacy. 


Patented Aug. 6, 1918. 


This because the inertia of. the secondary - — 


element must be kept extremely small for 
desirable: promptness of response to very 
slow starting speeds and consequent feeble- 
ness of the turning effort. In some in- 
stances, therefore, it is highly desirable to 
employ a. transmitting medium giving a 
much greater torque than air with concomi- 
tant.extension of the ldw-range of accurate 
speed reading, quickness of response, prac- 
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ticable decrease of size of parts and lessen-.. 


ing of sensitiveness to disturbances such as 
vibration of the instrument as a whole. . 
All of the stated objects I accomplish by 


employing as the torque-transmitting me-. 


dium between the driving and drivén ele- 
ments a body of suitable liquid, (¢. g., mer- 
cury) under conditions (as set forth in my 


prior application referred to) proper to 
secure linear proportionality of. deflections, 
_and, further, by making provision automati- 
cally to compensate for the changes in the 
viscosity of the liquid that.accompany varia- 
tions of temperature. . The latter equipment 
ig unnecessary in my air-drag speedometer, 
~but mercury and other liquids of relatively 
great. density that might be employed for 
my present purposes have not the quality 
_of approximate self-compensation for tem- 
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80 


perature changes: that inheres in air, owing . 


to the fact that the viscosity of such a liquid 
decreases rapidly as its temperature’ rises, 
‘and so to. a successful “mercury-drag”: in- 
strument temperature compensation is req- 
uisite. ot S an 7 

> The underlying ideas of this invention 
can be carried out in various ways and. are. 
‘capable of many valuable uses, but for pur- 


poses of disclosure,.specific reference to a . : 


form of speed indicator. designed for use on 
an automobile is'adequate, 

As in the structure described in my stated 
prt 
driven 


— 


members’ With sorifronting, 


_ application, I provide driving and 
closely- 


100 


adjacent, non-contacting, smooth, annular 


' friction surfaces, co-acting for transmission 


of torque through, the viscosity and adhesion 
of interposed thin films of a suitable me- 
dium—in this case mercury—under condi- 


'_ tions to prevent free exchange of fluid acting: 


10 


‘15 


” 20 


- tain this compensatory 


25 


‘on the system, to prevent its local circula- 


tion and eddying, to maintain its fow calm 


and non-turbulent, and to secure as low ve- 
locity of the medium with respect to the . 


system as the circumstances of the case may 
make desirable. “These conditions all. aid in 
the attainment of rigorous linear propor- 
tionality of: deflection of thé secondary to 
the speed of rotation of the primary element 
under given temperature conditions. Addi- 


tionally, by suitable construction I make it’ - 


possible to obtain a nearly perfect compen- 
sation for temperature changes so that. the 
deflections may be rigorously proportionate 
to speed within limits of temperature varia- 


-tion wider than I believe likely to occur in 


the practical use of the instrument, I at- 
result by providing 
thermo-responsive means to vary the effec- 


tive area of the secondary: element upon. 


which the medinm acts in approximately 
inverse proportion to teniperature-effected 
changes of viscosity of the medium, and as 


‘a preferred specific means to this end, I 


dispose a body of the liquid ‘beyond, but 
communicating with, the active portion of 


- the: liquid medium and of such quantity 


35 


. 40 fi 


45 


that, in effectively the same measure as vis-- 


cosity and, consequently, the. torque is di- 
minished or increased with temperature 
changes, the active liquid-contacting area of 
the secondary member is enlarged or reduced 
owing to the expansion or contraction of the 
uid... ‘ 
_ In the drawing Figure 1 is a top view of 
a speedometer ; : Coe 

Fig..2 is a central vertical section there- 
through; 


Fig. 3 shows a spring adjusting arrange- . 


_, Ment; and 
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fixed support. 17 


60 


Fig. 4 and Fig. 5 are diagrams explana- 
tory of the compensating principle.» 

In Fig. 4 the primary or driving member 
is a cup.10 carried by a freely. rotatable ver- 
tical shaft 11. Within it ‘the cylinder- 
formed secondary member 12 is mounted on 
a spindle 13, journaled in jewels 14 and 15 
of negligible friction, for pivotal displace- 
ment against the restraint of a spiral spring 


_16, connected at its’ ends respectively to 
and spindle-collar 18, so - 


that by pivotal displacement of the second- 
ary cylinder against the resisting spring 
tension, the torsional effort exerted on the 
secondary member may be measured. The 
spring ‘is such that its displacements are 
nearly proportionate to the force applied. 
The.Jower portion 19, of the ctip-chamber is 


eC 


.0.05 inch to be satisfactory. 


- have ascertained, can be 


‘to simplifying this explanation, be 


‘liquid component 202 


tionless). It will be 
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a reservoir filled with the liquid, 20, as mer- 9g 
cury, and the liquid normally extends part 
way up. the very narrow interspace. 21: be- 
tween the two elements to contact with less 


‘than the whole of their confronting friction 


surfaces. With mercury as the medium, in 
an instrument with a sec ndary cup of one 
inch diameter I find an interspace-width of 
It will now be seen thaé when shaft 11 is 
rotated the mercury in the cup is entrained 
and in turn produces -a drag upon the 
pivoted member 12, the torsional effort being 
directly proportionate to the active area, 
viscosity of the fluid and the speed of rota- 
tion and, inversely, to the width of the inter-. 
space 21 or distance between. the rotated and . 
pivoted surfaces. If wv be coefficient of vis- a 
cosity, A the active area, s the speed and d 
the distance between the juxtaposed rotating 
and pivoted surfaces, all of the quantities 
being expressed. in proper units, then the 
twisting force 


R= ve dynes. ! 
; : . 80 
When, through changes in the external con- 


ditions or work performed ‘on the fluid, the 


temperature. of the same is raised, two ef- 
fects, separate and distinct, are produced.. 
In the first place, the viscosity is diminished 
according to a certain law, reducing corre- 
spondingly the torque, on the other hand, 


the fluid expands thereby enlarging the 


areas of the active, or liquid - contracting, 
surfaces of the elements with an attendant 
increase of rotary effort. Obviously, then, if 
it is possible so ‘to relate these actions that 
they mutually annul each other upon any . 


change of temperature, a complete compen- 


sation may be obtained.. This result, I 
almost perfectly ' 
realized with a liquid, as mercury, by prop- 
erly proportioning the voluine of the cham- 
ber-contained, or compensating, component 
20° of the liquid and the component 20° of 
the liquid in the interspace 21. With a view ° 
it sup- 
F is wholly due to the 
(the drag exerted on 
the bottom face of cylinder 12 being assumed 
to be negligible and the bearings to be fric:. 
evident that under these 
conditions the active area will increase as | 


posed that the force 


-the volume of the fluid. Perfect compensa- 


tion would require that upon a rise of tem- 
perature; the active area, and therefore the 
torsional effort, be augmented in the same 
ratio as viscosity is diminished: | In other - 
words, the percentage of decrease of vis- _. 
cosity divided by that 
should be the same for all temperattires. 
Attention is called to the table below show- 
ing’ that, with mercury as the medium, tho 
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120 


of increase of area. 125 


10 


15 


20 


2 


3 


3 


4 


4 


5 


5 


6 


5 
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value of this fraction at-ordinary tempera- 
tures is about, or not far from, 20. 


um 


Percontage | Percentage 
‘Tempore Nolume Viscosity of increase | of decrease Value of 
° * . : ° of V. of 2. 
T v v a b bs 
—20 | 0.996364 | 0,018408 | —0.3636 | 8.2718 | 22.75 
=15 | 0-997273 | 0.018038 | —0.2727 | 6.1029 | 22.38), 
“10 | 0.998182 | 0.017681 | —0.1818 | —4.0074 | ° 22.04 
— 5. | 0.959081 | O.Ot7Es | OGIO | | orgs 
5 | 1.000909 | 0.016663 . 09 1.9107 | .21.02 
10 | 15001818 | 0.016361 | 0.1818 3.7603 |. 20.68 
B |i (Cee) bee) bee | Be 
25 | 1.004546 | 0.015477 | 0.4546 8.9564 | 19.70 
30 | 1,005455 | 0.015202 | 0.5455 0.5750 | . 19.38 
- 35 | 3006365 | 0.014937 | 0.6365 | 12.1410 | 19.07 
40 | 1.007275 | 0.0146 0.7275 |. 13.6470 | 18.75 
48. | 1.008185 | 0.014433 8185 | 15.1031 | 18.45 
50 | 1.009008 | 0.014194 9095 | 16.5073 | 1815 


This means to say that if the total volume 
of the liquid is twenty times that contained 
in the interspace between the elements, the 
two opposite effects, one increasing and the 
other reducing, the torque, will approxi- 


mately balance. This fact is borne out by 


"practical tests. and measurements, which 


0 


on 


0 


have demonstrated that by constructing: for 
- this volumetric ratio deflections very closely” 


proportionate to the speed are obtained 
through a range of temperature variations 
far greater than ordinarily occurring. For 
commercial purposes it is quite sufficient to 


employ a ratio of approximately the stated . 


value as the error involved in a small de- 
parture therefrom is inconsiderable. “When 
necessary or desirable, greater precision can 
be obtained by taking into account four sec- 
ondary effects, due to expansion or contrac- 


tion of the walls, which slightly modify the’ 


torque; first, changes in ‘the volume of the 
- yeservoir; second, in the distance between 
_ the opposed surfaces; third. in ‘active area 


5 


0 


and, fourth, in ‘velocity. Increase in the 


former two tend to diminish, the latter. to 
augment, the viscous drag. A satisfactory 
ratio in a cylindrical type of instrument 
has been found to be about 24. 
Fig. 5 illustrates a different arrangement, 
exemplifying the same principle of employ- 
ing a reservoir-contained liquid body as the 


_ thermo-responsive means to compensate for 


5 


viscosity changes of the active liquid. In 
this case a spindle-carried disk 12’ serves as 
a secondary element, ‘while the primary 
member consists of a hollow shell 10’ with 


-annular surfaces 23 confronting the disk 


° 


surfaces and encompassed by an annular 
chamber 20’, so that under rotation the mer-. 


cury body fills the chamber and occupies 
‘peripheral portions of the interspaces 21 
between the fiat confronting surfaces. It 
is hardly necessary to remark that since 


there are two such interspaces 21, the cal- 


_ moving parts. 


culation of capacity of the reservoir or 
chamber 20’, beside considering the form of 
the device, must take account of the active 
mercury body in both interspaces. 

“In Figs. 1 to 3'a complete commercial in- 


_ strument embodying my invention is shown. 


Specifically, 25 is'a tube threaded at 26 and 
carrying at the top a casing head 27 the 
whole forming a housing for inclosure of the 
The driving shaft 28 carries 
a cylindrical cup 29 in the bottom of which 
is Screwed a,plug 30, turned down as 31 for 
the purpose of providing the reservoir 32. 
The cup 29 is closed at its upper end by a 


tight fitting cover 33, having an upwardly’ 
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extending shank 34, carrying a pinion 35 to 86 


\ drive suitable wheelwork 36 of the odometer 
contained in the lower part of the head 27. 


This structure, providing the primary ele- — 


ment, is rotatable in ball-bearings 37 and 38 
fixed in tube 25 and adjustable by means of 
nuts 39. 

The secondary element is 


slender spindle 41 mounted in jeweled bear- 


ings 42 and 43, respectively carried in a~ 


cavity, of plug 80 and by a frame arm 43°. 


made of a, very: 
thin metal cup 40, inverted and secured to 


A running bearing 42 can usually be em- 


ployed without detriment, but a fixed bear- 
ing may be used if desired. The weight of 


the secondary member with its movable at-. 


tachments should be so determined that the 
upward thrust against jewel 43 is very 
slight: The torsional twist of secondary cup 
40 is resisted by a spiral spring 44 lodged 


in a turned: recess of a frame plate 45, hav-’ 


100 


ing one of. its ends connected to collar 46 . 


fast on the spindle 41 and the other to. a 


split ring 47 spring-gripping, the wall of 
the recess in plate 45. By inserting pincers 
in holes 48 (Fig. 5) and contracting the ring 
it is freed sufficiently for adjustment to 
bring the spindle-carried indicator 49 to 
point to zero of. the graduated scale 50 that, 


108. 


if all of the principles of my invention are _ 


best embodied, may be made uniformly 
graduated. ‘The scale is carried on plate 


110 


45 and, together with the support 43’, is © 


held in place by a rim 53 that suitably car- 


ries the glass cover 52. The odometer may: 


have any suitable number of indicating ele- 
ments of different orders suitably geared, 
the two hands 54 and. 55 sweeping over 
graduated dials 56 and 57, typifying any 
suitable construction. Te 

It will be apparent that. the high -torque 
at low speed developed through the mer- 
curial transmitting medium makes the in- 


strument very effective as one for use on 


automobiles, and while it is ‘true that with 


a heavy fluid, as mercury, the range of ve-. 


locity of the medium throughout, which pro- 
portionality of torque to speed, under the 


128 


described conditions, is rigorously linear - 


i723 


Ll 


2 


falls below the range available where air is 
the medium, a construction presenting the 


friction surfaces of the elements in a cylin- 


der-form as-suggested in Figs. 2 and 4 per- 
mits of the use of a suitably constructed de- 
vica with a small-diameter secondary to 


“Ineasure very high speeds without imparting 


to the medium a linear velocity beyond its 
stated range. 
mercury inthe present’ described instrument 
(or other rotary devices) it is important 


_ that the mercury be pure, the surfaces con- 


15 


20 


25 


30 


a 


3 


Ss .. 


4 


45 


50 


tacting therewith smooth, clean and non- 
granular (preferably nickel-plated or made 
of non-corrosive, high grade steel) to mini- 
mize abrasion and keep the mercury clean, 


,and that the linear velocity of the mercury 


be kept low, preferably below six feet per 
second, in order that it may not break up into 
minute droplets or apparently-powdered 
form. ; a . 

What I claim is: 7 

A. In combination, driving and driven ele- 
ments, having . opposed, closely-adjacent, 
hon-contacting friction. surfaces; a liquid. 
body interposed between active areas thereof 


through which-the driving element fric- - 
tionally drags ‘the driven one and thermo- ° 


responsive means for varying the active 
area of the secondary in approximately in- 
verse proportion to the thermo-effected va- 
riations in viscosity. of ‘the liquid. 

2. In a temperature-compensating speed 
indicator, the combination of variable speed 
primary and movement-restrained secondary 
elements that are suitably supported for 
separate movement and have opposed. fric- 
tion surfaces in close but non-contacting 
juxtaposition; an interposed liquid body 
‘contacting normally with active areas of 
said surfaces less than the whole thereof, 
and thermo-responsive means for varying 
the liquid-contacting areas of said elements 
approximately inversely to the thermo- 
effected variations of liquid viscosity. 

3. In a temperature-compensating speed 


. indicator, the combination of variable speed 


primary and movement-restrained secondary 
elements that are suitably supported for 
separate movement and have opposed closely- 
adjacent non-contacting friction surfaces; 


an interposed liquid body and thermo-re- 


Separate movement and 


For the successful use of. 
closely-adjacent non-contacting friction sur-. 
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sponsive means for varying the active areas 


of said surfaces in- predetermined  propor- 
tion to thermally-effected changes of liquid 


viscosity. 


BB 


4. In a temperature-compensating speed: 


indicator, the combination of variable speed 


primary and movement-restrained secondary — 


elements ‘that are suitably supported for 
have opposed 


faces; a liquid body partially filling the in- 


terspace between said surfaces, and thermo- 


responsive means for varying the liquid 
quantity within in said interspace in pre- 
determined inverse ratio to thermo-effected 
changes of liquid viscosity. ~ so 

5. The combination with driving ‘and 
driven elements having opposed, closely- 
adjacent, non-contacting friction surfaces 
and an interposed liquid body contacting 
with active portions thereof, of a compen- 


sating liquid body. communication with the 


said interposed or. active one, and propor- 
tioned to vary the effective contact area of 
the active liquid approximately inversely 
to its temperature-effected viscosity changes. 


6. The combination with freely movable. 


driving and movement-resisted. driven ele- 


75 


80 


ments, having friction surfaces in opposed, ~ 
closely-adjacent: non-contacting relation, of _. 


means providing a reservoir, communicat- 
ing with the interspace between said ele- 
ments, and a liquid body having a reservoir- 
filling component and an active - torque- 
transmitting component that normally, 
partly occupies said interspace, these com- 
ponents proportioned volumetrically for 
temperature-efiected change of the contact 
area of the active component in approxi- 
mately 


inverse ratio to the attendant 
changes of liquid viscosity. 


80 


‘T. In a temperature-compensating speed - 


indicator, the combination of a freely rota- 
table cylindrical cup; a. cylinder-formed 


member in the upper portion thereof, - 


‘pivoted and spring-restrained; and a body - 


of mercury filling the reservoir-portion of - . 


the cup below the pivoted member and ex- 


100 


tending partially in the narrow interspace - 


between the cup and cylinder: 


In testimony whereof I affix my signature. — 


NIKOLA TESLA, 7 


N. TESLA. 
SHIP'S LOG, — 
APPLICATION FILED DEC. 18, 1916. 
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UNITED STATES PATENT OFFICE: 


NIKOLA TESLA; OF NEW YORK, N. ¥., ASSIGNOR TO WALTHAM WATCH COMPANY, OF 
WALTHAM, MASSACHUSETTS, A CORPORATION OF MASSACHUSETTS. 


SHIP’s LOG. 


Specification of Letters Patent. 


Patented Sept. 2, 1919. 


‘Application filed December 18, 1916. Serial No. 187,690. 


Lo all whom it may concern: 


Be it known that I, Nrxota Testa, a citi- 
zen of the United States, residing at New 


York, in the county and State of New York, | 


have invented certain new and useful Im- 


provements. in Ships’ Logs, of which the 


’ following is a full, clear, and: exact deserip- 


10 


a. 


1 
20 
25 
80 
85 
40 
45 
50 


55 


tion, ; 
My invention provides a ship’s log of 


novel. and’ advantageous construction and. 


operation, designed to give instantaneous 
rate-readings, as in knots, or miles per hour. 
The customary log is trailed ‘astern, twisting 
the flexible connector that drives a revolu- 
tion-counter on the vessel, and many dis- 
advantages of such arrangement are obvious. 

In my instrument I combine very advan- 


-tageously a propeller rotatable proportion- 
‘ately to vessel-speed and a speed indicator 


driven by it and reading directly in the de- 
sired terms, preferably upon a substantially 
uniformly-graduated ‘scale. _ 
In the drawings, Figure 1 diagrams the 
log in use; a 
Fig. 2 shows it in vertical section; - 
| Fig. 3 illustrates speed-indicator parts 
with the casing broken away; 
Fig. 4 is a section on line 44 of Fig. 3; 
Fig. 5 is a section on line 5—5 of Fig. 2. 
Fig. 6 shows in section a turbine form ‘of 
propeller, and = 
Fig. 7 is a section on line 7—7 of Fig. 6. 
To the vessel 10, preferably near its bow, 


‘is suitably affixed a tube or barrel, 11, with 


a threaded plug 12. closing its lower end, 
where the tube preferably dips below the 
level of the boat’s keel. At the top—near 
the’ deck or other point of observation—the 
speed-indicator 13 is mounted, its casing 14, 
that carries all of the moving parts being 
detachably secured, as by screws 15, to the 
top-flange 16 of the barrel. .A boss 17 on 
the underside of casing 14 supports the ball 
bearing 18 for the primary element of the 


indicator and a seal 19 for its flexible drive-’ 


shaft 20 that connects preferably through a 
slip-joint squared union, 21, to a propeller- 


driven part. The propeller may be of com-’ 


mon form as shown in Fig. 2, at 22, with its 
shaft 23 horizontally mounted in the bracket 
24 spanning the tubular passage 25 of a 
housing 26 that fits neatly in the barrel and 
is held in register with ports 27 and 28 by 
guide-ribs 29.. Such a propeller drives the 
shaft 20 through bevel gears 30. 


More advantageously in some respects, 
however, a turbine propeller of simple con- 
struction may be employed, as shown in 
Figs. 6 and 7. The rotor in this instance 
has a vertical shaft 23’ and the wheel 29’ 
is formed of thin, parallel, closely-spaced. 
disks each having a central opening.. The 


wheel is arranged ina‘ cylindrical housing 


26’ that has inlet nozzles 31 and outlet. ports 
32 so disposed that the, water enters the in- 


_ terspaces between the disks tangentially to 


rotate the wheel and finds escape through 
the ports 32 that communicate with the cen- 
tral orifices of the disks. This type of 
construction has many advantages due to its 
reliability and efficiency, but preferably it 
should be constructed to permit the disks 
and casing to be readily cleaned, casing 26’ 
being made. in two horizontal sections bolted 
together as at 33, each section having a de- 
tachable head 84. ; 
A flexible and _- longitudinally elastic 
sleeve, 35, of coiled strip metal is fastened 


. at opposite ends by threaded caps 36 and 


37 to the boss 17 and to a threaded part on 
the propeller casing, so that the propeller 


‘mechanism is supported from the indicator 


casing for removal therewith. 

' By suitably constructing the submerged 
parts of bronze, enameling them, or other- 
wise making them substantially immune to 


75 
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corrosion, adequate durability is attained, © 


and the facility of removal for cleaning, 
oiling, repairs, etc., ‘makes the under-water 
parts easy to maintain in 


ood order. The - 


pliant shaft, slip-connected at one end and ~ 


1ts stout protective sleeve, strong yet flexible 
and extensible frees the bearings from strain. 
and makes the connection uniformly effi- 
cient under changes of ‘conditions ‘as: to 
temperature, ete. 

The speed indicator 13 preferably pro- 
vides as its primary element 41 a multiple- 
walled cup, fast on shaft 20, and as a 
secondary, or indication-giving, member a 
lightly-constructed pivoted, multiple-walled 
inverted cup structure 42, with the annular 
walls interleaved in closely adjacent non- 
contacting relation for transmission of turn- 
ing effort from the one to the other through 
intervening films of the casing-contained. 
fluid medium, as air, in approximately linear 
proportion to the speed of the primary. 

pecifically the. secondary cups are. de- 
pendent from an arm 43 projecting. from 


a 
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20 


25 


30 


35 
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spindle 44, having jewel bearings in yoke 


-45 carried by bridge-piece, 46, that spans 


the casing 14, arid the dial 47, calibrated 
according to a suitable constant to read in 
knots, or miles per hour or other units of 
rate, 1s borne by the cup-structure below a 
fixed hand 48 visible through the sealed 
cover-glass 49. A coiled spring 50, con- 


nected at its ends respectively to the pivoted 


secondary element and to a fixed support, re- 
sists the pivotal displacement of the indi- 
cation-giving member. The light secondary 
element, quickly and accurately responsive 
approximately directly proportionately to 
the speed of the propeller-driven primary 
member, and little affected by tremors, tem- 
perature changes and other extraneous in- 
fluences, gives adequately accurate readings 
in the desired terms, showing instuntaneously 
changes of the vessel’s speed. 

“What I ‘claim is: ~ 

1. In ship’s log, a barrel having water 
flow openings near its bottom, a speed-in- 


dicator detachably secured to one end of the 
-barrel, a flexible shaft for the speed-indi- 


cator, a propeller connected to the shaft- 
end, a housing for the propeller, registering 
with the water-flow openings, and a sleeve 
surrounding the shaft uniting the housing 


and casing, for extraction of the propeller- 


parts when the speed-indicator is removed 
from the barrel. 
_2. In a ship’s log, a barrel, a speed in- 
dicator having a casing secured detachably 
to the upper or observation end of the barrel, 
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a propeller having a housing and adapted 
to pass through the barrel, a flexible shaft 
slip-fitted to connect the propeller and speed 
indicator, and a flexible sleeve connecting 
the propeller-housing and indicator-casing. 

3. In a ship’s log, the combination of a 
barrel having waterflow openings near its 


bottom, a speed indicator having a casing - 


detachably secured to one end of the barrel, 
a shaft for said speed indicator extending 
centrally through the barrel, a propeller for 
the shaft end, a housing for the propeller, 
said housing being smaller than the barrel, 
and a sleeve surrounding the shaft uniting 
said housing and said indicator casing for 
effecting extraction of the propeller parts 
when -the speed indicator is removed from 
the barrel. 

4, In a ship’s log, a barrel, a speed indi- 
cator having a casing secured detachably to 
the upper end.of the barrel, a propeller hav- 
ing a housing and adapted to pass through 
the barrel, there being registering open- 


ings near the bottom of the barrel and in 


said housing for water-flow to the propeller, 
a flexible shaft connecting said propeller and 


- Speed indicator and making axially slidable 


connection with one thereof, and a flexible 


-and axially expansible sleeve connecting the 


propeller housing and the indicator casing 
for extraction of the propeller parts when 
the speed indicator is removed from the 
barrel. 
In testimony whereof I affix my signature. 
NIKOLA TESLA. 
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To all whom tt may concern: © ot 

Be it known that I, Nrxova Test, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
have invented certain new and useful Im- 


provements in Valvular Conduits, of which: 


the following is a full, clear, and exact de- 

scription, mo 
In most of the machinery universally em- 

ployed for the development, transmission 

an 

fluid impulses are made to pass, more or 

less freely, through suitable channels or con- 


‘duits in one direction while their return is 


effectively checked or entirely prevented. 
This function is generally performed by de- 
vices designated as valves, comprising care- 
fully fitted members the precise relative 
movements of which are essential to the efti- 
cient. and reliable operation of the appa. 
ratus. The necessity of, and absolute de- 


" pendence on these, limits the machine in 


25 


many respects, detracting from its practical 
value and adding greatly to its cost of man- 
ufacture and maintenance, As a rule the 
valve is a delicate contrivance, very liable 


' to wear and get out of order and ‘thereby 


8 


Qo 


8 


- 


imperil’ ponderous, complex and costly. 
mechanism and, moreover, it fails to-meet 


the requirements when the impulses are ex-. 


tremely sudden or rapid in succession and 
the fluid is highly heated or corrosive. 

Though these and-other correlated facts 
were known to the very earliest’ pioneers in 
the science and art of mechanics, no remedy 
has as yet been found or proposed to date 
so far as I'am aware, and I 


~-am the first to discover or invent any means, 
‘ which permit the performance of the above 


40 


function without the use of moving: parts, 
and which it is the object of this application 


~~ to describe, 


45 


50 


ead compressed, the advance I have 


achieved consists in. the employment of a 
peculiar channel or conduit charactized. by 
valvular action. : 


The invention can be embodied in many 


constructions greatly varied. in detail, but 
for the explanation of the underlying prin- 
ciple it may be broadly stated that the in- 
terior of the conduit is provided with en- 
largements, recesses, projections, baffles or 
buckets which, while offering virtually no 
resistance fo the. passage of th 


transformation of mechanical energy, . 


lieve that I. 


. that is to say, 


e fluid in one 


direction, other than surface friction, con- 
stitute an 
flow in the opposite sense by reason of the 
more or less’sudden expansions, contractions, 
deflections, reversals of direction, stops and 
starts and attendant’ rapidly succeeding 
transformations of the pressure and velocity 
energies. : 

For the full and complete disclosure of 
.the device and of its mode of action refer- 
ence is made td the accompanying drawings 
in which— 

F igure 1 is a horizontal projection of such 
a valvular conduit with the top plate re- 
moved. . 

Fig. 2 is side view of the same in eleva- 
tion, 
_ Fig. 3 is a diagram illustrative of the ap- 


plication of the device to a fluid propelling. 


machine such as, 
compressor, and 
_ Fig. 4 is a plan showing the manner’ in 
which the invention is,’or may be used, to 
operate a fluid propelled rotary engine or 
turbine, an 
Referring to Fig. 1,1 is a casing of metal 
or. other suitable material whic may be 
cast, milled or pressed from sheet in the 
desired form. From its side-walls extend al- 
ternatively projections. terminating in buck- 
ets 2 which, to facilitate manufacture are 
congruent and spaced at equal distances, but 
need not be. In addition to these there are 
independent partitions 83 which are deemed 
of advantage and the purpose of which will 
.be made clear. Nipples 4 and 5, one at each 


a reciprocating’ pump or 
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almost impassable barrier to its 


70 


76 


80 


end, are provided for pipe connection. ‘The - 


bottom is solid and the upper’ or open side 
is closed, by a fitting plate 6 as shown in 
Fig. 2. When desired any number of such 


pieces may be joined in series, thus making 


‘up a valvular.conduit of such length as the 
‘circumstances may require. vo 
In elucidation of the mode of operation 
let it be assumed that the. medium under 
pressure be admitted at 5.. Evidently, its 
approximate path will be as indicated by 
“the dotted line .7, which is nearly straight, 
if the channel be of adequate 
cross-section, the fluid will encounter a very 
small resistance and pass through freely 
and undisturbed, at least to a degree. Not 
so if the entrance be at the opposite end 4. 
In this case the flow will 


100 


105 


not be smooth . 


‘on. 


10 


- even if it be under constant pressure, but. 


“45 


20 


25 


3 


Oo 


3 


oa 


40 


45. 


BO 


55 


and continuous, but intermittent, the fluid 
being quickly deflected and reversed in di- 
rection, set in whirling motion, brought to 


rest and again accelerated, these processes 


following one another in rapid succession. 


The partitions 3 serve to direct the stream 


upon the buckets and to intensify the ac- 
tions “causing violent surges and eddies 


‘which interfere very materially with the | 


flow throughthe conduit. It will be readily 
observed that the resistance: offered to the 
passage of the medium will be considerable 


the impediments will be of full effect only 
when it is supplied in pulses and, more es- 
pecially, when the same are extremely sud- 
den’ an 
bring the fluid masses to rest and to high 
velocity in short’ intervals of time energy 
must be furnished at a rate which is unat- 
tainable, the result being that the impulse 


‘cannot penetrate very far before it sub- 


sides and gives rise to movement in the 
opposite direction. The device not. only 


acts as a hinderment to the bodily return’ 
of particles but also, in a measure, as a 


check to the propagation of a disturbance 
through the medium. ‘Its efficacy is chiefly 
determined ; first, by the magnitude of the 
ratio of the two resistances offered to dis- 
turbed and to undisturbed flow, respectively, 
in the directions from 4 to 5 and from 5 to 
4, in each individual element of the con- 
duit; second, by the number of complete 


‘cycles of action taking place in a given 


length of the valvular channel and, third, 


by the character of the impulses themselves. | 


A fair idea may be gained from simple 


- theoretical’ considerations, 


-+ Examining more closely the mode of op- 
eration it will be seen that, in passing from 
one to the next bucket in the direction of 
disturbed flow, the fluid undergoes two 
complete reversals or deflections through 180 


degrees while it suffers only two small de-. 
. -viations from about 10 to 20 degrees when 
’ moving in the opposite sense. 


In each case 
the loss of head will be proportionate to a 
hydraulic coefficient dependent on the angle 
of deflection from which it follows ‘that, 


. for the same velocity, the ratio of the two 


resistances will be as that of the two coefii- 
cients. The theoretical value of this ratio 
may be 200 or more, but must be taken as 
appreciably less although the surface fric- 


‘ ‘tion too is. greater in the direction of. dis- 


turbed flow. In order to keep it as large 


‘ as possible, sharp bonds should be avoided, 
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for these will add to both resistances and re- 
duce the efficiency. Whenever practicable, 
the piece should be straight; the next best 
is the circular form. 

_ That the-peculiar function of such a con- 


- duit is enhanced by increasing the number 
of buckets or elements and, consequently, 
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of high frequency.~ In order to 


- closed at both ends by flanged heads 11 and- 


. piston 17 accurately ground to and sliding 


cyclic processes in a given length is an 
obvious conclusion, but there is no direct’ 
proportionality because the successive ‘ac- 
tions diminish in intensity. Definite limits, 
however, are set constructively and other- 
wise to the number of elements per unit 
length of the channel, and the most economi- 
cal design can only be evolved through long | 
experience. . 

Quite apart from any mechanical features 
of the device the character of the impulses 
has a decided influence on its porformance 
and the best results will be secured, when 
there are produced at 4, sudden variations 
of pressure in relatively long intervals, 
while a constant pressure is maintained at 
5. Such is the case in one of its most valu- 
able industrial applications which will be 
specifically described. 

In order to conduce to a better under- 


70 


a 


5 


- standing, reference may first be made to Fig. 


3 which illustrates another special use and 
in which 8 is a piston fixed to a shaft 9 and 
fitting freely in a cylinder 10. -The latter is 


12 having sleeves or stuffing boxes 13 and 14 
for the shaft. Connection between the two 
compartments, 15 and 16, of the cylinder is 
established through a valvular conduit and 
each of the heads is similarly equipped. 95 
For the sake of simplicity these devices are 
diagrammatically shown, the solid arrows 
indicating the direction of undisturbed flow. 
An extension of the shaft 9 carries a second 
100 
easily inva cylinder 18 closed at the ends by 
plates and sleeves as usual. Both piston 
and cylinder are provided with inlet and 
outlet ports marked, respectively, 19 and 20. 
This arrangement is familiar, being repre- 
sentative of a prime mover of my invention. 
termed “mechanical oscillator”, with which 
it is practicable to vibrate a system of con- 
siderable weight many: thousand times per 
minute. a _ 
Suppose now that such rapid oscillations 
are imparted by this or other means to the 
piston 8. Bearing in mind the proceeding, 
the operation of the apparatus will be un- 
derstood at a glance. While moving in the 115 
direction of the solid arrow, from 12 to 11, 
the piston 8 will compress the air or other - 
medium in the compartment 16 and expel it 
from the same, the devices in the piston and - 
head 11 acting, respectively, as closed and 120 
open valves. During the movement of the 
piston in the opposite direction, from 11 to 
12, the medium which has meanwhile filled 
the chamber 15 will be transferred to com- 
partment 16, egress being prevented by the 123 
device in head 12 and that in the piston al- 
lowing free passage. These processes will 
be repeated in very quick succession. - If the 
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110 


nipples 4 and 5 are -put in communication 


with independent reservoirs, the oscilla- 130 


‘10 


16 


20 


25 


_ 80 


tiong of the piston 8 will result in a com res- 


sion of the air at 4 and rarefaction of the 
sane at 5, Obviously, the valvular chan- 
nels being tuned the other way, as indi- 
cated -by dotted lines in the lower part of 
the figure, the opposite will take place. The 
devices in the piston have been shown merely 
by way of-suggestion and can be dispensed 
with. Tnch of the chambers 15 and 16 be- 
ing connected to two conduits as illustrated, 
the vibrations of a solid piston as 8 will 
have the same effect and the machine will 
then be a double acting pump or compressor, 
Tt is likewise nnessential that the medium 


should be admitted to the cylinder through’ 


such devices for in certain instances ports, 
alternately closed .and opened by the ‘piston, 
may serve the purpose. As a matter of 


course, this novel method of propelling fluids | 


can be extended to multistage working in 
which case a number of pistons will be.em- 
ployed, preferably on the same shaft and of 
different diameters in conformity with well 
established. principles of mechanical design. 
In this way any desired ratio of compres- 
sion or degree of rarefaction may be at- 
tained. c, . 
Fig. 4 exemplifies a particularly valuable 


application of the invention to which refer- 
ence has been made above. The drawing 


shows in ‘vertical cross section a. turbine 


'. which may be of any type but is in this in- 


35 


stance one invented and.cescribed by me and 
supposed to be familiar to ‘engineers. Suffice 
it to state that the rotor 21 of the same is com- 


‘posed of flat plates which are set in motion 


through. the adhesive and viscous action of 


_ the working fluid, entering the system tan- 
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gentially at the periphery and leaving it at- 


the center. Such a machine is a: thermo- 
dynamic transformer of an activity surpass- 
ing by far that of any. other prime mover, 
it being demonstrated in practice that each 
single disk of the rotor is capable of per- 
forming as much work as a whole bucket- 
wheel. Besides, 2 number of other advan- 
tages, equally important, make it especially 
adapted for operation as an internal combus- 
tion motor. This may be done in many 
ways, but the simplest and most direct plan 
of which I am aware is the one illustrated 
here. Referring again to the drawing, the 
upper part of the turbine casing 22 has bolt- 
ed to it a separate casting 23, the. central 
cavity 24 of which forms the combustion 
chamber, To prevent injury through exces- 
sive heating a jacket 25 may be used, or else 
water injected, and when these means are 
objectionable recourse may ‘be had to air 
cooling, this all the more readily as very 
high temperitures are practicable. The top 
of casting 28 is closed by a plate 26 with a 
sparking or hot wire plug 27 and in its sides 


are screwed two valvular conduits communi-. 


eating with the central chamber 24. One of 
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these is, normally, open. to the atmosphere ~ 


while the other connects to » source of fuel 
supply as a gas main 28, The bottom of 
the conibustion chamber terminates in a suit- 
able nozzle 29 which’ consists of separate 


the influx of the explosion constituents and 
secure the proper mixture the air and gas 
conduits are equipped, respectively, with 
valves 30 and 81. The .exhaust openings 
32 of the rotor should be in communication 
with a ventilator, preferably carried on the 


_ same shaft and of any suitable construction. 


Tts use, however, while advantageous, is not 
indispensable the suction produced by the 
turbine rotor itself being, in some. cases at 
least, sufficient to insure proper. working. 


This detail is omitted from the drawing as. 


unessential to the understanding. |. 
But a. few words will be needed to make 
clear the mode of operation: The air valve 30 


70 


_piece of heat.resisting material. To regulate — 


80 


85 


being open and: sparking established across - 


terminals 27, the gas is turned on slowly un- 
til the mixture in the chamber 24 reaches the 
critical state and is ignited. Both the con- 
duits behavirig, with respect to efflux, as 
closed: valves, the products of combustion 
rush out through the nozzle 29 acquiring still 
greater. velocity. by expansion and, impart- 
ing their momentum to the rotor 21, start it 
from rest; Upon the subsidence of the ex- 
plosion the pressure in the: chamber sinks 
below the atmospheric owing to the pump- 


_ ing action of the rotor or ventilator and new 
air and: gas is permitted to enter, cleaning 
‘the cavity and: channels-and making up a 


fresh mixture which is detonated as. before, 


90 


95 


100 


and so on, the successive impulses of the - 


working fluid producing an almost con- 


_ tinuous rotary effort. After a short lapse of 


time the chamber becomes heated to such a 


105° 


degree that the ignition device may be shut - 


off without disturbing the established régime. 
This manner of starting the turbine involves 
the employment of an unduly large combus- 
tion chamber which is notcommendable from 
the economic point of view, for not only does 


it entail increased heat losses but the ex- 


plosions cannot be made to follow one an- 
other with such rapidity as would ‘be desir- 
able to. insure the best valvular action. 
When the chamber is small an auxiliary 


110 


116 


means for starting, as compressed air, may . 


be resorted to .and a very quick succession 
of explosions can then be obtained. The 
frequency will be the greater the stronger 
the suction, and may, under certain -condi- 
tions, reach hundreds and even. thousands 
per second. It scarcely need be stated that 
instead of one several explosion chambers 
may be used for cooling purposes and also 
to increase the number of active pulses and 


the output of the machine. 


Apparatus as illustrated in Fig. 4 pre- 


sents the advantages of extreme simplicity, 
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cheapness and reliability, there being no 
‘compressor, buckets or troublesoine valve 
mechanism. .[t also permits, with the addi- 
tion of certain well-known accessories, the 
use of any kind of fuel and thus meets the 
pressing necessity of a self-contained, pow- 
erful, light and compact. internal ‘combus- 
tion motor for general work. When the at- 
tainment of the highest efficiency is the chief 
object, as in machines of large size, the ex- 
plosive constituents will be supplied under 
high pressure and provision made for main- 
taining a vacuum at the exhaust. Such ar- 
‘angements are quite familiar and lend 
themselves so casily to this iuprovement that 
an enlargement on this subject is deemed 
unnecessary. 

The foregoing description will readily 
suggest to experts modifications both ns 
regards construction and application of the 
device and T do not wish to limit myself in 
these respects. The broad underlying idea 
of the invention is to permit the free pas- 


~ sage of a fluid through a channel in the di- 
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5 rection of the flow and to prevent its return 


through friction and mass resistance, thus 
enabling the performance of valve functions 
‘without any moving parts and thereby ex- 
tending the scope and usefulness of an im- 
mense variety of mechanical appliances. - 

I do not claim the methods of and appara- 
tus for the propulsion of fiuids and thermo- 
dynamic transformation of energy herein 
disclosed, as these will be made subjects of 
separate applications, 

I am aware that asymmetrical conduits 
have been constructed and their use pro- 
posed in connection with engines, but these 


have no similarity either in their construc-' 


tion or manner of employment with my 
valvular conduit. They were incapable of 
acting as valves proper, for the fluid was 
merely arrested in pockets and deflected 
through 90°, this result having at best only 
25% of the efficiency attained in the con- 
struction herein described. In the conduit 
T have designed the fluid, as stated above, 
is deflected in each cycle throtigh 860°, and 
a co-efficient approximating 200 can be ob- 
ained so that the device acts as a slightly 
leaking valve, and for that reason the term 
“valvular” has been given to it in contrast 
to asymmetrical conduits, as heretofore pro- 
“nosed, which were not valvular in action, 
but merely asymmetrical as to resistance. 
Furthermore, the conduits heretofore con- 
structed were intended to be used in connec- 
tion with slowly reciprocating machines, in 
which case enormous conduit-length would 
be necessary, all this rendering them devoid 
of practical value, By the use of an effective 
valvular conduit, as herein described, and 
the employment of pulses of very high fre- 
quency, I am able to condense my appa- 
ratus and secure such perfect action as to 
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dispense successfully with valves in numer- 
ous forms’ of reciprocating and rotary en- 
gines. 

The high elliciency of. the device, irre- 
spective of the character of the pulses, is 
due to two causes: first, rapid reversal of 
direction of flow and, second, great relative. 
velocity of the colliding fluid columns, As 
will be readily seen each bucket causes a 
deviation through an angle of 180°, and an- 
other change of 180° occurs in each of the 
spaces between two adjacent buckets. That 
is to say, from the time the fluid enters or 
leaves one of the recesses to its passage into, 
or exit from, the one following a complete 
cycle, or deflection through 860°, is effected. 
Observe now that the velocity is but slightly 
reduced in the reversal so that the incom- 
ing and deflected fiuid columns meet with a 
relative speed, twice that of the flow, and 
the energy of their impact is four times 
greater than with a deflection of only 90°, 
as might be obtained with pockets such as 
have been employed in asymmetrical con- 
duits for various purposes; The fact is, 
however, that in these such deflection is not 
secured, the pockets remaining filled with 
comparatively quiescent fluid and the latter 
following a winding path of least  resist- 
ance between the obstacles interposed. In 
such conduits the action cannot be charac- 
terized as “valvular” because some of the 
fluid can pass almost unimpeded in a direc- 
tion opposite to the normal flow. In iny 
construction, as above indicated, the resist- 
ance in the reverse may be 200 times that in 
the normal direction, Owing to this a com- 
paratively very small number of buckets or 
elements is required for checking the fluid. 
To give a concrete idea, suppose that the 
leak from the first. element is represented 


by the fraction z" then after the nth bucket 


is traversed, only a-quantity (x) will es- 


cape and it is evident that X need not be a 
large number to secure a nearly perfect 
valvular action. 
What I claim is: 
1. A valvular conduit having interior 
walls of such conformation as to permit tho 


-free passage of fluid through it in the direc- 


tion of flow but to subject it to rapid re- 
versals of cirection when impelled in the 
opposite sense and thereby to prevent its 
return by friction and mass resistance. 

2, A valvular conduit composed of a 


‘closed passageway having recesses in its 


walls so formed as to permit a fluid to pass 
freely through it in the direction of flow, 
but to subject it to rapid reversals of direc- 
tion when impelled in an opposite sense and 
thereby interpose friction and mass resist- 
ance to the return passage of the same. 

3, A valvular conduit composed of a tube 
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or passageway with rigid interior walls 
formed with a series of recegses or pockets 
with surfaces that reverse a fluid tending 
to flow in one direction therein and thereby 


check or prevent flow of the fluid in that 


direction. 

4. A valvular conduit with rigid interior 
walls of such character as to offer substan- 
tially no obstacle to-the passage through it 
of fluid impulses in one: direction, but to 
subject the fluid to rapid reversals of direc- 
tion and thereby oppose and check impulses 
in the opposite sense. mo 

>, A valvular conduit with rigid interior 
walls formed to permit fluid impulses under 
pressure to pass freely through it in one 
direction, but to 


subject them to rapid re- — 


versals of direction through 360° and there- 
by check their progress when impelled in 
the opposite sense. 

(, A valvular: conduit with rigid interior 
walls which permit fluid impulses. to flow 
through it freely in one direction, formed at 
a plurality of points to reverse such fluid 


‘impulses when impelled in the opposite di- 


rection and check their flow. 
7. A valvular conduit with rigid interior 
walls having 


mit the free passage of fluid impulses in one 
direction but to deflect and check them when 
impelled in the opposite direction. 
tn testimony whereof I affix my signature. 
. -  NIKOLA TESLA. ° 
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pockets or recesses, and trans-__ : 
versely inclined intermediate baffles to per- 
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To all whom tt may concern: 

Be it known that I, Nrxona Testa, a 
citizen of the United States, residing at 
New York, in the county and State of New 
York, have invented certain new and use- 
ful Improvements in Flow-Meters, of which 
the following is a full, clear, and exact de- 
scription. 

My invention relates to meters for meas- 
urement of velocity. or quantity of fluid 
flow. Its chief object is to provide a novel 
structure, simple, inexpensive and efficient, 
directly applicable to a conduit through 
which the fluid flows, and arranged to give 
instantaneous readings in terms of velocity, 
or quantity. 


In the drawings I have shown a single 


embodiment of my invention in desirable _ 


form, and therein— 
Figure 1 is a central, 
showing the device in use; 


vertical section 


Fig. 2 is a plan detail of the indicating 


instrument with parts in section; ~ 

Fig. 3 is a horizontal section on line 8—3 
of Fig. 1, and 

Fig. 4 is an enlarged section on line 4—4 
of Fig. 1. 

Assuming that the flow of liquid 10 
through a main 11 is to be measured as in 
gallons per hour, or feet per second, the 
main is tapped as at 12 and into the threaded 
orifice is screwed the body-casting of the 
flow-meter 13. This casting has a threaded 
waist 14, centrally apertured to receive the 
bedring bushing 15, the upper portion of 
the casting being formed as a shell 16 for 
incasing the indicating mechanism, and its 
lower portion prolonged as a tube 17, ter- 
minating in a head 18 to receive the flow- 
driven element. The latter, I prefer, shall 
be a turbine of the type commonly identified 
bv mv name.. Illustrating simply its essen- 
tial elements, the rotor, 19, is made up 
of centrally apertured parallel disks 20, 
closely spaced and mounted on a shaft, 21, 
extending through a shell 22 confined with- 
in the head 18 above the plug 23 that closes 
the bottom of the head and carries an ad- 
justable step-bearing screw: 24. Iniet noz- 
vles 25, in the wall of head 18, direct the 
liquid to the disks tangentiaily to set the 
latter in rotation and the water finds es- 
the outlet passages 26 of the 


shell 22 and ports 27 of the head 18. Pret- 


5 erably the length of tube 17 should be such 


as to dispose the turbine rotor approxi- 
mately at the center of the main, and of 
course the turbine will rotate at a rate lin- 
early proportional to the velocity of the 
fluid at that point, according to a practi- 
cally-determined constant. — 

Turbine shaft 21 connects with shaft 30 


of the indicator, that preferably is of mini- 


mai diameter for the work to be done and 
that passes through the long bushing 15 for 
direct connection with the indicator 31. The 
primary element, 32, of this indicator, di- 
rectly. mounted on said shaft 30, preferably 
comprises a cup having multiple vertical 
walls 33 in concentric arrangement, these be- 
ing interleaved with inverted cup walls 34 
of a secondary element 35, that is pivoted 
and torsionally restrained and that bears a 
movable element of the reading 
Specifically, the secondary element may have 
its inverted cup walls made of very thin 
aluminum mounted on arm 36, affixed to the 
spindle 37 that runs in jewel bearings car- 
ried by a yoke 38, supported on a bridge 
piece 39 spanning the casing 16. A coiled 
spring 40, at one end fast to the spindle 87 
and its other end adjustably secured in 
split stud 41, on bracket 38, resists displace- 
ment of the secondary element which carries 
on its top a reading scale 43,-graduated in 
terms of gallons per hour, feet per minute, 
or other units of measurement. This dial 
moves below the stationary pointer 44 that 
is visible through the sight-glass 45, carried 
by the cover cap 46 and tightly sealed, By 
constructing the indicator in accordance 
with \ principles fully explained in my Pat- 
ent No. 1,209,359 the primary element, act- 
ing through the viscous or adhesive prop- 
erties of air or other fluid medium filling 
the casing, is caused to displace the scale- 
bearing member against the tension of its 
spring substantially in linear proportion to 
the speed of rotation of the primary ele- 
ment, and by observing the conditions req- 
uisite to make the torque bear a rigorously 
linear proportion to the speed, and making 
the spring to permit deflections proportion- 
ate directly to the turning effort, the scale 
may be graduated uniformly without the 
employment of any compensating mecha- 
nism to this end. 

The pressure or density of the gaseous 
fluid medium in the casing 60 should not be 
subject to change under varying conditions 
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of pressure within the main, or the readings — special compensating mechanism. makes a 


might be seriously inaccurate;. nor, obvi- 
ously, should escape of the liquid from the 
main into the indicator casing be permitted, 
To seal the running bearing of shaft 30 
adequately to withstand. very considerable 
pressures, [ make what I term a “mercury- 
lock” by the following provision: the shaft 
30 is made of fine steel of great and uniform 
density and the bushing 15 is preferably of 
hard copper, these having diameters leaving 
a clearance of only a few thousandths of an 
inch,—much too small for the capillary ad- 
mission of mercury. These surfaces are 
treated for amalgamation with mercury. 
The bearing-portion of the shaft 30 is thinly 
copper plated, and then both bearing sur- 
faces are coated, in a quickening solution, 
with mercury, after which the mercury- 
filmed parts are assembled. In this way, as 
sought graphically and exaggeratedly to be 
represented in Fig. 4; the mercury body 50 
is introduced into the very narrow clearance, 
and although it is a unitary seal in its re- 
sistance to the passage of air or water, it 
may practically be regarded as forming two 
mirror-surfaced films between the bushing 
15 and the copper plating 51 on shaft 30. 
T have found such a mercury lock makes a 
very effective and eriduring seal while per- 
mitting adequately free rotation of the 
shaft. - 

The combination of turbine rotor and air 
drag indicating mechanism as above de- 
scribed is especially advantageous in that 
the small turbine, developing a high shaft 
speed under even rather slow fiuid flow, in- 
sures that the speeds of the primary ele- 
ment will be ample to result in high torque, 
so that the indicator may be of relatively 
rugged construction, Furthermore, the 
practical insensibility of the air drag in- 
strument to temperature changes, without 


very simple construction available for many 
and variant uses. And since linear relation- 
ships exist between the rate of liquid flow, 
turbine-rotation and indicator-displacement, 
accurate marking of the scale in uniform 
graduations depends only upon the estab- 
lishment of certain easily-ascertainable con- 
stants for any given conditions. 

What I claim is: 

1. A flow-meter comprising a body hay- 
ing a pipe engaging portion, a lower head 
of smaller diameter and an upper casing, a 
vertical shaft extending through said body, 
a disk-turbine in said head directly connect- 
ed with said shaft, said head having inlet 
and outlet openings to the turbine disks, 


‘and indicating means comprising a rota- 


table primary element directly connected 


“with said vertical shaft and a torsionally- 


restrained secondary element displaceable 
by the first and equipped to show its dis- 
placement in desired terms. 

2. In a device of the character described. 
the combination of a body fitting having an 
intermediate part for pipe engagement, a 
lower head, and an upper shell, a shaft pass- 
ing vertically from said shell to said head. a 
pressure-resisting seal for said shaft adja- 
cent said pipe engaging portion of the body, 
an indicator in said shell comprising a rota- 
table primary member having a vertical axis 
and directly connected with the upper end 
of said shaft, a torsionally-restrained sec- 
ondary element displaceable by the first, said 
secondary element associated with a scale for 
showing its deflections in desired terms. ancl 
2 horizontal disk-turbine rotor in said head, 
said rotor directly connected with the bot- 
tom of said shaft, said head having inlet 
and outlet openings to the rotor disk. 

In testimony whereot J affix my signature. 
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To all whomit may concern: a 

Be it known that I, Nuxona Testa, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
have invented certain new and useful Im- 
provements in Fvequency Meters, of which 
the following is a full, clear, and exact de- 
scription. , 

In many instances in ‘practice it is, very 
desirable and important to ascertain the fre- 
quency of periodic currents or electric oscil- 
lations and therefrom the speed of rotation 
or reciprocation: of the generating or con- 
trolling apparatus. 

The devices commonly used at present for 


this purpose and designated “frequency me-’ 


ters” generally consist of reeds or bars tuned 
to respond to impulses of definite periods, 
or a direct. current dynamo coupled to the 
alternating generator or frequency controller 
and connected. with an instrument, of volt- 
meter construction, graduated to indicate 
the instantaneous frequency of the current. 


Both of these forms are objectionable from. 


many points of view, being subject to vari- 
ous limitations of practical availability and 
to disturbing influences, all so well known to 
experts as to dispense with the necessity of 
enlarging upon them on this occasion. 

My invention has for its object to provide 
a frequency meter of great accuracy, struc- 
tural simplicity, wide range of use, and low 
cost, all adequate to meet the pressing de- 
mand for a commercial and scientifically sat- 
isfactory instrument of improved form. 

In the drawings, wherein I have illus- 
trated a single embodiment of my invention 
for purposes of disclosure, _ 

Fig. 1 is a central vertical section through 
the frequency meter, with diagrammatic ex- 
tension to indicate an available manner of 
connecting it to a two-phase generator; 

Fig. 2 is an end view; © 

Fig. 3 is a side elevation with the cover in 
section, and Fig. 4 is a side elevation of th 
instrument from its reading side. 

It will be understood that the specific con- 
struction of instruments embodying my in- 
vention may be modified in many ways ac- 
cording te the demands of the electrical or 
mechanical environment in which it is to be 
used, and while I shall describe in detail a 
specific construction, illustrated in the draw- 
ing, it is without intent to limit my inven- 


tion in its broader. aspects to matters of de- 
ail. 

5 represents diagrammatically a two-phase 
generator, typifying the machine controlling 
the frequency to be measured, and having 
suitable connection by wires 6 with the syn- 
chronous-motor element of the frequency 
meter, indicated as a whole by 7. The motor, 
8, will of course have field poles and arma- 
ture bars appropriate to the character of the 
current. supplied from the generator 5, the 
motor being of the split-phase, two-phase, 
or other type, as needed. A frame 10, hav- 
ing lugs 11, or other means of support, pro- 
vides a cup-formed shell 12 with a top wall 
13 furnished with a central bearing tube 14 
and with suitable supporting means, as 15, 
for the stationary field structure 16. A cap 17, 
screw threadéd at 18,‘and suitably packed, 
hermetically seals one side of the motor cas- 
ing into which the connecting wires are led 


‘through any suitable sealing and insulating 
.bushings 19. 


For accuracy and promptness of response 


.to frequency-variations, the armature struc- 


ture 21, as a whole, with its attachments 
should be of very light weight and so 
equipped that its work is minimized. Hence 
it is important both that the construction of 
the armature element be designed with ref- 
erence to smallness and consequent lightness 
of parts, and that its frequency-indicating 


equipment be of a character imposing the 


lightest load on the armature. Specifically, 
the armature lamin 22 are carried on a 
light disk 23, fixed to the vertical shaft 24, 
that is supported by ball bearings 25 and 26, 
in tube 14, and, above the wall 18, carries 
the driving member of the indicator device 
28. This appliance comprises, as its pri- 


mary element, 29, a non-magnetic disk 30, : 


of brass, say, having annular spaced, con- 
centric walls 31, and as its secondary ele- 
ment, 32, a pivoted part including very 
light, annular walls 33 interleaved with the 
walls 31 and affording extensive smooth fric- 
tion surfaces, very closely adjacent’ to, but 
not contacting with, the kindred surfaces of 
the primary member so that through the 
thin films of fluid, preferably air, interven- 


ing between them, torque may be transmit- | 


ted from the primary to the secondary ele- 
ment in substantially linear proportion to 
the speed of the primary. Posts 35, mounted 
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in the top wall of the frame, support a 
bridge piece 36 that carries a bearing yoke 
37, affording upper and lower jewel bear- 
ings 38 and 39, the former contained: in a 
bushing 40 threaded for adjustment in the 
yoke and set by a nut 41, such bearings re- 
ceiving the spindle 42 from which extends, 
rigidly, the arm 438 carrying the annular 
walls of the secondary element. A spiral 
spring 44, fixed at one end to the shaft 42 
and at its ether end clamped adjustably in 
the split stud 45 on bracket 37, permits ro- 


tary displacement of the secondary element, . 


substantially in linear proportion to. the 
force applied. A scale 48, printed on or 
otherwise affixed to the outermost wall of 
the secondary element, is graduated in units 
of frequency and its indication: point is de- 
termined by a fixed pointer 49 that is fixed 
at the edge of a transparent sealed window 
50 of the casing shell 51 of cup formation, 
that is secured in sealed relation to the wall 


_13 as by packed screws 52 engaging bosses 


25 


i] 
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53 on the bridge piece 36 so to complete the 
hermetic. enclosure of the chamber contain- 
ing the indicating elements. Such herthetic 
closure is not necessary in many instances 


‘but may be desirable. 


In my copending application Serial No. 
841,726 filed May 29th, 1914, Patent No. 
1,209,359 I have set forth in detail certain 
laws the observance of which results in at- 


- tainment of rigorous proportionality of de- 
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flections to speed in an “air drag” instru- 
ment, and all of such conditions may be ob- 
served to advantage in constructing the in- 
dication-giving element of the frequency 


‘ meter. 


It will be noted that an instrument’ as 
herein. described has many structural and 
operative advantages. The translating in- 
strument, giving the frequency - reading, 
when constructed for use of air as the trans- 
mitting medium, may be of size to give am- 
ple torque, but if desired the ensealed mech- 
anism may be operated in air or other, pref- 
erably inert, gases of more than atmospheric 
density for increase of the torque. The air 
drag instrument is substantially unaffected 
in accuracy by temperature changes, with- 


' out special compensating mechanism, and is 
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therefore practically insensible to the heat- 
ing effect of the subjacent motor, and the 
double-chamber construction segregating the 
motor and translating device prevents the 
latter from being affected by air-currents 
engendered by the motor-operation. Fur- 
thermore, the indicator structure may be 
made immune to magnetic influence and 
eddy currents, however intense, by making 
its secondary element of appropriate non- 
shrinkable, insulating material, as com- 


pressed fiber, although in many instances 


the partition 13, acting as a shield for the 
indicator obviates the necessity for such pro- 
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vision. The small size, low cost and ease of 
maintenance, due to the simplicity of the 


construction are especially desirable. 


What I claim is: oo 
1. In a frequency meter, the combination 


~ 


0 


of a synchronous motor, and a speed-respon- © 


sive device, having a primary element con- 
nected to the armature shaft, and a pivoted 
torsionally-restrained secondary element, de- 


flectable in substantially linear proportion © 


to the speed of the primary and calibrated 
in terms of electrical frequency.. 

2. In a frequency meter, the combination 
of a synchronous motor and a speed-respon- 
sive device, said motor having an armature 
of light construction and said speed-respon- 
sive device comprising a primary element 
carried in rotation by said armature, and a 
torsionally - restrained secondary element, 
these elements having extensive confront- 
ing, closely adjacent friction surfaces, co- 
operating through interposed films of a fluid 
medium for displacement of said secondary 
element in substantially linear proportion to 
the speed of rotation of the primary. element. 

3. In a frequency meter, the combination 
of a synchronous motor and a speed-respon- 
sive device, the former havin 
of light construction and the latter compris- 
ing a primary element, carried in rotation 
by said armature, and a torsionally-re- 
strained secondary element, these elements 
having extensive confronting, closely adja- 
cent friction surfaces, cooperating through 
interposed films of air for displacement of 
said secondary ‘element: in substantially 
linear proportion to the speed of rotation of 
the primary element, said secondary bearing 
a scale calibrated in terms of frequency. 

4, A frequency meter comprising, in com- 
bination, a synchronous induction motor, 
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an armature — 
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having a shell carrying the field, and a rota- . 


table armature within the chamber of said 
shell having its shaft extended through said 
shell; and a speed-responsive device, com- 
prising a closed casing, a non-magnetic pri- 
mary element mounted upon said armature 


shaft, a separately mounted secondary ele-. 


ment pivoted and torsionally restrained, 
said elements having opposed, closely adja- 


cent non-contacting surfaces, co-operating © 


through interposed films of a fluid medium 
through which torque is transmitted to the 
secondary in. approximately linear propor- 
tion to the speed of the primary member, 
and a visible scale uniformly graduated in 
terms of frequency carried by the Second- 
ary member. - 

5. A frequency meter comprising a Sealed, 
air-containing casing divided into two com- 
partments, a shaft extending into both com- 
partments, a synchronous motor in one com- 


partment adapted to drive said shaft and an - 


indicating device in the other, said device 
having a primary rotatable element con- 
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nected with the shaft, a separately mounted, 
indication-controlling element and a spring 
restraining the latter, said elements having 
extensive, confronting, closely adjacent, non- 
contacting surfaces cooperating through the 
interposed air films for displacement of the 
secondary, at all ordinary temperatures, ap- 
proximately in linear proportion to the 
speed of the primary element. 

6. In a frequency meter, the combination 
of a synchronous motor having an arma- 
ture of light construction, a speed-respon- 
sive device comprising a primary element 
carried in rotation by the said armature 
and a torsionally-restrained secondary ele- 
ment, said elements having extensive con- 
fronting closely adjacent friction surfaces 
cooperating through interposed films of air 
for displacement of said secondary element 
in substantially linear proportion to the 


‘speed of rotation of the primary element, 


and a wall interposed between the armature 
of the motor and the speed-responsive device 
for shielding the latter from air disturb- 
ance caused by rotation of the former. 

7. A frequency meter comprising a casing 
divided into two compartments, a shaft ex- 
tending into both thereof, a synchronous 


motor in one compartment adapted to drive. 


said shaft and a speed-responsive device in 
the other having a primary element con- 
nected for rotation with said shaft, a sepa- 
rately mounted, torsionally-restrained indi- 
cating element, said elements having exten- 
sive confronting, closely adjacent, non-con- 
tacting surfaces cooperating through inter- 


_ elements 


posed gaseous films for displacement of the 
secondary, approximately in linear propor- 
tion to the speed of the primary element. 


8. In a frequency meter, the combination 40, 


of a synchronous motor and a speed-respon- 
sive device, said motor having a light arma- 
ture and a shaft, and said speed responsive 
device comprising a primary element of non- 
magnetic material carried by the armature 45 
shaft and a torsionally-restrained secondary 
element, these elements having extensive, 
confronting, closely adjacent, non-contact- 
ing surfaces cooperating through interposed 
films of a fluid medium for displacement of 50 


_the secondary element in approximately 


linear proportion to the speed of the pri- 
mary element, and a containing structure 
ensealing the speed responsive device. 

9. In a frequency meter, the combination 55 
of a synchronous motor having an armature 
of light construction, a speed-responsive de- 
vice comprising a primary element carried 
in rotation by the said armature and a. tor- 
sionally-restrained secondary element, said 60 
having extensive confronting, - 
closely adjacent friction surfaces cooperat- 
ing through interposed films of air for dis- 
placement of said secondary element in sub- 
stantially linear proportion to the speed of 65 
rotation of the primary element, and means 
interposed between the armature of the 
motor and the speed-responsive device for 
shielding the latter. from air disturbance 
caused by rotation of the former. 70 

In testimony whereof I affix my signature. 
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METHOD OF AERIAL TRANSPORTATION, 


. Application filed September 9, 1921, Serial No. 499,519, and in Great Britain April 1, 1921, 


The utility of the aeroplane as‘a means of 
transport is materially lessened and its com- 


ing to the inherent inability of the mecha- 
nism to readily rise and alight, which is an 
unavoidable consequence of the fact that the 
required lifting force can only be produced 
by a more or less rapid translatory move- 
ment of the planes or foils. ,In actual ex- 
perience the minimum speed for ascension 


and janding is a considerable fraction of that: 


in full flight; and the principles of design 
do not admit of a very great advance in 
this respect without sacrifice of some de- 
sirable feature. For this reason planes of 


_ very large area, high lift wing-sections, de- 
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practice, 


of planes as distinct, organs 
' presumably, 


or 
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flectors of ‘the slip-stream of the propeller, 
- or analogous means, which might be helpful 
in these operations, do not afford the remedy 
sought. This indispensable high ' velocity, 
imperilling life and property, makes it neces- 
sary to equip the machine with special 
appliances and provide suitable facilities at 
the terminals of the route, all of which en- 


_tail numerous drawbacks and difficulties of | 


a serious nature. ‘So imperative has it be- 
come’ to devise some. plan of doing away 
with these limitations of the aeroplane that 
the ‘consensus of expert opinion charac- 
terizes the problem as one of the most press- 


' Ing and important and its practical solution 


is eagerly awaited by those engaged in the 
development of the art, as well as the gen- 
eral: public.:_ oo. . , 
Many attempts have been made to this 
end, mostly based on the use of independ- 
ent devices: for the express purpose of facili- 
tating and insuring the start-and finish of 
ourney, but the operativeness of 
the arrangements proposed is not conclu- 
sively demonstrated and, besides, they are 
objectionable, constructively or otherwise, to 
such an extent that builders of commercial 
apparatus have so far not considered them 
of sufficient value to denit from present 


More recently, professional attention has 
been turned to the helicopter which is devoid 
of support and, 
enables both vertical. and hori- 
zontal propulsion to be satisfactorily accom- 
plished through the instrumentality of the 
‘propeller “alone. However, although’ this 
idea is quite old and-not a few. experts have 


5 endeavored to carry it out in various ways, 


no success has as 
dently, this is due 
engines employed and, perhaps, also to cer- 
tain heretofore unsuspected characteristics 
of the device and. fallacies in the accepted 
theory of its operation, 


yet, been’ achieved. Evi- 


understanding of the subject. 
The prospects of a flying machine of this 
kind appear at first attractive, primarily be- 


to the inadequacy of the’ 


ory | an elucidation of. 
‘which is deemed necessary for the clear. 


cause it makes possible the carrying of great,. 


loads with a relatively small expenditure of 
-energy.. This follows directly from the 
fundamental. laws of fluid propulsion, laid 
down by W.’T. M. Rankine more than fifty 
years ago, in conformity with which the 
thrust is equal to the integral:sum of the 
products of the masses and velocities of the 
projected air. particles; symbolically ex- 
pressed, 
T= Z(mv). 


air set in motion is 


B= 2(5 met ). _ 


From these equations it is evident that a. 


#reat thrust can be obtained with a compara- 
tively small 
creasing the agerégate mass of the particles 


and reducing their velocities. Taking a 
special case for illustration, if the thrust . 
-under given conditions be ten pounds per 


horse-power, then a hundredfold increase of 
the mass of air, accompanied by a reduction 
of its effective velocity to one-tenth, would 
‘produce.a force of one hundred pounds per 
horsepower. But the seemingly great gain 
thus secured is of little significance in avia- 
tion, for the reason that a high speed of 
. travel.is generally an essential requirement 
which can not be fulfilled . except by 
propelling the air at high velocity, and 
‘that obviously implies a relatively small 
thrust... 
_ Another quality commonly attributed tc 
the helicopter is great stability, this being, 
apparently, a logical inference judging from 
the location of the centers of gravity and 
pressure. It will be found, though, that con- 
trary to this prevailing opinion thé device, 
while moving in any direction other than up 
or down; is in an equilibrium easily dis- 
turbed and has, Moreover, a pronounced 
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amount of power simply by in- § 
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On the other hand, the kinetic energy of the 
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tendency. to oscillate.’ It is true, of course, 
that when the axis of the propeller is verti- 


- chine is stable to a degree, but if it is tilted 
even slightly, or if the medium becomes 
agitated, such is no longer the case. . 

In ‘explanation of this and other. peculi- 
arities, assume the helicoptér poised“in still 

-air at a certain height, the axial thrust T 
just equalling the weight, and let the axis of 
the propeller be inclined to form an angle a 


' “: with the horizontal. The change to the new 


“position will have.a twofold effect: The ver- 
‘tical thrust will be diminished to 


T=Tsina, 
"and at the same time there will be produced a 
“horizontal thrust” =~ Ot 

Do 'T.=T cos a. —— 
"Onder the action of the unbalariced force of 


gravity the machine will now fall along a. 


curve to.a level: below and if the inclination 
-of the propeller as well as its speed of rota- 
5 tion. remain unaltered during the descent, 
the forces-T, T, and T, will continuously 
increase in proportion to the density of the 
air until the vertical component T, of the 
- axial thrust T becomes equal to the gravita- 
tional attraction. The-extent of the drop 


. "will be governed by the inclination .of the 


propeller axis. and fora given angle it will 
‘be, theoretically, the same no matter at what 


altitude. the everits take place. -To get an- 
; idea. of. its magnitude suppose the elevations. 


of the upper‘and lower strata measured from 
sea level: be 2, and’ /,, respectively, d, and 


'. @, the corresponding air-densities and H= 


.. 96700 feet the height of the.“ uniform atmos-, 


-phere,” then as a-consequence 


of Boyle’s law 
the relation will exist So 


Se Ih hy=H log 
Tt is evident that | 


poop a eg 
oe Ty, “sin a a sina must be equal to im . 


in order that the vertical component of the - 


60 axial thrust in the lower stratum should 
just support the weight. Hence = 


oo 1,—hy=H log, a 


Taking, in a special case. the angle a=60°, 
. “giara eee ~ 7587 


and, a 
"” . yh, = 26700 Xlog, 1°1547 = 3840 feet. 


In reality the drop will be much greater 


for the machine, upon reaching the lower 
layer with « high velocity relative to the 


- described become rectilinear. 


. over, ft it 
- regenerative. quality, the force increasing as 


ge 45°. 
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jnedium, will be urged further down along - 


“the curved path and the kinetic energy, in 
cal and the ainbient air quiescent the ma-. 


the vertical sense, possessed by the moving 
mass must be annihilated’ before: the fall is 
arrested. in a. still denser air stratum. . At 
this point the upward thrust will be far in 
excess of the opposed pull of the weight and 
the apparatus will rise with first increasing 
and then diminishing speed to a height which . 
may approximate the original.. From there 
‘jt will again ‘fall and so on, these operations - 
being repeated during the forward. flight, 
the up and down excursions from the main 
horizontal line gradually diminishing in 


- magnitude. After a lapse of time, deter- 


mined by numerous influences, the-excur- . 
sions should cease altogether.and the path 


next to impossible as‘can be readily shown _ 
by pointing out another curious feature of 
the helicopter. -. 8 ; 

In the foregoing the axis of the propeller 
was: supposed to move-always parallel to 
itself, which result might. be accomplished 
‘by the use of an adjustable aileron... In this 
“connection it may be pointed out, however, 
that such a device will not act in the manner 
of a rudder, coming into full play at inter- 
vals only and performing its, functions eco- 
nomically, but will steadily absorb energy, - 
thus occasioning a considerable waste of. 
motive power and adding another to the 
many disadvantages of the helicopter. 

Let: now the machine be* possessed of a |. 
certain degree of freedom, as will be the case ° 


‘normally, and observe in the first place that 
the blades of the propeller themselves con-. . 


stitute -planes developing a reaction thrust, 
the pressure on the lower leading blade being 
greater than that exerted on the -higher one 
owing to the compression ofthe air by the’ 


~ body of the machine and increased density 


in that region. This thrust, tending to 
diminish the angle..«, will obviously vary - 
during one revolution, being maximum in a / 
position. when the line of symmetry of the _ 
two propeller blades and that of flight are ~ 
in a vertical plane and minimum. at right 


‘zontal. speed is great it may be considerable 


“and sufficient to quickly overcome the inertia — 
_ and gyrdscopic resistances all the more read- - 
_ily as the upper blade, which is situated ina ~~ 
region where the conditions are more nearly —_° 


normal, operates to the same effect. _More- 
his disturbing effect ‘partakes of the. 


the angle diminishes up to a maximum for — 
As the ‘axis 18 ‘tilted more and 


- more, the vertical sustaining effort of the pro- 
 peller will correspondingly diminish and | the 


‘machine will-fall with a rapidly increasing ~ 


-velocity; finally ‘exceeding’ the’ horizontal 


when the reaction of the blades will be ,, 


directed upward so as to increase the angle 


But this is - 


angles. to it: Nevertheless, when the hori- .__- 


A 


10 


' the same,,a greater 


15 
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a and thereby cause the machine to’ soar: 


higher. Thus periodic oscillations, .accom- 
panied by ascents and descents, will be set up 


‘which may well be magnified té an éxtent - 


such as to bring about a complete overturn 
and plunge to earth. 

It is held by some: experts that the heli- 
copter, because of its smaller. body -resist- 
ance, would be capable of a higher speed 
than’the aerophane. But this is an er- 
roneous conclusion, contrary to the laws of 


propulsion. It must be borne in mind that 


in the former type, the motive power being 
mass of air.must be set 


in motion with a velocity smaller than in 


the latter, consequently it must be inferior 


in speed. But even if the air were pro- 
pelled in the direction of the axis 6f the 


. Screw with the.same. speed. V in both -of 


20 


them, while the aeroplane can approximate: 


. the same, the helicopter could never. ex- 


25 


ceed the horizontal: component V cos «. 
To be explicit, imagine that the air cur- 
rent flowing with the velocity V along the 
propeller axis inclined to form an angle 
with the horizontal, be replaced by two 


_ Streams one vertical and the other hori- 


30 


zontal of velocities respectively equal ‘to V: 
sin « and V cos a, it will be evident that a- 
helicopter in its forward ‘flight. could only. 


‘approximate and never equal the speed V 


3. 


A 


40 


45 


50 


cos « of the horizontal air current no matter | 


how much ‘the resistance be reduced for, 
according to a-fundamental law of propul- 
sion, the thrust would be nil at.that velo- 
city. The highest efficiency should be ob- 
tained with the machine proceeding at the 


‘rate 14 V cos « but the most economical 


utilization of power would be effected when 
a=45° in which case the speeds of both the 
horizontal and. vertical streanis will be 
0.7 V. From this it may be inferred that, 


theoretically, the best performance misht 


be secured in ‘propelling the ‘helicopter for- 
ward. with a speed more or less 


because - without special : 
as are herein set. forth the device, as pointed 
out above, would plunge down and shoot 
up In succession, at the same time executing 


_provisions -such 


, smaller oscillations, which motions will 


55 


30 


- motor, 


: ter, 


retard its flight and consume a considerable 
portion of the motive energy all the more 
so as the losses incident to the controlling 
means will be correspondingly increased. 

‘Another very serious defect of this kind 
of flying machine, from the practical point 
of view, is found in its inability of support- 
ing itself in the air in case of failure of the 
the projected area of the propeller 
blades being inadequate for reducing the 
speed of the fall sufficiently to avoid disas- 
and this is an almost fatal impediment 


33 to its commercial use. 


¢ ‘ approxi-. 
mating 0.35 V bit the results attained in- 
. practice will be necessarily much ‘inferior 


_ From the _precedin, 
ignored in the technica publications on the 
subject, it will be clear that the successful 
solution of the problem is in a. different 


direction, © , . 
My invention meets the present necessity: 


in a simple manner without radical depar- 
ture in construction and sacrifice of. vali- 
able features, incidentally securing advan- 
tages which should prove very beneficial 
in’ the further development -of- the art. 
Broadly. expressed, it. consists in a novel 
method of transporting bodies through the 
air according to which the machine is raised 
and lowered solely by the propeller and 
sustained in lateral flight by planes. To 
accomplish this a light and. powerful prime- 
mover is necessary and as particularly suited 
for the purpose I employ, preferably, a 
turbine of the kind described =: 
Patent No. 1,061,206, of May 6, 1918, which 
not only. fulfills these requirements, but is 
especially adapted to operation at high tem- 
perature. also make arrangements 
whereby the flying machine. 
matically or at will of the operator, caused 


in my U. S.. 


may be, auto-.’ 


tacts, which are _ 


70 
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to'function either as a helicopter or an 


aeroplane. . 


Full knowledge. of.“these improvements - 


will be readily gained by reference to the 
accompanying drawings in. which Fig. 1 il- 


lustrates the machine in the starting or land- © 


Ing position and Fig. 2, in horizontal flight. 


‘Fig. 3 is a plan view of the-same with the 


upper plane partly Lroken away. 

e structure is composed of two planes or 

foils 1, 1 rigidly joined. ‘Their length and 
istance apart may be such as to form a near- 

Square for the sake of smallness and com- 


pactness. With the same sbject the tail is. 


100 


omitted or, if used, itis retractable. The mo- ° 


tors 2, 2-in this case turbines of the kind de- 
scribed in my patent before referred to, and 
other - parts of the motive apparatus are 
placed with due regard to the centers of grav- 
ity and pressure and the usual controlling 


means are provided. In addition to these ° 


‘any of the known stabilizing devices may be 
embodied in the machine. At rest the planes 
are vertical, or nearly so, and-likewise the 
shaft: driving the propeller 3, which is con- 
structed of a strength, size and pitch that 


bo 


15 


will enable it to raise the entire weight with - 


the motors running at an even greater rate 
than when propelling the-machine hori- 


- zontally. Power is transmitted to the shaft 


from the turbines through suitable - gears, 
The seats 4, 4, 4. for 
and passengers are suspetided. on trunnions 
5, 5 on which they can turn through 
an angle of about 90°, springs and cush- 
ions (not shown) - being employed ‘to in- 
sure and limit their motion through this 
angle. The usual devices for lateral and di- 
rectional control, 6, 6 7, 7 and 8; 8 are pro- 


20- 


rey 


the operator | ~ 


ns 
& 
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_ vided with mechanical connections enabling 


the operator to actuate the devices by hand 


or foot from his seat in any position. -At the 


a 


start, sufficient power being. turned on by . 
suitable means, also within his reach, the. 


’ machine rises.vertically in the air to the. 


1 


a) 


desired height when it is gradually tilted 
by manipulating the elevator devices and 
proceeds like an aeroplane, the load being 
transferred from. the propeller to the foils 
as the angle of inclination diminishes and 


- “the speed in horizontal direction increases. 
-- From. the foregoing it will be. understood 


an: 


1 


that, simultaneously with the tilting of the 


‘machine, .the . operator will‘ increase’ the . 
thrust of the propeller in order to compense 


'- for the reduction of sustaining force which 


2 


oe 


25 


-follows inevitably from the diminution of 


angle. « and before. the reaction of the 
planes. can come into full effect. He will 
thus prevent a downward plinge .and the 
production of dangerous. oscillations which 
have been dwelt upon above, and by suitable 
manipulation of the apparatus and gtadual 
cutting. down’ of the power developed by 
the prime mover, as forward velocity is gained 


‘and the’ planes take up the load, he may 
‘ ‘cause: the: machine to advance horizontally. 


+30 


. speed’ 
; again, 
- peller supporting ‘all the load. . Obviously, 
5 ag the device’is slowed down and righted 


thereby the thrust to the required magnitude. 
) and in all such operations of starting and 
loading as well as tilting’ for regula 


40 


” purposes. 
the -propeller thrust in about the same meas- . 

ire as the varying reaction of the planes. 
may .demand in ‘order that the liftiig force 
be sensibly constant. Evidently also, when-- 


45 


_ propelled at a greatly increased speed. 


along a sensibly straight line, a: condition 
essential to the attainment of the best prac-- 


tical results. In descending, the forward 
is reduced and the machine righted 
acting asa helicopter with the pro- 


causing the planes to lose part or all of their 


- sustaining efforts, fhe- operator will apply - 


more power to the «propeller increasing 


regulating the 
height, meeting the air conditions or for other 


ever necessary or. desirable, power far. in 


- excess of that normally required may be 
‘applied during the flight and’ the machine 


. .The 
type of turbine used is-a motor of great 


- “ehtness and activity and lends itself excep- 


tionally to, this kind of work for which or-. 
dinary aviation motors are unsuited. It-is 
capable of carry. a. great overload: and 
running without danger. at excedsive. speed 
so that during the starting and landing oper- 
ations the necessary power can -be developed 


by the motors even though less efficiently. - 


- than’ under their normal working conditions. 


. Special. means/of control may- 
_ if necessary, for increasing th 
-in. these ;0 


; provided, 
the power supply. 
extreme 


perations. Owing to its 


©. simplicit the motive apparatus is very reli- - 


it willbe his object to modify po L on- 
tally along a:straight line under the prevail- - 
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able in operation, but should the power give 


out accidentally, landing can still be easily 
effected by volplining. For this purpose, 
in addition to wheels 9, 9 and 10, 10 wheels 
11, 11 are employed, the latter being mount- 
ed on the forward end: under the lower-plane 


70 . 


and,so that. when the machine rests on level = 


ground the -propeller shaft will have the 
desired inclination which is deemed best 
for rising in the manner .of an’ aeroplane. 
Such an aeroplane constructed and-operated 
as described, unites the advantages of both 
types and seems to meet best the require-. 


ments. of a. small, compact, exceedingly | 


speedy and yet very safe machine. for com-- 


mercial use. Especially “good practical re- - 


sults are obtainable by the use-of my turbine 
which can be depended upon to develop the 
necessary energy for lifting, even if it should 
be considerably greater than that consumed. 


“in flight under normal -conditions., This end. 


can be conveniently attained by temporarily 


-supplying more of the working fluid to the 
rotor and driving it faster, or running it at 
_about the same speed.and imcreasing the ef- * 


fort by adjustment of the pitch of the pro- 


peller, or other means known in the art. 


The latter should-be designed to work. most 
economically during the flight, as its effi- 
ciency in the starting and landing operations 


‘is of relatively “small importance. Instead 
of a single large screw as described a number" 


of smaller ones-may. be used, in which case 
gearing-can be dispensed with. The biplane 
seems to be best suited for the chief purpose 


contemplated but.the invention is:applicable 
do monoplanes and other. 7 


_ To sum up,.the helicopter type of flying 
machine, especially with large inclination 


‘angle of the propeller axis to the horizontal, 


at which it is generally expected to operate, 
is quite unsuitable for speedy 
rt; it is incapable of proceeding horizon- 


ing air conditions; it is subject to. dangerous 
plunges 


aerial trans- 


and oscillations and, what is most - 


100 


important from the commercial and practi-- 


cal point of: view, it is almost certainly 


-doomed. to destruction in case the motive 
power gives out. ‘These drawbacks and de- - 
“fects are-overcome by the methods and ap- 
paratus I have described through which a— 


novel type of flying machine may ber 
possessing all the advantages of the helicop- 
ter being at the same time safe.and capab 
of a speed equal to-or even greatly. exceeding 
that-of.the present aeroplane. - 7 


-."To my knowledge various forms of: aero- 


‘planes have been proposed with the object 
of attaining similar results but a careful 


study shows that one of them is capable — 


of r 
want o 
as suitable 


apparatus. 


Gaim beri the apparstas by 


the actions as those here contemplated for 7 
roper methods of operation as well. 
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means of which this method is or may be 
carried out either in the special form illus 
trated or in modifications of the same, as 
this is the subject of a separate application. 
_ What I desire to secure by Letters Patent 
is: : 

1. The hereinbefore described method of 
aeroplane transportation which consists .in 
developing by the propelling device,a yerti- 
cal thrust in excess of the normal, .causing 
thereby the machine to rise in an approxi- 
thately vertical direction, tilting it and si- 
multaneously increasing the power of the 
motor and thereby the propeller thrust, then 
gradually reducing the power and thrust as 
forward speed is gained and the planes take 
up the load, thus maintaining the lifting 
force sensibly constant during flight, tilting 


the machine back to its original position and. 


at the same time increasing the power of the 
motor and thrust of the propeller and effect- 
ing a landing under the restraining action 
of the same. . 

2. The method of operating a helicopter 
which consists in varying the power of the 


. motor and thereby the thrust of the propel- 


S 


ler according to the changes of inclination 
of its axis, so as to maintain the lifting force 
sensibly constant during the forward flight. 

3. The above described method of trans- 
porting from place to place a heavier than 
air flying machine, which consists in apply- 
ing power to the propeller while its axis is 
in a vertical position sufficient to cause the 
machine to rise, tilting it and at the same 
time applying more power to increase the 
thrust, then gradually diminishing the pow- 
er as the load is transferred from the pro- 
peller to the planes, tilting back the machine 
and so controlling the applied power as to 
effect a slow descent upon the landing place 
under the restraining action of the propeller. 

4. In the transport of bodies by aeroplane, 
the method of controlling the propeller 
thrust end reaction of the planes by varying 
the power of the motor correspondingly 


with the inclination of the machine so as to: 


maintain the lifting force sensibly constant 
during the forward flight. 
In testimony whereof I hereto affix my 


signature. 
‘ NIKOLA TESLA. 
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PATENT OFFICE. 


_ NIKOLA TESLA, OF NEW YORK, N.Y. 


APPARATUS FOR AERIAL TRANSPORTATION. . 


Application filed October 4, 1927. Serial No. 223,915. 


This application is a continuation in part 
of my application Serial No. 499,518, iled 
September 9, 1921, and is made pursuant 
to the rules of the Patent Office, its purpose 

5 being to describe and claim apparatus which 
I have invented for carrying into- practice 
the method therein disclosed. 


The invention consists of a new type of: 


flying machine, designated “helicopter- 
10 plane”, which may be raised and lowered 
vertically and driven horizontally by the 
same propelling devices and comprises: a 
prime mover of improved design and an 
airscrew, both especially adapted for the 
purpose, means for tilting the machine in 
the air, arrangements for controlling its 

_ operation in any position, a novel landing 

gear and other constructive details, all of 
which will be hereinafter fully described. - 

20 The utility of the aeroplane as a means 
of transport is materially lessened and its 
commercial introduction greatly hampered 
owing to the inherent inability of the mech- 
anism to readily rise and alight, which is an 

25 unavoidable consequence of the fact that the 
required lifting furce can only be produced 
by a more or less rapid ‘translatory move- 
ment of the planes or foils. This indis- 
pensable high velocity, imperilling life and 

30 property, makes it necessary to equip the 
machine with special appliances and provide 
suitable facilities at the terminals of the 
route, all of ‘which entail numerous draw- 
backs and difficulties of a serious nature. 

35 More recently, professional attention has 
been turned to the helicopter which is devoid 
of planes as distinct organs of support and, 
presumably, enables both vertical and hori- 
“zontal propulsion to be satisfactorily accom- 

40 plished through the instrumentality of the 

propelier alone. 

The prospects of such a flying machine 
appear at first attractive, primarily because 
it makes possible the carrying of great 
5 weight with a relatively small expenditure 

of energy. This follows directly from the 

fundamental laws of fluid propulsion, laid 

_ down by W. T. M. Rankine more than fifty 
Years ago, in conformity with which the 

50 thrust is equal to. the integral’sum of the 
products of the masses and velocities of the 


il 
a 


i 
S 


projected air particles; - symbolically ex- 
pressed, 


' T= (mv). 
On the other hand, the kinetic energy of 
the air set in motion is 


Im? 
E=2\>—): 


From these equations it is evident that a 
great thrust can be obtained with a com- 
paratively small amount of power simply by 
increasing *the aggfegate mass of the parti- 
cles and reducing their velocities. But. the 
seemingly great gain thus secured is of small 
value in aviation for the reason that a high 
speed of travel is generally an essential re- 
quirement which cannot be fulfilled except 
by propelling the air at high velocity, and 
that obviously. implies a relatively small 
thrust. a 

Another quality commonly attributed to 
the helicopter is great stability, this being 
apparently a logical inference judging from 


‘the location of the centers of gravity and 


pressure. It will be found, though, that 
contrary to this prevailing opinion the de- 
vice, while moving in any direction other 


-than up or down, has an equilibrium easily 


disturbed and has, moreover, a pronounced 
tendency to oscillate. 

In explanation of these and other pecu- 
Harities, assume the helicopter poised in still 
air at a certain height, the axial thrust T 
just equalling the weight, and let the axis of 
the propeller be inclined to form an angle 
a with the horizontal. The change to the 
new position will have a two-fold effect: 
the vertical thrust will. be diminished to 


T,=T sine ; 
and at the same time there will be produced 
a horizontal thrust 

. Ti=T cose. 
Under the action of the unbalanced force 
of gravity, the machine will now fall along 
a curve to a level below and if the inclination 
of the propeller as well as its speed of ro- 


tation remain unaltered during the descent, 


the forces T, T, and T, will continuously 
increase in proportion to the density of the 
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air until the vertical component T, of the 


axial thrust T becomes equal to the gravi- 
tational attraction. The extent of the drop 
will be governed -by the inclination of the 
propeller axis and for a given angle it will 


be, theoretically, the same no matter at what - 


aliitude the events take place. To get an 
idea of its magnitude suppose the elevations 
of the upper and lower strata measured 
from sea level be h, and h,, respectively, ¢, 
and @, the corresponding air, densities and 


11-=26.700 feet the height of the “uniform 
atmosphere,” then as a consequence of, 


Boyle’s Law the velation will exist 
d 
h,—-hop=H log, Z 


It is obvious that, 
T_T _! 
T, Tsin@ sina 
in order that the vertical component of the 


axial ‘thrust in the lower stratum should 
just support. the weight. Hence 


H.—;h, =H log. a. - 


sm @ 


must be equal to F 


in a special case, the angle a= 60 
then 


en 


an 0.866 1.1547, and 


" y— hy =26,700X log, 1.1547=8,840 feet. 


In reality the drop will be much greater 
for the machine, upon reaching the lower 
layer with a high velocity relative to the 


Taking, 
degrees, 


~ 


medium, will be urged further down along 


the. curved path and the kinetic energy, in 
the vertical sense, possessed by the moving 
mass must be annihilated before the fall is 
arrested in a still denser air stratum. At 
this point the upward thrust will be tar in 
excess of the opposed pull of the weight 
and the apparatus will rise with first increas- 


- ing and then diminishing speed to a height 
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which may approximate the original. From 
there it will again fall and so on, these 
operations being repeated during the for- 
ward flight, the up and down excursions 
from the main horizontal line gradually 
diminishing in magnitude. After a lapse 
of time, determined by numerous influences, 
these deviations should become insignificant 
and the path described nearly re 
But this is next to impossible as can be 
readily shown. by pointing out another cu- 
rious feature of the helicopter. 

In the foregoing the axis of the propeller 
was supposed to move always parallel to 
itself, which result might be accomplished 
by the use of an adjustable aileron, In 
this connection it may be pointed out, how- 
ever, that such a‘device will not act in the 
manner of a rudder, coming into full play 


energy, 


rectilinear. ~ 
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at intervals only and performing its func- 
tions economically, but will steadily absorb 
this occasioning a considerable waste 
of motive power and adding another to the 
many disadvantages of the helicopter. 

Let now the machine be possessed of a 
certain degree of freedom, as will be the 
case normally, and observe in the first place 
that the blades of the propeller themselves 
constitute planes developing a reaction 
thrust, the- pressure on the lower leading 
blade being greater than that exerted on the 
higher one owing to the compression of the 
air by the body of the machine and in- 
creased density in that region. This thrust 
tending to diminish the angle a, will vary 
during one revolution, being maximum in 
a position when the line of symmetry of the 


7 
oe 


‘two propeller blades and that of flight are 


in the same vertical plane ‘and minimum 
when the former is at right angles to it. 
Nevertheless, if the horizontal speed is great, 
it may be considerable and sufficient to quick- 
ly overcome the inertia and gyroscopic re- 
sistances all the more readily as the upper 
blade operates to the same effect. Moreover, 
this intermittent action partakes of the re- 
generative quality, the force increasing as 
the angle diminishes up to a maximum for 
a=45 ‘degrees, and may also give rise to 
disturbing resonant vibrations in the struc- 
ture. As its axis is tilted more and more, 
the vertical sustaining effort of the propel- 
ler correspondingly diminishes and the ma- 
chine will fall with a rapidly increasing luo 
velocity, which may finally exceed the hort- 
zontal, when the reaction of the blades is 
directed upward so as to increase the angle 

« and thereby cause the machine to soar 
higher. Thus periodic oscillations, accom: 305 
panied by ascents and. descents, will be set 

up which may well be magnified to an ex- 
tent such as to bring about a complete over- 
turn and plunge to earth. 

It is held by some experts that the heli- 110 
copter, because of its smaller body resistance, 
would be capable of a higher speed than the 
aeroplane. This is an erroneous conclusion, 
contrary to the laws of propulsion. It must 
be borne in mind that in the former type, 115 
the motive power being the same, a greater 
mass of air must be set in motion with a 
velocity smaller than in the latter, conse- 
quently it must be inferior in speed. But 
even if the air were propelled in the direc- izo 
tion of the axis of the screw with the same 
speed V in both of them, while the aeroplane 
approximates the same, the helicopter can 
never exceed the horizontal component V 
cos a which, under the theoretically most 125 
economical conditions of operation, would 
only be 0.7V, and this would be true no mat- 
ter how much its resistance is reduced. 

Another very serious defect of this kind 
of flying machine, from the practical point 180 
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of view, is found in its inability of support- 
ing itself in the air in case of failure of the 
motor, the projected area of the propeller 
blades being inadequate for reducing the 
speed of the fall sufficiently to avoid dis- 


aster, and this is an almost fatal impediment - 


to its commercial use. ” 

From the preceding facts, which are ig- 
nored in the technical publications on the 
subject, it will be clear that the successful 
solution of the problem is in a different di- 
rection, 

In an application of even date, referred to 
above, I have disclosed an invention which 
meets the present necessity in a simple man- 
ner and, briefly stated, consists in a novel 


- method of transporting bodies through the 


air according to which the machine is raised 


’ and lowered solely by the propeller and sus- 
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tained in lateral flight by planes. 

My -present application is based on new 
and useful features and combinations of ap- 
paratus which I have devised for carrying 
this method into practice. 

Full knowledge of these improvements 
will. be readily gained by reference to the 
accompanying drawings in which 
_ Fig. 1 illustrates the machine in the start- 
ing or landing position and _ 

Fig. 2 in horizontal flight; 

Fig. 3 is a plan view of the same with the 
upper plane partly broken away and ~ 

Fig. 4 and Fig. 5 sectional views of con- 
structive details. 

The structure is composed of two planes or 
foils 1, 1 rigidly joined. Their length and 
distance apart may be such as to form a 


‘near-square for the sake of smallness and 
compactness. With the same object the tail | 


is omitted or, if used, it is retractable. In 
order to raise the machine vertically a very 
light and powerful prime mover is necessary. 
and as particularly suited for the purpose, 
I employ, preferably, a turbine described 
in my U. S. Patent 1,061,206 of May 6, 
1913, which not only fulfills these require- 
ments but lends itself especially to opera- 
tion at very high temperatures. Two such 
turbines, designated 2, 2 together with other 
parts and accessories of the power plant, are 
bolted to the frame, being ple ed with due 
regard to the centers of gravity and pressure. 
The usual controlling means are provided 


and, in addition to these, any of the known 


stabilizing devices may be embodied in the 
machine. At rest the planes are vertical, or 
nearly so, and likewise the shaft driving the 
propeller 8, which is of a strength, size and 


pitch such as will enable it to lift the entire. 


weight vertically and withstand safely the 
Power is transmitted to the shaft 
from the turbines through gearing which’ 


‘may be of the single reduction type as illus- 


trated, the turbines rotating in the same 
direction ar 1 neutralizing the gyroscopic 


‘pitch of the propeller. 


moment.of the screw. If, instead of one, 


two. propellers are used, either coaxially or - 


otherwise disposed, the motors should re- 
volve in opposite directions. The seats 4, 4, 
4 for the operator and passengers are sus- 
pended on trunnions 5, 5 on which they can 
turn through an angle of about 90 degrees, 
springs and cushions (not shown) being em- 
ployed to insure and: limit their motion 
through this angle. The ordinary devices 
for lateral and directional control 6, 6, 7, 7 
and 8, 8 are provided with mechanical con- 
nections enabling the aviator to actuate them 
by hand or foot from his seat in any posi- 
tion. 

Stated in a few words, the operation is as 
follows: At the start, sufficient power is 
turned on by suitable means, also within 
reach, and the machine rises vertically in 
the air to the desired height when it is grad- 
ually tilted through manipulation of the ele- 
vator devices and then prodeeds more and 
more like an aeroplane, the sustaining force 
of the -propeller being replaced by vertical 
reaction of the foils as the angle of incli- 


nation diminishes and horizontal] velocity in- . 


creases. In descending, the forward speed 
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is reduced and the machine righted again, © 


acting as a helicopter with the propeller 
supporting all the load. The turbine used 
is of great lightness and activity exception- 


ally qualified to perform such work for - 
which the present aviation motors are un- . 


suited. It is capable of carrying an extra- 
ordinarily great overload and running at 
excessive speed, and during the starting, 


‘landing and other relatively short opera- 
-tions, not only can the necessary power be 


easily developed, but this can be accom- 
plished without incurring a serious loss of 
efficiency. Owing to its extreme simplicity 
the motive apparatus is very reliable, but 
should the power give out accidentally, land- 
ing can still be effected by volplaning. For 
this purpose, in addition to wheels 9, 9 and 
10, 10, wheels 11, 11 are employed, the latter 
being mounted on’ the forward end under 
the lower plane and so that when the ma- 
chine rests on level ground, the propeller 


shaft will have-the desired inclination which. 


is deemed best: for rising in the manner of an - 


aeroplane. Such a “helicopter-plane,” con- 
structed and operated as described, unites 
the advantages of both types and seems to 
meet well the requirements of a small, com- 


1207 


pact, very speedy and safe craft for commer- 


cial use. 

The abnormal power requirements are 
met by supplying more of the working fluid 
to the motors and driving them faster, or 
running them at about the same speed and 
increasing the thrust by adjustment of the 
On account of sim- 
plicity and much greater range it is pref- 


erable to resort to the first method, in which | 


fe 


case the screw should be designed to work 
most economically in horizontal flight, as 
its efficiency in the starting and landing op- 


erations is of. comparatively.'small im- 


a 


portance. Instead of a single large. pro- 


peller, as described, a number of small ones 


can be used, when the turbine units may be 
connected advantageously in stages and 


_the gearing dispensed with.. The biplane 


10 


“15 


20 


35 


40 


45 


50 


55 


60 


seems to be particularly well suited for the 
chief purpose contemplated, but the inven- 
tion is equally well applicable to monoplanes 
and other. types. 

In order to secure the best results I have 
found it indispensable to depart, in some 
respects, from the usual design of my tur- 
bines and embody in them certain construc- 
tive features and means for varying the 
power developed from the minimum neces- 
sary in horizontal flight to an amount ex- 
ceeding by far their rated performance, as 
may be required in the operations of ascent. 


and. descent, or spurts of speed, or in com- 


batting the fury of the elements. Further- 


more, I so proportion and coordinate the 


fluid pressure generator supplying the pri- 
mary energy, the propelling and the con- 
trolling means, that for any: attitude or 


working condition of the machine ‘the re- 
30 


quisite thrust: may be: almost instantly pro- 
duced and accurately adjusted. 

The understanding of these improvements 
will be facilitated by reference to Fig. 4.and 
Fig. 5./In the: first named the turbines 
are intended to operate as rotary engines, 
expanding the gases in the rotor as well 
as the inlet nozzle-or port 12, the depth of 
which can be varied by shifting a block 13, 
fitting freely in a milled channel.of the cas- 
ing, through the medium. of lever 14 con- 
trolled by the aviator. ,The orifice for the 
passage of the elastic fluid is straight or 
slightly converging, so that a much smaller 
velocity is obtained than with an expanding 
nozzle, this enabling the best relation be- 
tween the peripheral speed of the rotor and 
that of the fluid to be readily attained. The 
performance of such an engine at constant. 
pressure of supply is, within wide limits, 
proportionate to the quantity of the work- 
ing medium passed through the inlet port 
and it is practicable to carry, for indefinite 
intervals of time, an exceedingly great over- 
load, by which I mean up to three or even 
four ‘times the normal. Exceptional 
strength and ruggédness of the motors being 
imperative in view of centrifugal stresses 
and critical speed, their weight need not be 
appreciably increased as would be the case 
in other forms of prime movers in which, 
as a rule, the weight is in nearly direct pro- 
portion to the power developed. To accom- 


' plish my purpose I further provide com- 
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mensurately larger inlet and outlet open- 
ings. No serious disadvantage is thereby 


‘trolling lever 14. 
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incurred because windage and other losses 
are virtually absent and most of the. rotary 


effort is due to the peripheral parts of the. 


discs.. As shown. in-the figure, block 13 is 
in the position corresponding to minimum 
effort, the section of the inlet channel being 
about one-fifth of the’ whole which is ob- 


tained when the block is pulléd in its ex- 


treme position. indicated by the dotted line. 
Owing to the increase of the coefficient of 
contraction. and counterpressure attendant 
the enlargement of the inlet, the same should 
be made of ample section. © a 
Figure 5 shows a different means for at- 
taining the same purpose. In this case the 
motors operate like true’ turbines, the work- 


-ing fluid being fully expanded, or nearly so, 


through divergent exchangeable nozzles as 
15, having a throat of sufficient section for 


the passage of fluid required during maxi- 


mum performance. The exhaust opening is 


‘also correspondingly enlarged, though not 


necessarily to the extent indicated in Figure 
4, The power is varied| by means of a 
throttle valve 16, as used in automobiles, 
located in the conduit supplying the air and 
carbureted fuel to the fluid pressure genera- 
tor and mechanically connected to the con- 
This apparatus is ‘of a 
capacity adequate to the maximum demand 
by which I do not-mean that it is necessarily 
much larger than required for normal per- 


formances, but is. merely designed to sup- | 


ply the working fluid or, broadly stated, 
energy—whenever desired, at a rate greatly 
exceeding the normal. In Figure 3 this ap- 
paratus is. diagrammatically indicated by 
17, and may be any one of a number of 
well-known types, producing pressure by 
internal combustion of a suitable fuel or by 
external: firing of a steam boiler.. In the 
latter. case, with constant pressure, the ar- 
rangement shown in Figure 4 is best to em- 
ploy, while the plan illustrated in Figure 
5 can be used to advantage/when both pres- 


‘sure and quantity of fluid are-varied. 


- In operation for vertical ascent, the ma- 
chine being in the attitude of Figure 1, the 
aviator will push forward lever 14 and sup- 
ply sufficient primary energy to the motors 


for lifting the machine with “the desired: 


velocity. When the objective elevation is 
reached rudders 7, 7 are manipulated to in- 
cline the machine at a- certain angle, the 
aviator simultaneously applying more pres- 
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sure to the lever and augmenting the fluid © 


supply to the motors, thereby increasing the 


propeller thrust in the vertical direction so- 


as to prevent the machine from descending. 
He continues these operations always coor- 


125 


dinating the thrust developed ‘with the . 


changes in attitude of the machine until a 
certain angle of inclination is attained and 
the machine is supported chiefly by reaction 
of the planes. At this stage he begins to re- 
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duce the pressure on the lever and supply 
of working fluid simultaneousl decreasing 
the. angle of inclination thus finally effect- 
ing, by insensible steps, horizontal flight. . 
5 It should be understood that descent and 
alighting, as well as rising in the manner 
-of a true aeroplane may be accomplished as 
usual. - In such case the motors will be oper- 
ated at their normal rated capacity. How- 
-10 ever, when excessive speed becomes neces- 


sary, the effort of the motors may be instant-. 


ly and greatly augmented by merely 
manipulating block 18 or valve 16 as de- 
scribed. ; 

Whenever it is desired to descend ver- 
tically, the aviator will reverse the oper- 
ations as applying to substantial vertical 
ascent, which is to say, bring the machine 
gradually into starting attitude, at the same 
- 20 time increasing the su ply of fluid to the 

motors and the vertical component of the 

propeller thrust, while reducing the hori- 
zontal. Finally, he will steadily reduce the 
fluid supply and the vertical thrust so as to 
5 descend to the landing place at a very low, 
safe velocity. 

In the preceding I have described a flying 
machine characterized by a number of novel 
constructive and operative features and 
well suited for meeting a pressing necessity 
. in the present state of thé art. The chief 

-. Improvements consist in first, adapting my 
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turbine motor for excessive overload with-’ 


out appreciable increase of its weight, sec- 

5 ond, providing large variable inlet ports 
and corresponding ‘exhaust openings, with 
_ the object of meéting the abnormal power 
requirements in the starting, landing and 
othe® short operations, and still preserving a 
high efficiency in horizontal flight; third, 
combining with the turbine a fluid pressure 
generator of adequate capacity with means 
for control and, fourth, embodying these 
and other features in a suitablé structure 
improved in various details. These may 
be greatly varied and I wish it to be under- 
stood that I do not limit myself to the pre- 
cise arrangements illustrated and described. 

I claim as my invention: 

1. In an aeroplane adapted for vertical 
and horizontal propulsion and change from 
one to the other attitude, the combination 
of means for tilting the machine in the air, 
a fluid pressure generator of a capacity sev- 
eral times greater than normally required 

in horizontal flight, a motor capable of car- 
' ‘Tying overloads adequate for support in all 
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attitudes, and means for controlling the sup- 
ply of the fluid to the motor in accordance 
with the inclination of the machine, . 
2. In an aeroplane adapted for Vertical 
and horizontal propulsion and change from 
one to the other attitude, the combination 


with means for tilting the machine in the 


air and a system producing thrust approxi- 
mately parallel to the principal axis of the 
same and. including a fluid pressure gener- 
ator having a capacity several times greater 
than normally required in horizontal flight, 


“a motor capable of carrying over-loads 


adequate for support in all attitudes, and 
means for, controlling the supply of the 
fluid to the motor in accordance with the 
inclination of the machine. 

3. In an aeroplane adapted for vertical 
and horizontal propulsion and change from 
one to the other attitude, the combination of 
means for tilting the machine in the air, a 
fluid pressure generator capable of supply- 
ing fluid at a rate several times greater than 
required for horizontal flight, a prime mover 
consisting .of u rotor of plane spaced discs 
with central openings and an enclosing cas- 
ing with inlet and outlet orifices of a section 
much greater than required for normal per- 
formances respectively at the periphery and 
center of the same, and means for control- 
ling the supply of the fluid to the motor in 
accordance with the inclination of the ma- 
chine. - ; 

4. In an aeroplane adapted for vertical 
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and horizontal propulsion and change from - 


one to the other attitude, the combination 
of means for tilting the machine in the air, 
a thrust producing system having its prin- 
cipal energy producing elements designed 
for normal load in horizontal flight but 
capable of carrying over-loads adequate for 
support of the aeroplane in all attitudes, 
and means for controlling the energy pro- 
duced in said system in accordance ‘with the 
inclination of the machine. 

5. In a flying machine of the kind de- 
scribed in combination with means for ver- 
tical and lateral control of two wheel bases 
at right angles to one another as set forth. 

6. In a flying machine of the kind de- 
scribed in combination with means for ver- 
tical and lateral control of two wheel bases 
at right angles to one another and having 
one or more wheels common to both. 

In. testimony whereof I hereunto affix my 
signature. 

NIKOLA TESLA. 
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Certificate of Correction. 


Patent No. 1,655,114. Granted January 3, 1928. ta 
NIKOLA TESLA. 

It is hereby certified that error appears in the printed specification of the above: 
numbered patent requiring correction as follows: Page 1, after line 57, strike out 
the formula and insert instead 

B=2(5 mot); 


and that the said Letters Patent should be read with this correction therein that 
the same may conform to the record of the case in the Patent Office. 
Signed and sealed this 20th day of March, A. D. 1928. 
[ SEAL. ] M. J. MOORE, 
Acting Commissioner of Patents. 


Reissued Oct. 23, 1900. 


‘No. 11,865. 


. N. TESLA. 
METHOD OF INSULATING ELECTRIC CONDUCTORS. 


y 
5 

‘ 4 
net § J 
Ns 

5 0 
t 3 

4 

4 


S55 
an) 


Ror 1 


RSS x i 
Rend 


Hep € bly 


" (Application filed Sept. 21, 1900.) 


A 
ee 


Sule LJrecentor 


10 


5 


20 


35 


3e 


35 


40 


Unirep States PATENT ‘OFFICE. 


NIKOLA, TESLA, OF NEW YORK, N. Y. 


METHOD OF INSULATING ELECTRIC CONDUCTORS. 


SPECIFICATION forming part of Reissued Letters Patent No. 11,865 dated October 23, 1900. 
Original No, 665,938, dated August 14,1900. Application for reisaue filed Beptembet 21,1900. Serial No. 30,722, 


To ali whom it may concern: 

Beitknown that I, NIKOLA TESLA, acitizen 
of the United States, residing in the borougao 
of Manhattan, in the city, connty, and State 
of New York, have invented certain new and 
useful Improvements in Methods of Insulat- 
ing Electric Conductors, of which the follow- 
ing is a specification, reference being had to 
the accompanying drawings. 

It has long been known that'.many sub- 
stances which are more or less conducting 
when in the fluid condition become insula- 
tars when. sglidified. Thus water, which is 
in a measure conducting, acquires insulating 
properties when converted intoice. The ex- 
isting information on this subject, however, 
has been heretofore of a general nature only 
and chiefly derived from the original observa- 
tions of Faraday, who estimated that the sub- 
stances upon which he experimented, such 
as water and aqueous solutions, insulate an 
electrically-charged conductor about one hun- 
dred times better when rendered solid by 
freezing, and no attempt has been made to 
improve the quality of the insulation obtained 
by this means or to practically utilize it for 
such purposes as are contemplated in my pres- 
ent invention. In the.course of my own in- 
vestigations, more especially those of the elec- 
trie properties of ice, I have discovered some 
novel and important facts, of which the more 
prominent are the following: first, that under 
certain conditions, when the leakage of the 
electric charge ordinarily taking place ‘is rig- 
orous'y prevented, ice proves itself to be a 
much better insulator than has heretofore ap- 
peared; second, thatits insulating properties 


.™may be still further improved by the addi- 


tion of other bodies.to the water; third, that 
the dielectric strength of ice or other frozen. 


- aqueous substance inueréases with the reduc- 
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50 


tion- of temperature and corresponding in- 
crease of hardness, and, fourth,. that. these 
bodies afford a still more effective insulation 
for conductors carrying intermittent or alter- 


nating currents, particularly of bigh rates, 


surprisingly-thin layers of ice being capable 
of withstanding electromotive forces of many 
hundreds and even thousandsof volts. These 
and other observations have led me to the in- 
vention of a novel method of insulating con- 


; above facts and advantageous in the utiliza: 


tion of electrical energy for industrial and 
cominercial purposes. 
This method consists in insulating an elec- 


55 


tric conductor by freezing or solidifving and - 


maintaining in such state the material sur- 
rounding or contignous to the conductor, 
using for the purpose a gaseous cooling agent 
circulating through one or more suitable chan- 
nels extending through or iu proximity to the 
said material. 

Iu the practical carrying out of my method 
I may employ a hollow conductor and pass 
the cooling agent throngh the same, thus 
freezing the water or other medium in con- 
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tact with or clogs to such conductor, or [may — 


use expressly for the circulation of the cool- 
ing agent an independent channel and freeze 
or solidify the adjacent substance in which 
any number of conductors may be embedded. 
The conductors may be bare or covered with 
some material which is capable of keeping 


‘them insulated when it is frozen or solidified. 


The frozen mass may be in direct touch with 
the surrounding medium, orit may bein a de- 


qe 


75 


gree protected from contact with the same by 


an inclosure more or less impervious to heat. 
The cooling agent may be any kind of gas, as 
atmospheric air, oxygen, carbonic acid, am- 
monia, iluminating-gas, or hydrogen. It may 
be forced through the channel by pressure or 


80 


suction produced inechanieaily or otherwise. — 


It may be continually renewed or indefinitely 


85 


used, being driven back and forth.or steadily - 


circulated in closed paths under any suitable 
conditions as regards pressure, density tem - 
perature, and velocity. . . 
To conduce to a better. understanding of 
the invention, reference is now made to th 
accompauying drawings, in which— 
Figures 1, 3, 6, 7, 8, and 9 illustrate in lon- 
gitudinal section typical ways of carrying out 
my invention; and Figs. 2, 4, §&, and 10, in 
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section, or partly so, constructive details to be 


described. 
In Fig. 1, C is a hollow conductor, such as 


wsteel tube, laid ina body of water nnd com-— 


municating with a reservoir r’, but electric- 
ally insulated from the same atj.. A pump 
or compressor p, of any suitable construction, 
connects 7 with another similar tank 7°, pro- 


_ ductors, rendered practicable by reason of the | vided with aninlet-valyev? The air or other 
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gas which is used as the cooling agent enter- 
ing through the valvo-v? is drawn through the 
tank 72and pump into the reservoir7"’, escap- 
_ ing thence through the ‘conductor C under 
“gs any desired pressure which may be regulated 
by a valve v’. Both the reservoirs r’ and 7? 
are kept at a low temperature by suitable 
‘means, as by coils or tubes t).¢ and & 2, 
through which any kind of refrigerating fluid 
may be circulated, some provision being pref- 
erably made‘for adjusting the flow. of the 
same, as by valves:v’.... Tho gas continuously 
passing through the tube or conductor C be- 
‘ing very cold will freeze and maintain in this 
15 state the water in contact with or adjacent to 
the conductor and. so insulate it. Flanged 
_ bushings?’ 7, of non-conducting material,may 
be‘used' to prevent.the leakage of the current 
which would otherwise occur, owing to the 
_ 20 formation of a superficial film of moisture 
“ever the ice projecting out of the water. ‘The 
tube being kept insulated by this means may 
then be employed in‘the:manner of an ordi- 
_ nary telegraphic or:ether cable by connect- 
25 ing either or both of the terminals 0’ b? ina 
cireuitineluding the earth. - 
- In many cases. it will: be of advantage to 
‘cover the bollow conductor with a thick: layer 
.  of-somé cheap material;as felt, this being in- 
6 dicated: by C® in Fig..2.-Such: a covering, 
*<penetrable by water, would: be ordinarily. of 
_ittle or. no use; -but. when embedded. in the 
_ ice it-im proves the insulating qualities of the 
“game. In this instance it furthermore serves 
ig: to. greatly reduce the quantity of ice required, 
Lite rate, of, melting, and the influx of heat 
from the outside, thus diminishing the ex- 
_“-penditure of energy necessary for the main- 
tenance -of normal working conditions. As 
+ Tegards this energy and other particulars of 
-~--4raportance they will vary according to the 
_. » special demands in-each case. 
“s..-- Generally considered, the cooling agent will 
have to carry away heat at arate sufficient 
45 to keep the conductor at the desired tempera- 
ture and to maintain a layer. of the required 
« thickness of the substance surrounding it in 


10 


a frozen state, compensating continually for | 


-- the heat towing in through the layer and wall 
50 of the conductor and that generated: by me- 
-- Chaniecal and electrical friction. To meet 
“these conditions, its cooling capacity, which 


- is dependent on the temperature, density,. 


” velocity, and specific heat, will be calculated 
55 by the help of data and formule familiar to 
"engineers. 

_ for the use contemplated; but in exceptional 
_instances some other gas, as hydrogen, may 

.. be ‘resorted to, which will permit a mach 
Go greater rate of cooling and a lower tempera- 
tare to be reached. Obviously whichever 
“gas be employed it should before entering the 
--hollow conductor or channel be thoroughly 
. dried and separated from.all which by con- 
. 6 deneation and deposition or otherwise might 
* @ause an obstruction to its 


Air will be, as a rule, suitable.| plan. 


; 5 ‘ passage. For 
. there purposes apparatus may be employed. 


which is well known and which it is unnec- 
essary toshowin detail, == 
Instead of being wasted at the distant sta- 70 
tion the cooling agent may be. turned tosome 
profitable use. Evidently in the industrial 
and commercial exploitation of my invention 
any kind of cooling agent capable of meeting 
the reqttirements may be conveyed from one 75 
to another station and there utilized for re- 
frigeration, power, heating, lighting, sanita- 
tion, chemical processes, or any other pur- 


‘pose to which it may lend itself, and thus the 


revenue of the plant may be incressed. 

. As to the temperature of the conductor, it 
will be determined by the nature of its use 
and considerations of economy. Forinstance, 
if it be employed for the transmission of tele- 
graphic messages, when the loss in electrical 85 
friction may be of no consequence, a very low — 
temperature may not be required; but if it 
be used for transmitting large amounts of — 
electrical energy, when: the frictional waste - 
may be a serious drawhack, it will be desir- go 
able to keep it«xtremely cold. The attain- - 
ment of this object will be facilitated by any 
provision for reducing as much as possible 
the flowing in of the heat from the surround 

ing medium. Clearly the lower the tempera- 95 
ture of the conductor the smaller will be the 
loss in electrical friction; but, on the other 
hand, the colder ‘the conductor the greater 
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will be the influx of heat from the outside 
-and the cost of cooling agent. 


From. such too 
and similar considerations the temperature 
securing the highest economy will be ascer- 
tained. mo 
Most frequently in the distribution of elec- 


tricity for industrial purposes, as in my sys- 10g 


tem of power transmission by alternate cur- 
rents, more than one conductor will be re- 
quired, and in such cases it may be conven- 


fent to circulate the cooling agent in a closed 


path formed by the conductors A plan of 110 
this:kind is illustrated in Fig. 3, in which C’ 
and C* represent two hollow conductors em- 
bedded in a frozen mass underground and 
communicating, respectively; with the reser- 
voirs R’ and R’, which are connected by a re-.115 
ciprocating or other suitable pump P.  Cool- 

ing coils or tubes T’ T’ and T? T?, with regu- 
lating-valves v’-v® are employed, which are-— 
similar to and serve the same purpose as 
those shown in Fig. 1. Other features of 12 
similarity, though unnecessary, are. illus- .; 
trated to facilitate an understanding of the 

A three-way. valve V? is provided, 
which when placed with its lever 1 ‘as indi- .- 
cated allows the cooling agent to enter 12 
through the tubes wv’ «?. and pump P, thus 
filling the reservoirs R' R? and hollow con- | 
ductors C' C*; but when turned ninety de- 
grees the valve-shuts off the communication 


-to the outside through the tube vw’ and estab- 13¢ 
‘lishes a connection between the reservoir R? 


aud pump P through the tubes v and 2, thus 
permitting the cooling agent te be circulated 
in the closed path C’ C* R? 1° y? P R’ by the 
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action of the pump. .. Another vaive V’, of 
suitable construction, may be used for regu- 
lating the flow of the cooling agent. The 
conductors C’ C are insulated from the res- 
ervoirs R’ R* and from each other at the 
joints J’ J? J§, and they are furthermore pro- 

tected at the places where they, enter and 
leave the ground by flanged bushings I’ 1’ I? 
I’, of insulating material, which extend into 
the frozen mass in order to ‘prevent the cur- 
rentfrom leaking, asaboveexplained. Bind- 
ing-posts B’ B’ and B? Bare provided for con- 
necting the conductors to the circuit at each 
station. 

In laying the conductors, as C’ C’, what- 
ever be their number,.a trench will gener- 
ally be dug and a trough, round or square, 
as T, of smaller dimensions than the trench, 
placed ‘in the same, the intervening space 
being packed with some material (designated 
by M M M) more or less impervious to heat, 
as sawdust, ashes, or the like. 
ductors will be put in - -position and tempo- 
rarily supported in any convenient manner, 


and, finally, the trough will be filled with 
Water or other substance W, which will be 


gradually frozen by circulating the cooling 


‘agent in the closed path, as before described. 
Usually the trench will not be-level, but will 


follow the undulations of the ground, and 
this will make it necessary to subdivide the 
trough in sections or to. effect the freezing of 
thé substance filling it successively in parts. 
This being done and the condnetors thus 
insulated and fixed, a layer of the same or 


_ Similar material M M M will be placed. on 


the top and the whole covered with earth or. 
The trough may be of metal, as 


pavement. 


. sheet-iron, and in cases where the ground 


40 


is used as the return - circuit it may serve 
as 8 main, or it may be of any kind of ma- 
lerial more or less insulating. -Figs. 4 and 
§ illustrate in cross-section two such ander- 


_ ground troughs 1” and T”, of sheet metal, 
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go 


with their adiathermanous inclosures, (desig. 


nated M’ and M”, respectively,) each trough 
containing a single central hollow conductor, 
as C’ C’. In the first case the insulation Ww 
is supposed tobe ice obtained by freezing 
water preferably freed of vir in order to ex- 


clude the formation of dangerous bubbles or 
_vavities, while in the second case the frozen 
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inass ‘W” is some aqueous or other substance 
or mixture highly insulating when in this 
condition. 

Itshould be stated that in many instances 
it may be practicable to dispense with a 
trough by resorting to simple expedients in 
the placing and insulating of the conductors. 
In fact, for some purposes it may be sufficient | 
to simply cover the latter with a moist mass, 
as cement or other plastic material, which so 
long asitis képt ata very low temperature 
and frozen hard will-afford adequate insula- 
tion. ; 

Another typical way of carrying out my in- 
vention,.to which reference has already been 


Next the con- 


| like. 


made, is shown. in Fig. 6, which represents 
the cross-section of a trough, the same in 
other respects as those before shown, but 
containing instead of a hollow conductor any 
kind of pipe or conduit L. Thecooling agent 
may be driven in any convenient manner 
through the pipe for the purpose of freez- 
ing the water. or other substance filling the 
trough, thus insulating and fixing a number 
of conductorscéc. Sucha plan may be par- 


ticularly suitable in cities for insulating and 


fixing telegraph and telephone wires or the 
In such cases an exceedingly-low tem- 
perature of the cooling agent may not be-re- 
quired, and the insulation will:be obtained 
at the expense of little power. The conduit 
L may, however, be used simultaneously for 
conveying and distributing any kind of gase- 
ous cooling agent for which there isa demand 


through the district. Obviously twosueh con-| 


70 
15 


8 


85. 


duits may be provided and used in a similar ; 


manner. as the conductors C’ C*. 
It will often. be desirable to place in. the 


ge 


same trough a great number of wires or con- © 


ductors serving for a variety of. purposes. 
In such acase a plan may be adopted which is 


‘illustrated in Fig. 7, showing a trough simi- 


lar. to that in Fig. 6 with the conductors in 
cross-section. The cooling agent maybe in 
this instance circulated, as in Fig. 3 or oth- 
erwise, through the fwo hollow conductors C 
and C‘, which if found advantageous may be 
covered with a layer of cheap material m_m, 
such as will improve their insulation, but not, 
prevent the freezing or solidification of the 
surroundingsubstance W. The tubular con- 
ductors C’ C*, preferably of iron, may then 
serve to convey heavy currents for supplyiug 
light and power, while the small ones c' ¢' ¢’, 
embedded: in the ice or frozeu mass, may be 
used for any other purposes. 

While ny invention contemplates, chiefly, 
the insulation of conductors employed in the 
transmission of electrical.energy to a dis- 
tance, it may be, obviously, otherwise use- 
fully applied. In some instances, for exam- 
ple, it may be desirable to insulate and sup- 
port a conductor in places as is ordinarily 
done by mieans of glass or porcelain insula- 
tors. ‘Fhis may be effected in many ways by 
conveying a cooling agent either through the 
conductor or throngh an independent chan- 
nel and freezing or solidifying any kind of 


95 


105 


T190 


115 


120 


substance, thus enabling it to serve the pur- - 


pose. Such an artificial insulating-support 
is illustrated iu Fig. 8, in which a represents 
a. vessel filled with water. or other substance 
w, frozen by the agent circulating through 
the hollow conductor C"", which is thus insu- 
Jated and supported. 
lation on the top, where it is most liable to 


give way,a layer of some substance w’, ag oil, 
! may be used, and the conductor may be cov- 


ered near the support with insulation 7 7, as 
shown, the same extending into the oil, "for 
reasons well understood. 


12§ 


To i improve the insu- . 


130 


Another typical application of my inven- 


4 


tion is shown in Fig. 9, in which P' and S' 
represent, respectively, the primary and sec- 


-ondary conductors, bare or insulated, of a 


10 


1 


20 
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transformer, which are wound..on a core N 
and immersed in water or other substance W, 


contained in a jar II, and, as before stated,. 


preferably freed of air by boiling or other- 
wise. The cooling agent is circulated in any 
convenient manner, as through the hollow 
primary I’, for the purpose uf freezing the 
substance W. Flanged bushings @ and oil- 
cupsee, extending into the frozen mass, illus- 
trate suitable means for insulating the ends 
of: the two conductors and preventing the 
leakage of the currents., A transformer as 
described is especially fitted for use with cur- 
rents of high frequency when.a low tempera- 
ture of the conductors is. particularly desir- 
able, and ice affords an exceptionally-effect- 
ive insulation. 

It will be understood that my invention may 
be applied in many other ways, that the spe- 
cial means here described will be greatly va- 
ried according to the necessities, and that in 
each case many expedients will be adopted 
which are well known to engineers and elec- 


_ tricians and on which it is unnecessary to 
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dwell. However, it may be useful to state 
that in some. instances a special provision 
will have to be made for effecting a uniform 
cooling of the substance surrounding the con- 
ductor throughout its length. Assuming in 
Fig. 1 the cooling agent to escape at the dis- 
tant end freely into the atmosphere or into a 


"reservoir maintained at low pressure, it willin 


passing through the hollow conductor C move 
witha velocity steadily increasing toward the 
end, expanding isothermally, or nearly so, and 


hence it willcausean approximately-uniform 


formation of ice along the conductor. Inthe 
plan illustrated in Fig. 3 a similar result will 
be in & measure attained, owing to the com- 
pensating effect of the hollow conductor C’ 
and C*, which may be still further enhanced 
by reversing periodically the direction of the 
flow in any convenient manner; but in many 
cases special arrangements will have to be 
employed to render the cooling more or less 
uniform. For instance, referring to Figs. 4, 
5, and 6, instead of a single channel two con- 
centric channels L’ and L? may be provided 
and the cooling agent passed throngh one and 
returned through the other, as indicated, dia- 
grammatically, in Fig. 19. In this and any 
similar arrangement when the flow takes place 
in opposite directions the object aimed at will 
be more completely attained by reducing the 
temperature of the circulating cooling agent 


at the distant station, which may be done by 


simply expanding it into a large reservoir, 
as R’, or cooling it by means of a tube or coil 
T* or otherwise. Evidently in the case illus- 
trated the concentric tubes may. be used as 
independent conductors if insulated from 
each other and from the ground by the frozen 
or solidified substance. ; 
Generally in the transmission of electrical 
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energy in large amounts, when the quantity 
of heat io be carried off may be considerable, 
refrigerating apparatns thoroughly. protected 
against the inflow of heat from the outside, 
as usual, will be employed at both the sta- 
tions and when the distance between them is 
very great. also at intermediate points, the 
machinery being advantageously operated by 
the currents transmitted or cooling . agent 


freezing of the insulating. substance will. be 
attained without. difficulty by the compen- 
sating effeet of the oppositely - circulating 
cooling agents. ‘In large plants of this kind 
‘when the saving of electrical energy in. the 


ation or when the chief object.is to reduce 
the cost of the mains by the employment.of 
cheap metal, as iron or otherwise, every ef- 
fort will be wade to maintain the conductors 
at the lowest possible temperature, and well- 
known refrigerating processes, as those based 
on the regenerative principle, may be resorted 
to, and in this and any other case the. hollow 


may themselves form active parts of the re- 
frigerating apparatus. 


seen that my invention forms 2 fundamen- 
tal departure in the principle from the estab- 
lished. methods of insulating conductors em- 
ployed ‘in the industrial and commercial ap- 
plication of electricity. It aims, broadly, at 


penditure of a moderate amount of energy 
instead of securing it only by virtue of an in- 
herent physical property of the material used 
as heretofore. 
té provide, when and wherever required, in- 
sulation of high quality, of any desired thick- 


the transmission of electrical energy under 


able and at distances until now impracticable 
by dispensing with the necessity of using 
costly conductors and insulators. 

What I claim as my invention is— 

1. The method of insulating electric con- 
ductors hereiu described which consists in im- 
parting insulating properties to material sur- 
rounding or contignonus to the said conductor 


cooling agent, as set forth. 


ductors herein described which consists in re- 
ducing to and maintaining in a frozen or so- 
lidified condition the material surrounding or 


tained in circulation through one or more 
channels as set forth, ; . 

3. The method of insulating electric con- 
duetors herein described which consists in 


material which acquires insulating properties 
when in a frozen or solidified state, and main- 


From the above description it will be readily: 


obtaining insulation by the continuous ex-. 


More especially, its object is | 


conditions of economy heretofore unattain- 


by the continued action thereon of a gaseous. 


_ 2. The method of insulating electric con-- 


contiguous to the said conductor by the ac- 
tion thereon of a gaseous cooling agent main- 


surrounding or supporting the conductor by . 
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conveyed. .In such cases a fairly-uniform. . 
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transmission is the most important consider- | 
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ga- 


conductors or channelsinstead of merely serv- — 
ing the purpose of conveying thé cooling agent. 
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‘taining ‘the material in such a state by the 


circulation through one or more channels ex- 
tending through it of a gaseous cooling agent, 
as set forth. 

4. The method of insulating an electric con- 
ductor which consists in surrounding or sup- 
porting said conductor by a material which 
acquires insulating properties when frozen or 
solidified, and maintaining the material in 
such state by passing a gaseous cooling agent 
continuously through a chanuel in said con- 
duetor, as set forth. 

5. The method of insulating electric con- 
ductors, which consists in surrounding or sup- 
porting the said conductors by a material 
which acquires insulating properties when in 
a frozen or solidified state, and maintaining 
the material in such atate by the continued 
application thereto of a gaseous cooling agent, 
as set forth. 

6. The method of: insulating conductors 
herein set forth which consists in surround- 
ing of supporting the conductors by 3 mate- 


‘rial which acquires insulating properties | 


when ina frozen or solidified state, and main- 
taining the material in such state by the cir- 
culation of a gaseous cooling agent through 
« circuit of pipes or tubes extending through 
the said material as set forth. 

The method of insulating electric con- 


ductors which consists in laying or support- |. 


ing the conductors in a trough or conduit fill- 


ing the trough with a material whieh : acquires 


insulating properties when frozen or solidi-- 


fied, and then causing a gaseous couling agent 
to cirenlate through one or more.chananels ex- 
tending through the material in the trough so 


as to freeze or solidify the material, as set, 


forth. 

8. The method of insulating electric con- 
ductors which consists in embedding thé same 
in a moistor plastic componnd which acquires 
insulating properties when in # frozen or so- 
lidified state, and maintaining the compound 
in such state by circulating 4 gaseous cooling 
agent through one or more channels extend- 
ing through the componnd, as set forth. 

9.. The method of insulating electric con- 
ductors which cousists in laying or support- 


ing the conductors in a trough or conduit, fill- 


ing the trongh with a material which acquires 
insulating properties when frozen or solidi- 
fied, protecting the trough from thesurround- 
ing medium i in which it is laid. by an adia- 
thermanous inclosure, and then freezing or 
solidifying the material surrounding the con- 


ductors and maintaining the same in such. 
state by circulating a gaseous cooling agent. 


through one or more channels. extending 
through the same, as set forth. 
NIKOLA TESLA. 
Witnesses: 
DRuRY W. COOPER, 
JOHN C. KERR. 
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Department of Justice, 
Atten. Mr. @. Edgar Hoover, 


Washington, D. ¢. ALL" 
“HN IS UNCLASSIFIED 
Dear Mr. Hoovers i ie Zo BY, Ye) : /p te 


The appended article was printed in tnelaee York Times issue ef Su 


September 22, 1940 and Sf based on proven facts ,should be of vital importance to « 
War Department as well as to that ef ether nations mow eantrollea oy insane dictato: 


If ,as the euther states, the teleforee has cee perfected by Nikola ‘Tesla,/ 
would be a moagure of feresightedness te insure kis eenstant guarding against his bi 
molested ,possibly kidnapped and tertured,by alien enemies fer the purpose of seizii 
the secret ef such an invaluable instrument of war and/er defense 

The feregeing is offered just in ease the article asd ite inferences have no 


bees called te your attestion. 


Very truly yours 


Gi See ' 
7 . ° Si Soh, 19 iC 


ee Ne Te ae Ra of ele a 
; : 
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“Death Ray” for Planes 


Nikola |fresie, one of the 
gTeat invintors who celebrated his 
eighty-f h birthday on July 10, 
tells thel| writer that he stands 


teady tofsadivulge to the United 
States Government the secret of his 
“teleforce,”” with which, he said, 
airplane motors would be melted at 
@ distance of 250 miles, so that an 
invisible Chinese Wall of Defense 
would be built around the country 
against any attempted attack by an 
enemy air force, no matter how 


large. 

This “‘teleforce,” he ssid, is based 
on an entirely new principle of 
physics that “no one has ever 
dreamed about,” different from the 
principle embodied in his inventions 
relating to the transmission of elec- 
trical power from a distance, for 
which he has received a number of 
basio tents. This new type of 
force, Mr. Tesla said, would oper- 
ate through a beam one one-hun- 


inventor, 
will attain a potential of 50,000,000. . 
volts. 

With this enormous voltage, he 
said, microscopic electrical parti- 
cles of matter will be catapulted on 
their ntission of defensive deatruc- 
tion. He has been working on this 
invention, he added, for many years 
and has recently made a number of 
improvements in it: . 

Mr. Tesla makes one important 
stipulation. Should the government 
decide to take up his offer he would 
go to work at once, but they would - 
have to trust him. He would suf- 
fer ‘‘no interference from 

In ordinary times such @ condi-}. 
tion would very likely interpose an 
insuperable obstacle. But times be- 
ing what they are, and with the 
nation getting ready to spend bil- 
lions for amtional defense, at the 
same time taking in consideration 
the reputation of Mr. Tesla as an 
inventor who always was many 
years ahead of his time, the ques- 
tlon srises whether it may not be 
advisable to take Mr. Tesia at his 
word and commission him to go 
ahead with the cdénstruction of his 
teleforce plant. 


Such a Device “Invaluable” 


After all, $2,000,000 would be rela- 
tively a very smali sum compared 
with what is at stake. If Mr. Tesla | 
really fulfills his promise the re- 
sult achieved would be truly stag- 
gering. Not only would it save bil- 
lions now planned for air defense, 
by making the country absolutely 
impregnable against any air attack, 
but it would aleo save many more 
billions in property that would |. 
otherwise be surely destroyed no 
matter how strong the defenses are 
as witness current events in Eng- 


dred-millionth of a square centi-! land 


meter in diameter, and could be 


generated fron a special plant that | C 


would cost no more than $2,000,000 
and would take only about three 
months to construct. 

A dozen such plants, located et 
strategic points along the coest, ac 
cording to Mr. Tesla, would be 
enough to defend © country 
against all possible aerial attack. 
Fhe beam woyld melt any engine, 
whether Diese] or gasoline-driven, 
and would also ignite the explosives 
aboard any bomber. No possible 
defense against it could be devised, 
he asserts, as the beam 
all-penetrating. 7 

High Vacuum Kiimiag 

The beam, he states, involves fo 
new inventions, two of which al- 
ready have been tested. Ohne of 
these is a method and a ; 


fie 


Take, for example, the Panama 
anel. No matter how strong the 
defenses, a suicide squadron of dive 
bombers, according to some ex- 
perts, t succeed in getting 
through and cause such damage 
that would make the Canal un-|' 
usable, in which case our Navy 
might find iteelf bottled up. 
Considering the probabilities in| 
the case even if the chances were 
100,000 to 1 against Mr. Testa the 
odds would still be largely in favor . 
of taking a chance on spending 
000.000, In the opinion of the - 


$2, 
be| Writer, who has known Mr. Tesla 


fer many years and can testify that 

still retains full inteliectual 
Ggor, the authorities in charge of 
Pama g the national defense should 
et ceriag ann Probes the matter. The 
gum is woificant compared with 
the magnitude ef the 
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. Your beastesy and interest in aes 
- this information to ay attention are indeed 
appreciated, and you may be assured your letter 
will receive appropriate consideration. 


Sincerely yours, 


_ aghn Bigar Beever |. _ 
: : Presta . oF 
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TRULETY re 
eS FBI WYC : i- 12-45 11-06 PM 
DIRECTOR ; 
VEST 
UNSUBS --~ EQUIPMENT, EXPERIMENTS AND RESEARCH OF N 
CEASED, -Rasemx ESPIO -.M. RETEL ANDER ABOVE HEADING TO BUREAU 


FROM THIS OFFICE BATED JAN MINE LAST. INQUIRY DEVELOPS THAT TESLA BIE 
JAN EIGHT, RATHER THAN THURSDAY, JAN SEVEN, AS SQRBQUIMWX STATED IN 
REFERENCE TELETYPE. ON THE WIGHT OF JAN EIGHT, pede steer nt lal GEORG 
MCLARK, AND KENNETH#SWEEZEY WISITED TESLA-S HOTEL WITH A REPRESENTATIVE 
OF SHAW WALKER CO. IN ORDER TO OPEN THE SAFE IN THE ROOM OF TESLA. 
KOSANOVICH LATER REPORTED TO WALTER GORSUCH, OFFICE OF ALIEN PROPERTY 
CUSTODIAN, NYC, THAT HE WENT INTO THE ROOM fn ORDER TO SEARCH FOR A 
WILL OF TESLA. KOSANOVICH AND THE OTHERS MADE THE SEARCH OF THE SAFE 
IN THE PRESENCE OF THREE ASST MANAGERS OF HOTEL NEW YORKER AS WELL AS 
REPRESENTATIVES OF THE YUGOSLAVIAN CONSULATE, IDENTITIES OF LATTER NOT 
YET KNOWN, AFTER THE SAFE WAS OPENED, SWEEZEY, TOOK FROM THE SAFE A 
BOOK CONTAINING TESTIMONIALS SENT TO TESLA ON THE OCCASION OF HIS SEVE 
TY FIFTH BIRTHDAY. THIS BOOK WAS ARRANGED FOR TESLA BY SWEEZEY. 
KOSANOVICH TOOK FROM THE ROOM THREE PICTURES OF TESLA, TWO BEING EN- 
LARGED NEWSPAPER PICTUREX. ACCORDING TO MANAGERS OF HOTEL AND KOSANO- 
VICH HIMSELF, NOTHING ELSE WAS REMOVED FROM THE ROOM OR SAFE. THE 
SAFE WAS THEN CLOSED UNDER A NEW COMBINATION, WHICH COMBINATION I$ 
NOW IN POSSESSION OPMBUUMMEX KOSANOVICH. ON SATURDAY AFTERNOON, JAN 
NINE GORSUCH AND BOMQMNEX FTIZGERALD OF ALIEN PROPERTY CONTROL WENT TO 
HOTEL'AND SEIZED ALL THE PROPERTY OF TESLA, CONSISTING OF ABOUT Two 
TRUCKLOANDS OF MATERIAL, SEALED ALL ARTICLES AND TRANSFERRED THEM TO 
THE MANHATTAN STORAGE AND WAREHOUSE CO. NY, WHERE THEY ARE NOW LOCATED 
AT THAT MMMNBK TIME THERE WERE ALSO IN THIS WAREHOUSE APPROXIMATELY 
THIRTY BARRELS AND BUNDLES BELONGING TO TESLA WHICH HAD BEEN THERE SIN 
ABOUT NINETEEN THIRTY FOUR. THESE HAVE ALSO @iMmmMPX BEEN SEALED AND 
ARE NOW UNDER ORDERS OF ALIEN eg ong IN VIEW OF FACT TESL: 
IS A US WATURALIZED CITIZEN, ALIEN PROPERTY CUSTODIAN FEELS THAT ITS 
JURISDICTION OVER PROPERTY fs DOUBTFUL BUT R@MWNK FEELS THAT NO OTHER 
AGENCY WILL BE Wola GET @Q@@MK TO THIS PROPERTY FOR AT LEAST TWO DAYS 
10 
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AFTER THAT TIME IT IS POSSIBLE THAT A PUBLIC ADMINISTRATOR WILL BE 
APPOINTED FOR THE PROPERTY WHO MAY TAKE THE PROPERTYINTO HIS CuS- 
TODY. TESLA ALSO HAD SOME PROPERTY, @QUQWUMNK ALLEGED BY INFORMANT 
FITZGERALD IN THIS CASE, TO BE A WORKING MODEL OF AN INVENTION IN 

A SAFE DEPOSIT BOX IN GOVERNOR CLINTON HOTEL IN NY. INQUIRY SHOWS 
THAT THIS WAS PLACED HERE BY TESLA IN NINETEEN THIRTY TWO AS SECURITY 


FOR FOUR HUNDRED DOLLARS OWED HOTEL. THIS BILL IS STILL OWED AND HOTEL 


APPEARS UNWILLING TO RELEASE THIS PROPERTY TO ANYONE AT LEAST UNTIL” 
OUMKX DEBT IS PAID, BUT THIS OFFICE WILL BE ADVISED IF ANYONE ATTEMPTS 
TO PAY BILL AND OBTAIN RROPERTY. CONCERNING TESLA HOTEL MANAGERS RE- 
PORT HE WAS WHROHX VERY ECCENTRIC IF NOT MMB MENTALLY DERANGED DURING 
PAST TEN YEARS AND IT IS DOUBTFUL IF HE HAS CREATED ANYTHING OF VALUE 
DURING THAT TIME, ALTHOPRIOR TO THAT HE PROBABLY WAS A VERY BRILLIANT 
INVENTOR. THEREFORE, ANY NOTES OF VALUE WERE PROBABLY THOSE MADE 


PRIOR TO THAT TIME. KOSANOVICH IS A NEPHEW OF TESLA WHO DESCRIBED 
HIMSELF AS FORMERLY QUOTE YUGOSLAY MINISTER OF STATE UNQUOTE AND Now 
QUOTE M@BRMMNNK PRESIDENT OF EASTERN AND CENTRAL PLANNING BOARD REP- 
RESENTING YUGOSLOVIA, CZECHOSLOVAKIA, POLAND AND GREECE, UNQUOTE. 
SWEEZEY IS A WRITER FOR POPULAR MECHANICS AND OTHER PUBLICATIONS WHO 

IS SM@MBEX DESIROUS OF PUBLISHING A BIOGRAPKY OF TESLA AND THERFORE WOULD 
LIKE TO OBTAIN CONTRQL OF HIS NOTES FOR THIS WORK. CLARK IS EMPLOYED 
BY RCA AND WOULD ALSQPROVIDE STORAGE ROOM FOR TESLAS EFFECTS IN ORDER 
TO USE THEM IN WRITING A BIOGRAPHY. TESLA AT ONE TIME REPORTED TO BE 
WORKING ON EXPERIMENTS FOR YUGOSLAVIAN GOVERNMENT IN EXILE. IT IS 
DESIRED THAT BUREAU ADVISE IMMEDIATELY WHETHER IT IS INTERESTED FURTHER 
IN THIS PROPERTY FOR PURPOSES OF TAKING CONTROL OF IT. SUGGEST THAT, 
IN VIEW OF FACT THAT THE NOTES AND OTHER MATERIAL WOULD BE HIGHLY TECH- 
NICAL IN CHARACTER AND FOR THAT REASON @BQRX COULD NOT BE REVIEWED OW 
WEK EXCEPT BY A TRAINED PERSON THE OFFICE OF SCIENTIFIC RESEARCH DEVEL- 


OPMENT MIGHT BE INTERESTED, 
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UNKNOWN SUBJECTS, ENE EXPERIMENTS AN 
TESLA, DECEASED, ESPIONASE - M. NIKOLA TESLA, ON 
STANDING SCIENTISTS IN THE ELECTRICAL FIELD, DLED 
TEEN FORTY THREE AT THE KCTEL NEw YORKER, NEW Yor 
CEIFETINE, HE CONDUCTED MANY EXPERIMENTS £2 CONNZOT 
TRANSMISSION OF ELECTRICAL POuz2 AND “OM Jat 
THE DEATH RAY. ACCORDING TO INFORMATION FURNISHED 
TAREE SIX FIFTH AVENUE, NEW YORK CITY, THE NOTES A 
EXPERIMENTS AND FORMULAE TOGETHER WITH DESIGNS OF 1 
VITANTZ2E THEM ARE AMONG TESLAS PERSONAL EFFECTS, ANSE: 
TAKEN TO PRESERVE THEM OR TO KEEP THEM FROM FALLING 
r , UNFRIENDLY TO THE WAR EFFORT OF THE UN iam 


para. ee! CME CRD 
ING TO SPANEL, A DISTANT RELATIVE OF TESLA, NAMED gq N WHO 
“AS INTENSELY DISLIKED BY TESLA, IS TAKING STEPS Td SESSION OF 
THESE IMPORTANT DOCUMNTS AND PLANS. SPANEL BELIEV = HERE IS A 


= EI 
STRONG LIKELIHOED THAT KOSANOVICE WILL MAKE THIS MATERIAL AVAILAELE To 
- tO THE ENEMY. “SPANTL ALVISED 6 Two HEADZUARTERS IN «ASHINGTOL, AS | 
well AS NR MORKIN OF THE DEPARTMENT oF JUSTICES IN WASHINGTON, CONCERING 
THE AEOVE. SPANZL WAS ALSC INTELEPHCNIC COMMUNICATION WITH QQ bx 5 
-O2Z4BO, ONE OF THE ADVISORS TC VIcE PRESIDENT WALLACE CONCERNING THIS 
“ATTER, AND LOZADO TOLD SPANEL & THAT THE GOVERNMENT WAS VITALLY 
ENTERESTED IN THE EFFECTS OF TESLA AND REQUESTED SPANEL TC LOSE No TI"z 
IN DOING ALL HE COULD TO PRESEAVE QM THEM. «ELOYCE FITZGERALD. AX 
-LECTRICAL ENGINEER WHO HAD BEEN QUITE CLOSE TO TESLA DURING hie Urrr 
TIME, ADVISED THE NEW YORK OFFICE THAT oN JANUARY SEVENTH, NINETEEN 
FORTY THREE, oh TEP OSANOMIOH, GEORGE CLARK, WHC IS IN CHARGE OF THE vus- 
=UM AND LABORATORY. FOR RCA, AND KENNETH SWEZEY OF ONE SIX THREE MILTON 
~TREET, BROOLKY!, NY, WENT TO TESLAS ROOMS IN THE NEW YORKER, AND WITH 
THE ASSISTANCE OF A OE LOCKSMITH BROKE INTO A SAFE WHICH TESLa 
HAD INHIS ROOMS IN WHICH HE KEPT SOME OF HIS VALUABLE PAPERS, INCLUDING 
IMPORTANT QAM ELECTRICAL FORMULAE, DESIGNS, ET CETERA. WITHIN THE 


PAST MONTH, TESLA eee pebIZGERALS THAT HIS EXPERIMENTS IN CONNECTION ¥Iin 
THE WIRELESS TRANSMISS ON OF-.ELECTRICAL POWER HAD B 
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EITZSERALD ALSO KNOWS THATTESLA HAS CONCEIVED AND 
ARY TYPE OF TORPEDO WHICH IS NOT PRESENTLY IN USE § 
IT IS FITZGERALDS BELIEF THAT THIS DESIGN HAS NOT & 
TO ANY NATION UP TO THE PRESENT TIME. FROM STATEM®g 
GEARLD BY TESLA , HE KNOWS THAT THE COMPLETE PLANS 

AND EXPLANATION OF THE BASIC THEORIES OF THESE THI? 
THE PERSONAL EFFECTS OF TESLA. HE ALSO KNOWS THAT 
MODEL OF TESLAS WHICH COST MORE THAN TEN THOUSAND DM 
A SAY DEPOSIT BOX BELONGING TO TESLA 
CLINTON X HOTEL, AND RQ FITZGEARLD § 
HAS TO DO WITH THE SO CALLEDE DEATH RAY OR THE WIRES 
ELECTRICAL CURRENT. TESLA HAS ALSO TOLD FITZGEARLE 

THAT HE HAS SOME M@MX EIGHTY QR TRUNKS INDIFFES 
TRANSCRIPTS AND PLANS HAVING TO DO WITH EXPERIMENTS 
BUREAU IS REQUESTED TO ADVISE IMMEDIATELY WHAT, IF 
EE TAKEN CONCERNING THIS MATTER BY THE NEW YORK FIFE 

FOXWORTH 


A REVCLUTION- 
THE NATIONS. 
AVAILABLE 

TO FITZ- 
CATIONS 

OME PLACE IN 
mB A WORKING 

fo BUILD IN 
“ZQVERNOR 

HIS MODEL 
‘SMISSION OF 
CONVERSATION» 
S CONTAINING 
ED BY HIM. 
ION SHOULD 
FiON. 


CORRECTION=- THROUGHOUT THE ENTIRE TELETYPE THE NAME THAT SHOULD APPEAR 
IS Sa al NOT FITZGERALD @ggjm AS IT SOMETIMES IS 
SPELLED 


a 


HOLD 


yet Potty REONCTIONS 


Best Copy Buailable 4 


Ww -28T Br. lolson 
¥ Mr. E,A. Tain 


Mr. Clegg 
Mr. Glavin 
Mr. Ladd 
Mr. Nichols__ 
Mr. Rosen 
Mr. Tracy 
Mr. Carson 
Mr. Coffey__ 
Mr. Hendoa___ 


Mr. Kramer____ 


* ry hd a ; 
“POHMITROGAR HOOVER ' 
“DIRECTOR ’ 


Federal Bureau of investiga 


United states Department of 
Washington, B. Cc. 


) January 1], 1943 
ave ; 
Re 
PO te ey) | MEMORANDUM FOR 


Woes RE: UNKNOWN SUERTE Mr. Quion Tam 

NOR ws oe quer EXPER NTS # Tele. Room__ 
SAN oy a OF NIKOLA TES Mr. Nease 

Vo SSFIONRE = sip Berea 
‘ Miss Gandy 


Nikola Tesla, one of the world's ovtsta 
tne electrical field, died at his residence in th 
York City, on January 7, 1943. In the course-of } 
meny experiments with respect to the tranepission a 
of radio ani what is commonly celled thes Death Rav¥- file »i th 
respent to the wireless trersnission of electricel 
beer corpleted and c«rfested, and Tesla had also co 
revolutionary type of terpedo whicna is not in use : s 
time. The specifications, exclanations of the basi @@ait a be wing mode 
of Tesla'ts scientific endeavore are reported to be 53 Tesle is 
revorted to have some 80 trunks in different places a transcriots end 
ylens havin> to do with his experinerts es well as a workin: Taaet of one of 
his develonserts in tie safet:7 decosit box at the Gewernor Clinton Hotel. 

pe ee 


a 
Ms 


hee AGN iran. Maxton! xperinent é bal reported to the 

arte York Office bA A. afi Svenel/ar?d Bloyc\ Pitzgeral® » the ‘latter an electrical 
encineer wo had heen owite slose toa Tesla Botn of these individuels neve 
indicated thet ro sters heve been taxen to preserve Teslate records and models 
or to keep tuem from felling into the hands of individuale sympatnetic to the 

ig Axis powers. 

Tesla hes a Gistant relative by the name of dae oer Wrom he 
yirtersely disliked. FKosunovich is reported to be taking steps to cet nossession 
of these important documents and plans, anj Spanel bel jeves there is a stron 
lilelihood that Kosanovich will make such informetion available to the enemy. 

On Januery 7, 1945, Mosanovich, accompenied by ZeorceClark, in cherge of tre » s 
Museum and Laboratory for RCA, and Kenneth: we zey of Frooklvn, New York, eaten 
Teslats roome at +e “otel New Yorker where, with the sid of a locksmith, ty Aas 
broke inte a “safe in which Tesla kept some of Rigoombuble papers, ingyucirE™ 
important electricel] formulee, designs, et ceters.g Db3 a3 3) - -3 
INDEXED ~|/90-gal 
Vr. Spanel, in addition to renortin: there develogmerts wp the “Byreau, 
hes also advised the headauarters of the Military Intellizehce Division, a lir. 
Yorkin of the Departuent of Justice in Teshington, e@ dy Dr. JAN 1248019432 
of the advisors to Vice President “elleace. Lozado affvised Spanel that re 


Government was vitelly inter-sted in the effects of 
e,them 
x 


pee loose no time in doin all he could te prgser 
as” es Jo-YF 


ry 


, 

=p d 
——— 
aed 
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S DESTROYED.2 
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Bet Copy Au alable 


Memorandum for tne Director 


The New York Office was instructed to disd 
with the State's Attorney in New York City with the § 
Kospanovich into custody or a burglary charge and obi 
which Kosanovich is reported to have taken from Tesi@j 
out thet any activities pursued by the State's Atto 
e most secret fashion in order to avoid any publicity 
inventions. The New York Office was also instructsd oa8S04 
fourt in order that stops could be nlaced egainst th eh ‘ef Tesla both in 
his hotel and any other points, in particular, the Pag boxes that he ma 
have in order that no onc mey enter term witout a rtetive being 
present and every precaution taken to preserve the secrec B inventions, 
The New York Cffice is to keen thesBureau advised of all 


a we the matter un 
EM possibly taring 
‘the various pevers 
; It was pointed 
id be harZled in 
Ba ect to Tesla's 


Respectfully, 


\] 


Bed Cony Avelable 


a ; 

1 JOM. _Dy R FTOOVER = 2 . ‘a j 4.8% Wb Mr. Tolson 
7 Dirt tror ig ‘ . A Mr. E, A. Tan 
Mr. Clegg 

Federal Bureau of Investigation Mr. Glavin 


5 - Mr. Ladd 
Wnited States Department of Justice Mesaetehale 


Washington, B.C. Mr. Rosen____ 
Mr. Tracy 
Mr. Carson 
Mr. Coffey 
Mr. Hendon___ 
Mr. Kramer___ 
MEMORANDUM FOR MR. LADD Mr. McGuire__ 
Mr. Harbo___ 
Mr. Quinn Tam 
Tele. Room___ 
Mr. Nease 
Miss Beahm 
On Friday, January 8th, Mr. Le. Me C. lar oe called me/(\y;, Gapd 
tn connection with the death of Nikol esia. He ad 
vised me that he was concerned about the possibilt 
of enemy agents confiscating some of the trunks o 
Tesla, who had dted on January 7th. He understood 
the War Department was interested in this matter and 
that apparently the Alten Property Custodian's office 
was t&king some action. He desired to know whether the 
Bureau would take some steps to refrain relatives of Tesla 
from taking the contents of his trunks and whether the 
Bureau would setze possession of the trunks. Mr. Smith 
indicated that he was talking to the Alien Property Custodtan 
along the same lines. JI told him that in view of the fact 
he was gotng to handle the matter with the Alien Property 
Custodian's. office, there did not appear to be any action 
which the Bureau could or shou take. 


January 12, 1943 
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April 3, 1950 
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your tnqeiry ‘Wy telephone 
cortain Sockaien! pagore ahd 


esle, 
From an exesination of cur 


pagers 
determine that this 


» 1950, 
onged to the late Miko 


Referenee is made to 


on Mareh 29 


bel 
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aa 
oa 
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files, we have. 
never been 
O~ Bo 


has 
ef a eopy of Dr. 


Very sineorely 
fo 
de Edgar BoLe 


as hed been indicated to yeu, 


able te 


Director, FSI april 17, 1950 


Detulet dated april 3 lest. a 


Apetl Ty 1950 agents af thts this offices interviewed Mr. J.¥. POTS, 
Ties ident of the Manhatten Warehouse ant 


| etated he hed been Flecor Superviser for approximately 10 years en the 


{ the TESLA effects. Ws stated that at that 
were taken by the examiners. is description of 
used would tend to show that a microfilm veprod.ction wes made 
ef some of the papers ef the deceased seientist. Mi. KINO added thst several 
the 


the 

were ide: tified to him only as “FEDEHAL AUTHDRITIES*®. Ascoriine to Mi. 
KING, mo ether instance of microfilming of the reeords ef the SSA estate hes 
taken plase since that tim. : oe. E 

- Yt should be mpted that the Bureau was informed of the exmination men-~ 
tioned above by New York letter (with attachments) dated OCoteter 17, 19h5, 
entitled UNKIONS SUBJECT; SAVA IDSANOVICH; Experiments & Researeh of aI NIKOLA 
TS1la (Deceaped), Esplonase-M. 


CONTAINED 
ee atcaiss as ae af | ee f 
eas - uy not NOT RECORDED 
KEM: JIC i eee oy 
105-1392 ae —— 


—— 
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 peRP Dc . 


Letter to Diredsr, FAI 
WY 105-1392 


MR. POTTS stated that no inquiry had been received by Manhattan fren 
SAVA Ne WSANOVICH, mor bad Manhattan informed him, in any way, that an sx- 
amination of the TESIA effects had been made sft ne forget In fact, added Mi, 
POTTS, the only correspondcnee relating te the TESLA estate hes >2een in the 
form of bile for storage. 


Mi. POTTS stated that any personal inquires regarding the estate would 
of necessity be directed to him, and to date no such inquiries have been made. 


Interviewing agents explained to MR. POTTS that the exenination made, 
as mentioned above, was not instigated ty the Bureau, mor had ths Bureau taken 
part in that examination. 


Uriless advised to the contrary, this investigation is being placed in 
@ Closed status, and no further investigative astion is contemplated by this 
office. CLOSED. 


eee 
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Federal Bureau of Investigation thy EORMATIO:. 


Department of Records 


- i ’ Yeot 2 = ys r 
Washington, Dd. We ea ee f Me ee vA é fv 
pig 22-0 OAT 


Gentlemen: 


In a manner of introduction, I wish to etate that I am working 
toward a degree in Electrical Engineering at the Institute of 
Technology of the University of Minnesota. 


For several years, I have been engaged in a study of extensive 
Compass and detail concerning the researches and writings of 
the late, world renowned scientiet, Dr. Nikola“Tesla. At con- 
siderable expense, I have acquired an extensive collection of 
materials relating to Dr. Tesla and his works which include: 


1) Personal letters written by Tesla to hie close friend. 


2) Numeroue periodicals, some of which are to be found in 
only a few libraries throughout the United States. 


3) A few rare books which have now become "collector's 3 
items". 


4) A collection of isaued patents. 


Although the items listed are considerable in number, the spe- 
cific information desired is lacking. 


\ As I understand it, because of the nature of Dr. Tesla's role 
in scientific developments, all research papers, patent 
applications, etc., were secured by the Federal Bureau of 


any ceh tentaee at the time of Dr. Tesla'a death in January of 
1983. 


The purpose of this seizure, as deseribed in numerous articles, 
was to determine whether these papers contained suggestions 
leading toward advancementa in the field of gctence. “a 


160 PA37. 
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Now it seems tnat sufficient time has elapsed for an inveg- 
tigation of this kind. If Dr. Tesla's Lstate has been relessed 
by the department in charge, any records that can be made 
avallable for examination will be welcomed. 


A letter from Harold I. Baynton, Assistant Attorney General, 
Director, O.fice of Alien Property, informed me that the Library 
of Congress listed @ertain works, writings and research etudies 
prepared by the late Dr. Tesla. However, a letter addressed 

to the Library failed to bring results as the Library "has no 
files on the researches of Tesla". 


A Bimilar result was obtained from the Bureau of Naval Research 
and the Department of Commerce. 


I am egvecially interested in the research work in which Tesla 
wae engaged in his lzter years. There are vartous unnublished 
works, such as a l0-page typewritten statement presented in 
1937 at a meeting of several well-known editors outlining his 
discoveries and giving a resume! of his work in the fielde of 
gravity anc cosmic ray research, etc. Also, Tesla prepared 
varicus papers, one of which was in effort to secure the Pierre 
Gutzman Prize from the Institute of Rrance. My inquiry is in 
effort to determine whether any of these documents, as well as 
others, are at this time available. 


Iwill greatly appreciate any information in regaré to any 
records which you may have. 


. Very truly yours, 


Pas, 


a, “ 4 


Auguet #6, 1952 
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With raéference to your letter of 
August 16, 1952, eur files dieclose that 
the effecta of Nikola feala were taken tato 
custody at the time of Aisa death by the 
Office of Alien Property, and not by this 
Bureau. Consequently, you may wish to 
cemmuntcate further sith that agency, which 
a may be Gddressed as follows: (65~47953) 
Asstetant Attorney Cener 
Rewlend *. Kirke 
Director, Offtece of Alten Property 
United Statee Department of Justice . 
102 Indtans Avenue, ¥. ¥. p 
Washington 25, D2. Co. 
Sincerely yours, 
Be z DFs.4 at va ee 
= Wohn Edgar Hoover 
arto Director 
/ co = 1 = Assistant AttdPndy General (with copy of’ 
i y Rowland ¥, Kirke 
q } Director} “Oppfice of Alten Property 
tae ERA. NaTan Treen United States Department of Justice 
M— | es JO1 Indiana Avenue, W. Wooo - 
mf AIR OF 1089 Woshington 25, p. C. ~ W 3\ dls! 
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* Office Memorandum - UNITED STATES GOVERNMENT 
TO i Me. 4. Hy BSL sales DATE: May 5, 1658 ie 


- \ < re Harbo 


FROM tf, Le Lb. LAUGULYR Le Roser 


SURJECT : NIKOLA TESLA (Deceased) - uy “FORMATION et TAED Tele 
LAPCRUATION CONCERY ING 


ae 


NS UNCLE OSE mien 


fe ne Sah 


f ay , Gude 


AMEE 2:80 that he had been reading a book entitled, 
Noh Prodigal Genius - The Life of Nikola Tesla' by John J. 


O'Neill, whom described as a science writer for a New 

rk newsparer publisher - Ives .ashburn). noted in this 
book tiat Bureau Acents went to Tesla's room fo wing his death 
on Janucry 7, 1943, opened his safe, examined his papers, and 
took over his personal files. Said this anpeared on rage 
277 6 stated that Tesia ts tne father of modern 
power engineering, beinc resnonsible for the invention of the 
A. C. generator, motor transmission, and other electrical engineering 
feats, He inquired (1) tf the perers and works of Tesla were in 
tie possession of the Bureau, anc (2) if so, were they available 
for rovicw in view of their scien itific importance. 


I told that the statement concerning the Bureau's 
taking Tesla's file not seen very: logical but that I would 
check on the matter. ee) a ar? ‘ 
, ilar 7 ; . @ 


The Bureau's files reflect thet shortly after the death 
of Tesla in his hotel room in New York City on January 7, 1943, @) 
Sava Kosanovich; a distant relative, and other: individuals 
entered iis room and opened the safe, eramtning certain materials 
which he possessed. On Janu ary 6, 1948, Ur. L. He Cy. Smith of 
the Departnent advised Ur. Tann thot he was concerned about the 
possibility of eneny aoents confiscating some of the trunks of 
Tesla and apparently the Office of Alien Property Custodian was ) 
taking some action regarding these effects. Since the matter was’ | 
being handled b:' the Office of Alien troperty Custodian, ene peau 
did not mace any inquiries into this situation. (65-47952-6 


It is noted also that the received a letter 


aaved April 16 


roleining that 
engineering at € Milwaukee School °s Engi neering and 
4O 
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was interested in the life cnd works of Tesla, GD « :ctec 

that he understocd at the time cf Teslc'’s death the Bureau 

took his manuscripts and experiment data for national securitye 
+he Bureau on April 22, 1948, advised that the effects of 
Tesla were handled by: tne Office of Alien Property anc not by the 
FP3I.(65-47953-18) 


1 called Qn is morning and told him thot it was 


the of fice of Alien Property and not the F3I uhich took over the 
effects of Tesia follo.ing his death. Accordingly, I suggested 
that might wish to communicate with the office of 
Alien Property for further informat.on cancerning this matter. 


The book "Prodigal Genius - The Life of Nikola Tesla” 
is not in the Bureau Library. <A cony is being obtained from 
the Library o; Consress. + wiil be eranined to determine () 
specifically the reference made to the Bureau's taking these 
pazers, At tiat time a determination can be made as to what ( 
furt.er action should he taren, : 


~~ 


ai 
ADDEND. V3: LLLymer 5-14-53 


Page 277 of the "Prodigal Genius - The Life of Nikola Tesla,” 
describing Tesla's death, contains the following statement; 
"Operatives from the Federal Bureau of Investigation cane and opened 
the safe in his room and took the papers it contained, to examine 


them for a reported important secret invention of possible use 
in the war." 


Since this work was published in 1944, it is not felt 
that any particular purpose would be served by raising an objection 
with the publishers at this time. the individual who raised 
the question, has been set straight ana, therefore, neo 


action is being taka, () : 
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Mir, GEORGE H, SCEURFF, JR., ord Raga. y pochelle, Nev York, 
advised thet he received tro letters fran IFLA ¥ 4 Ja 
Avenue Soutuesst, Minneapolis, Minnesota, photostat ® of which are 
Ne furnished the Buréau and Mirnecpolis. aa . 


: re i 
Mr, SCHERFF stated that he was an &esociete 
1514 ané that for many years his father had been Dr. 
dr, SCEERFF said that he never he=rd of Ila DI, AY aS 
heer of ary of the nazes wentionec in ATDEESRT'S let Oa 


a: 6° @ a 
Roar esta in 
private secretary, 

did he ever 

; ; ., = Meare ; 
*I, SCHOPFY stated thet he bas quite a lit of SAMMMRa's writines 
ir. his possession end he didn't xnov whether or not the¢ - 
to a foreign 60Vernment, ; 
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Lofand I. Anderson 
127 Scymour Avirur Southeast 
Minncagolis 14, Minncsota 


February 3, 1954 


BP. Geormce H. SCnErsT SY. ory 
14% Scaecora hoad@ 
aestencster, Now YORK 


Dear Mr. Senerifs: 
re,i Tae Life and work of Dr. Nixcia Tesia, 


hecentiy, I have rounded an Organization in nane and nonor of 
rm, Testa in cooperation with severa? people who were intimately 
assoclited with Tesia during nis lifetine, and witn otnerg who 
are jiiterested in Dye. Tesia and nis achlevesents from a scien- 
title and ntstoricar Standnoint. (See enc .oseda brochure.) JI 
nave had sgote difficuity 10Cating a Tew of Teslats associates, 
and, the name of George Scherfr {tg anons wnem, Thererore, it 
3 Sineere nove trat you, Mr. Senerir, are tia verson I geek 

48 naving been associated witn Tesia. 


I have versonally studied tne works of Tesla ror a nunmbér of 
years, vein: varticuilarly dnterested in elaborating upon nia 
PeSearcues recarding nish-teuston radiant beuns,. Trrouss:: sone 
trave bk ana otiir erTorts, Nave been Fortunate to .OCSt2 many 


id 


orlesinuai CO..eetions of Tesiats corres vondenece and Manuscripts, 
and in a few cases obtained a nuaoer Of interesting items. 


I was in New York & s:ort vime ago on ousiness, and weiiv tnere 
I visited Mr. Kenwetnh ¥, Swezey, 2 intends to unaertake some 
Significant work on vensir of ivsuia in tne near future, and 
Since me nnow Tesia ror SO Many Years Suring nts Lite» iive, 

12 wii. ve nandled wltr sreat understanding, 


I nooe tiat you may nave soae interest in tre work whiten I 
nave initiated on bena.: of Dr, Tesla. There are many mattars 
tnat I wien to @iscuss witn you, provided of course, tnat you 
are tne Mr. Senerfr related to tne Tesia Story. I wouid oe 
TOSt Napdoy to near Lronm yOu at your earliest Conveniences, and 
will senda you all puviications of tne crganization 41f you wisn 
ceive trea, 


Very truly yours, 


Belen of Chu beren 


Ulvetsty Staten Boo coe 
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To Those who Are Taterested in the Life and work of yi 
Dn. NIKOLA TESLA 
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Le .and [.. Anderson 
127 Seymour Ave, s. E, 
Minneapoile 14, Minnesota 


VIA AIR MAIL 


Mr. Georre H, venuerrf, Jr 
i4y Seacord oad 
westcnester, New Ore 
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Dear Mr. Senerfr, 

It was so very reward) 

Tesla... I have initi 
feel tnat in all ris 

perpetuate tne name of 

part of tre neritase o 

time goes on I velieve 


in selentific develoun: 


tne organization whiicr. 
be honored to ruve you 


Leland !. Andcrson 
127 Scymour Avinuc Southcast 
Minncapolis 14, ‘Minnesota 
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KENNETH M.SWEZEY 


“1 PSARMATION CONTAINED 


“TE 1S UNCLASSIFI 
Te 2.9 NL Dagdace 
Mir. J. Edgar Hoover 


Federal Bureau of Investigation 
Washington, D.C. 


163 Milton St 
Brooklyn 22, 
June 25, 1 
Tele, Room ._ 
Mr. Holl-man.— 
Miss Gandy. 


Dear Mr. Hoover: @ 


: Back in 1943, the local oie 

~ Custodian searched through she belongings of the late 
electrical inventor, Nikoi testa, stored in the Manhattan 
Storage Warehouse in Néw tork City. Tesla had been a 
naturalized American for more than fifty years, so I 
believe that the search was made on the grounds that the 
property was to be sent to Yugoslavia, through Tesla's 
nephew and heir, Mr. Sava Kosanovid (Mr. Kosanovié had 
been Minister of State under the King's government, later 
became Ambassador to the United States from the present 
government, and is now a Minister serving in Belgrade). 


According to the attorney who handled the 
a Tesla estate, Er. Phi liphe ttenbere, the Alien Property 
Custodian assured hig nothing had been held. I have 


a letter from the Office of Alien Property, dated March 
15, 1955, which confirms this statement. N 


In gathering material to help in a 
nation-wide commemoration of Tesla's hundredth birthday 
next year~—-which will be participated in by leading 
scientific and engineering societies, museums, and 
universities---I have just discovered, however, that 
Tesla's solid gold Edison Medal somehow vanished during 
that search. 


As a friend who had known Tesla well 5 
during his last twenty years, I was with Mr. Kosanovié i 
Tesla's room in the Hotel New Yorker on the day he die Ry 
A safe expert was called in to unlock Tesla's safe. ng 
its contents were several honorary degrees, a volume of 
. greetings which I had gathered for him on his seventy-fifth 
birthday, a bunch of keys, and the Edison Medal. We kept 
out the book of greetings (I mentioned this at the time 
to the assistant manager of the hotel and later to a Mr. 
Gorsuch of the Alien Property Custodian's office), but 
/ everything else, including the medal and the keys, was 


Bhs Eepisces and the safe was a RECORDED - 74 (80293 £ 
Mh, Bs ‘c?) Except when it s s ANDEMAD s By the reese 
Property Custodian, the safe was never reopened engi) it 
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arrived in Belgrade (where Tesla's property was to be 
installed in a special Tesla Museum) and was there opened 
by Mr. Kosanovieé. According to his former secretary, both 
the bunch of keys and the medal were missing. The keys 
were later found in a tin box outside the safe; the medal 
was never found. 


I learned of the disappearance of the medal only by 
accident. lr. Kosanovid had asked his former secretary 
to get permission from the American institute of Electrica 
Engineers (who gave Tesla the Medal) to have it duplicated 
This was given, but the cost, it turned out, would be abou: 
four hundred dollars. in the meantime, the Tesla Museum, 
a Yugoslavia, is quietly trying to raise the money to pay 

or it. 


The irony of this situation is more disturbing than 
the money involved. By giving us a system which made 
electric power universally available, Tesla---probably 
more than any other one man-—helped put America on top of 
the world. At the time he died, his gold Edison Hedal 
was the only material evidence left of this country's 
appreciation. That this last token should have disappeare: 
---to have to be replaced by his materially poor countryme! 
overseas for whom he had done nothing---seems a tragic 
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Johnx@'Nej17, in’ his biography. of Tesia, States that 
the FBI broke into Tesla's safe on the day he died, and © 
_ '#  Pfon article in the current (June) Coronet repeats this. I 
ar know this isn't true. I did hear, however, that the FBI 

; somehow lent a hand to the Alien Property Custodian during 


the latter's search in the warehouse. 


If that is so, i thought tnat perhaps some of your men 
might remember the conditions under which the search was 
made and therefore might have a suggestion as to what coul 
have happened to the medal. After this long time, I have 
no hope that the medal can actually be restored, and I am 
already trying to interest Americans in making a replaceme: 
But future biographers might be spared a lot of wild guess 

‘\ and wrong blaming if some hint could be obtained as to 
vy whether the original got lost, strayed, or stolen---and wh 
' might have been responsible. 


With best regards and sincere appreciation for any hel) 
you can give, 


Sincerely, 


LA fp eme te KN . ae a 


Kenneth MSwezey ni 
P.S.: I am enclosing an editorial from last month's POWER 
magazine which outlines Teslats contribution to the electr: 
power industry. 
Key, 
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Strange Genius 


A“ ANY GROUP of power men to name those who laid 
the foundation for today’s electrical generation and 
distribution. You'll wind up with an impressive list— 
Edison, Brush, Thomson, Westinghouse, many others. 
But there is almost sure to be a significant omission. 


Yet this forgotten man conceived the polyphase ac mo- 
tor—still basic—and devised « suitable system of gen- 
eration and distribution for applying it. To grasp the 
magnitude of this contribution, we must turn back to the 
1880’s when the electrical era was being born, and the 
“battle of the systems” held sway. 


Arc lights and motors were being operated on constant- 
current series systems. Edison’s Pearl! Street generating 
station had opened in 1882, supplying incandescent lamps 
and, later, dc motors on a constent-potential system, Un- 
der the leadership of Westinghouse and Stanley, the 
advantages of ac distribution were demonstrated. But 
there was no successful ac motor. 


In May, 1888, a young Yugo-Slav engineer, but four 
yeara in the United States, read a paper before the Amer- 
ican Institute of Electrical Engineers. In it he described 
a new ac system. Its heart was the induction motor with 
its basic and beautiful concept of the rotating magnetic 
field. The man was Nikola Tesla, the system he described 
was destined to sweep the field. 


With characteristic vision, George Westinghouse rea)- 
ized the fundamental importance of the polyphese ac 
system and acquired the basic patents. Its first impact on 
the general public was at the Chicago World’s Fair of 
1893. There a 2-phase generator supplied motors and 
lamps, and, through rotary converters and motor-gen- 
erators, a variety of de equipment. 
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But it remained for the Niagara Falls power project to 
demonstrate in the most dramatic way possible that poly- 
phase ac was the system of the future. Since 1886 when 
a charter to develop its power had been granted, the eyes 
of the world had been on Niagara. An international com- 
mission, headed by Lord Kelvin, had reviewed 17 pro- 
posals, found none acceptable. Later, just five years after 
Teala’s AJEE paper, it was officially decided to use the 
polyphase system. 


In August, 1895, Niagara power was delivered to the 
first industrial customer and in 1896 ac transmission to 
Buffalo, 22 miles away, was begun. By that time, the 
steam turbine had been introduced in America and the 
modern age of electric power had truly opened. 


For Nikola Tesla, these far-reaching inventions were 
but a beginning. Still to come was, brilliant work in high 
frequencies, thinking basic to much of todey’s radio art. 
Yet by the time of his death in 1943, both he and his 
work had begun to slip into obscurity. Why? 


A man of flashing insights and enormous brilliance, 
Tesla was largely indifferent to the development of his 
ideas. This he left to others while he followed the lure 
of new challenges. In later years, his projects became 
more grandiose, his ways more mysterious, his pronounce- 
ments more Olympian. And working alone, as he did, 
he formed none of the institutional ties that help to per- 
petuate a record of accomplishment. 


Next year—July 10, 1956—will be the 100th anniver- 
sary of Nikola Tesla’s birth. It would be fitting for our 
engineering societies to commemorste this occasion, to 
acknowledge our debt to this strange and lonely genius 
who changed our world for the better. 
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: ‘RECOGNITION FOR TESLA ~ 


Largely thru a young American engineer's efforts, the 
: world today is re-scanning the record and achievements of our 
inventive genius, Nikola Tesla. Of late, even the big-titne 
magazines have devoted space to the amazing career and fas- 
cinating character of the pioneering electrical wizard. 


The man behind this belated recognition for the one-time 10N CONT AINED 
‘Serbian immigrant boy who made millions but died almost a ASSIF iy) 
pauper is Leland P—Apderson, head of the Tesla Society, L B di inp 


1 


eee 


which has headquarters at the University of Minnesota. 

Thru travels, correspondence and detailed research, Mr. 
Anderson has dug up many friends of the late genius and in- 
duced them to join in his noble work. A good.many of these 
are American-Serbians. They serve Mr. Anderson and he 
serves them, with information issued thru his TESLIAN pub- 

lication. This is, at present, a mimeographed publication issued 
amonthly which casts new light on the known life and record x 
tne 


—_—— 


of the late Dr. Tesla. ; 
The latest issue (March-June) informs of progress plans 
to honor Dr. Tesla even more. It also presents an account of a se: 
fascinating editorial, “Strange Genius", by the POWER ma3- 
azine of the powerful McGraw-Hill publishing line. This edi- jNDEXED-59 
4 torial traces the introduction of Dr. Tesla’s polyphase system 
i described by Mr. Anderson, as the “most tremendous event if/2O 22374 
: ' all engineering history.” ee 455 
Editorialist Louis N Bowler, according to the TESLIAN. 138 QUL 44 143 
answers the perplexing question why, in view of Tesla's im- eon 
portant discoveries, he fell short of the comparative popularity ; 
} won by Edison and Bell. Then in closing, he suggests: “It 
would be fitting for our engineering societies, in commemora- 
tion of the 100th anmiversary of Nikola Tesla's birth (July 10, a cen 
'956), to acknowledge our debt to this strange and lonely ghareti Pennsylvania 
genius who changed our world for the better."’, rd 
This appears to be jyst what Mr. Andersan was waiting genio. wee 
‘ for. For now, in the same issue of his TESLIAN, he has pre- 
; pared a form to petition Postmaster General Arthur E.:Sum-' 
merfield to issue a Tesla commemerative stamp aext year. Poo ae 
a ; ; sieuplicate in this issue and 
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TO O8L. Ve BOARDUAN ~~ -fy DATE: June 29, 1955 Boyan 

a ALL INFORMATION CONTAIIE = 
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Nikola Tesla, a native of Yugoslavia, was ao famous electric: 
inventor who dted in New York City in 1943 where he had lived for man) 
years. In attached letter to Bureau dated 6-25-55 Kenneth M. Swezey, 
Brooklyn, Wew York, advises he t8 gathering material to help ina 
nation-wide commemoration of Tesla's hundredth birth anniversary in 
1956. Swezey relates he wos present when Tesla's safe was opened by 
friends after, hts death and advises the contents were thereafter 
replaced and then twpounded by the United States Alien Property 
Custodian. Leter the Safe was removed to Belgrade, Yugoslavia, to be 
installed troB Fesla Museum. Missing from Tesla's effects is a gold 
Edison medaz he had been awarded. Swezey ts seeking to locate the 
medal and has been advised by the Office of Alien Property (OAP) that 
OAP held none of Tesla's property. Swezey states he has heard the 
FBI assisted OAP tn handling Tesla's effects while in storage, and 
accordingly, he asks whether Bureau could aastst him tn locating the 
Edison medal. He FBI's assistance to OAP Swezey mentions that in the 
Tesla biography ("The Prodigal Genius" - 1944) by John O'Neill it 
was stated FBI broke into Tesla's safe the day he died (1-8-4383 to 
protect contents from enemy hands). Swezey notes this same comment 
appears in article ("The Gentus Kho Walked Alone") by Alfred H. Sinks 


in the June : t." Swezey says he knows FBI did not do thi 
Bureau did not enter into Tesla 
safe on Departmen duice it was betng handled b 


Bureau 4 aware of comment in O'Weill'’s book. 


In 1945 Sinks requested for his use as @uthor dota re Bureau's 
microfilm procedure. Was advised no euch data available for publicati 
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Memorandum For Mr. Boardman 


RECOMMENDATION: 


That the attached letter be sent to Swezey advising Bureau 
did not participate in the handling of Tesla's effects and that the 
matter was handled by OAF. Therefore, Bureau unable to be of 


assistance; that no action be taken relative to Sinks’ comment in 
"Coronet" article. 
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June 30, 1955 
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Decr Mr. Swezey: 

Vith reference to your letter of tal bat 
1955, eur files Eteclese the effects ef fitela sla 
were taken tuto eustedy after his death y the Office 
of Alien Preperty aad net by thie Burean. 

Stace we did sot pertictpste ta the 
Aaadling ef Nr. Tesla's effects, we are uncble te 
supply the tafernction you requested. 


Sincerely yours, 


“. -y Je Edgar 
ve Ma Hoover 
° a 60-QAaAa = 
JUN 3 0 1955 venn Ere Hoover as ass 
2 ae 
MAILED 25 RECORDED - 28 <> : 
HOTE: WORKED - ewe WML 1 1955 ; A 
4 cover memorandun \ Belmont t nan 


was prepared by ETB: jaa on 6-89-55 WFonnection with 
thie outgoing uail. 3° 


Bufiles contain no aerogatory data-“ix conpes- 
pondents reflect only that he was close fPrign® « 

ef o@Omirer of Tesla. aa” 
1 , seam gy 
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August 1, 1955, 


Mr. 3. Edgar Hoover, 
bo Pee 


Federal Bureau of Investigation, 
Wasnington, D.%. 


Dear “r, Hoover: 


O 
In his book, "Prodigal Genius", The Life of ijikola Tesla, iir. ol 
J QtNeil says, on pege 277, thet the F.B.I. went to Teslats hote:’ 
room, openec his steel safe anc removed from it, the papers it 
contained. 


Was there ever any publication of what these papers contained? I 
so, could you inform me where I might obtain a copy of such 
publication? 


If there was no publication of the Safe's content, after more thi 
1° years, would it be improper to publish them? 


If there was no publication of the safe's content, but there wer 
no par icular secrets found there in, could you inform me where 
might learn whet the safe contained? 


ésyy information om tnis matter vill be epprecieted. 


Thank you for your trouble. 


Singgrely, iii 
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Your letter dated Anguet 1, 2985, Ase 
deen recetped, and tn response te your tngstry, 7 
would Itte te sdvise that our (files reflect that 
the effects of Nikola feala vere taken tate ouatecy 
after hie death by the OFftee af Altes Property and 
not by thts Bureau. 2 or. 


Since we did not partteipate tn the handltno 
of Mr. Tesla'a effects, we are unable to supply the 
information you requested. ae 


Stacerely yours, 


. 


Jehan Edger Heover 
. Dtreeter 


WOTE: Buftles reflect no record en correspondent. Thies — 
type of reply uttltged by Internal Securtty Dtvtaton in’: 
answering stmtlar ingutrg¥es on 6/80/55.  (65-47953-33) 
Cover meno fron Mr. Belmont to Mr. Boorduan dated 6/29/55 
set out background of this matter which concerned the death 


ca] of Tesla, a famous éleetrical taventer, Durecu wos not 


tnvolved in this matter, and the epening of the safe mene 
ttoned was done by the Office of Alten Property. 
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September 10., 


©, ae = pe 
liv. "ohn “dear Hoov m, 
2 «, Few ve ae n a 
ecerel ou>cau OF Investigation, 
SSA ETO Tay es 


Xf 
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Cacting to m Letts to “On fucust first, this yeer - vour lette: 
to me, Aucust lith., reletive to tho matter of the pepers of MR 
~LzolatTesla. 


ole @ 


v Alien Property regarding this 
that I had received the informetion from vou 
Be 


h 
sPertment which hed taken the “esla Proportr 
v 


I have a lette> from itr, uenrzy CG, Hilken ~ thet Department - File 
umber HGHs1) Sttrelk 017-5523, in which I am told thet office 

"ever had Custoc:,, nor hes vested, am property of “ilrole Tesla", 
As I began this metter <ith “Ou ~ because it was stated in ‘ale 
O'Meill's bool: thet it wes your department who opened Tesla's safe 
I am wondering if you hevye an” further suggestions alone lincs Iy* 
mignt fello- to obtain sons Luformmetion in this TEREIG? C) 


Ter '2.3 


fnew. you fo: Tour time and trouble. 


RECORDED-12 JEC-AQAZB] G Va- 


“RECON ; 
~ WNDEXED+12 


ay JO0-ARZ7-CKA 
fs = Ee fe 
v A j oan | September 20, 1955 
La 
BLL INFORMATION CONTAINED 
3 HEREIN IS UNCLASSIFIED 
(0) DATE.Z-2-£2_B 


I have recetved your letter deted Septenber ZO, 


1955. 


4s you were adutsed by my letter ef August 11, 
1955, thts Burecu was not connected in any respect with 
the acquisition or custody of the effects of Nikola Tesla, 
and tt ta therefore net posatdle to furater you any 
additional information. zs 


Stncerely yours, 


John Edgar Hoover 
Director 


Be) 


4 


NOTE; By letter 622255, we referred Gay .. the Office of 
Alien Property, whick Office was reported to have 
Qseumed custody of Tesla's effects subsequent to his dea 
(65-47953-6) 


49 


S PTEQRMATION CoUITAINED 
~ wae IS UNCLASSIFIED 
hic ZA3-fo BY 


- - RECOGNITION FOR TESLA 
' ” (Please fill out this form and mail to the address appearing belew.) 
. THE TESLA SOCIETY 


University Station, Box 135 


Minneapolis 14, Minnesota 


(date) 


‘ (city & state) 
Hon. Arthur E. Summerfield 


Postmaster General, Postoffice Dept. 
Washington, D. C. 
a 


Dear Sir: «: 


Nikola Testa's contributions to science, industry, and to his adopted 
country have greatly inspired engineering progress. His electrical sys- 
tems helped create an American conomy of world pre-eminence. 

We respectfully request issuance of a 1956 commemorative stamp 
to be issued on the centennial of Tesla’s birth (1856-1943). 

ib 


“(signed) SS 


a“ 


a 
[eats ol 


“AMERICAN SRBOBRAN” 
June 29, 1955 


&. 
10g Z 0 2 237. A Pittsburgh, Pennsylvani 
INDEXED.50 “NOT RECORDED 
138 JUL i: t855 


—— eee 


GC LL 13 I9es 


one 


by Atrrep H. Stxks 


ee a 


Nikola Tesla was ao great inventor— 
.ONOr 


and also a prophet without 1 


OUNTER-FESPIONAGE WITFELS 


started turning early on the 


morning of January 8, 1943. Anx- 


ious FRY agents sipped into a room 
In the H 


scientific predictions so fantastic as 
to be literally out of this world. OF 
late he had been working or so he 
said-—on revolutionary new weap- 
ons powerful enough to anmbilate 
armies at a sinule blow. 

There was only one Tesla, and 
the story might—incredible as it 
sounded --be true. The old miin’s 
safe might hold these secrets, and 


JUNE, 1yss 


the Government cotdd not risk the 
chance of cnemy spies geting there 
first. _ 

Half heping to find samethine 
which would bring a, sudden and 
decisive ¢nd to World War TI, the 
G-men bryke open the dead man’s 
strong box. Tf anything of Impeor- 
tance was discovered, it has never 
been revealed. 

Yet, their quick action was jus- 
tified, for you Could never he sure 
about Tesla, one of the strangest 
men why cyer lised. Most people 
took him with a erain of sali, vee 
nu serious scientist dared shrus 
away his claims as nonsense. Nov 
after Thomas Edison arted it and 


and clectricad eneineers had to eat 
crow back in the 1830s when Tesla 
solved a problem thes had thougtu 
impossible. That one accomplish- 
Inent the invention of a practicul 
alternuting-current imotor and gen- 
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AMnited States Henate 


June 26, 1973 


j 
; Respectfully referred to; 


; Congressional Liaison 
Federal Bureau of Investigation 


: Department of Justice 
Washington, D. C. 20530 


Because of the desire of this office to be 
responsive to all inquiries and communications, 
your consideration of the attached is 
requested. Your findings and views, in 
duplicate form, along with return of the 


enclosure, will be appreciated by 


a a  (, 


A 


(C) 


Form #2 
k /00-a 437. a Y 
ST-105 pre = 
‘ : 7 eNeeg 1973 
as —— 
ENCLOSURE & ee 


20 Jun: 1973 


Bear Senator sz (44. 


‘ 


Thoush in Alaska temporarily worrying o: @ military contramt, I stil? consider nose 
at resident, hence it is to you wap a eh ty 


ie 7es 4 
Dring py days at GP correc, T bacane dnicresee) ina faseinaving Grnewh niysieint, 
NicolaivTesla, Proffessor Tesla emigrated or this counter in tie tuentin, I 
mI, Shia some of his most originel “Gre, Tosla had as neculiar bent of mind,’ 
in his younger days he was often called « iad seieatisty acd did not publish 
extensively when he ceme +o thea US, Nos! of the osu ah rae raterlal is in 
untranslated Czech. Tesla wa eaters 28 CEP SV i Hoe. dae en eta 
rtrance that upon his death, none of nis votes fr. ais Smoviean eee Ones 
wmcfared,. Jporn discussing «nis with a frieni, t wa: informe? that all of ir. Tesia'ts 
mtes were confiscated by tne FRI, I canrot conceive: now thease roles me ph: VSLces 
eni eleevricity can in any way nCErEer the nytional safeu:, Ib seems that Mr, 
Hoover in nls zeal, had confiseated material wrosc only sin wes @ radicel apy;reacn 
12 seience. There is indication treat mie: of “oressor Testats Laver work ecneeraed 


“ wer. voevel approach to tine theory. Nocdlses3 tc sev, it bus been radical approaches 
vo ohvsies that have ceen our greatest scie.lifie advanses ir modera times, 
vit. Hins‘ein, deiserherg, et al. 


as wondering if your office misht be abin to determine if these papers sre 
stiil extant, and if so, see to it that the public has access to themg It would 
be a shame to see all of Nicolai Teslas work to have been in vain, 


Jase axcuse my typirs, in all the thousarnis of words I typed trying to get 2 
Seral education, I never did master tne ro Gliese 


rend 
bw it 
ee 


} 69 ~ an37- oY 
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47 


qa 


July 5, 1973 


oT-105 
REG 15 aks 
yO°- 2257 — 7} “INFORMATION CONT “ 
Honorable AL ACLASSIFIE 
‘EREIN 1S UNULE 
ae wiktsece bo et *Se520 AE NS Ne ype 


Dear Senator 


This 1 


ra 0 acknowledge receipt of your communication 
dated June 26th 


closing a letter from your constituent, 
who is temporarily employed in men 


In response to bee eee ca inquiry, central files  ‘( 
ef the Federal Bureau of Investiga indicate that the 


effects of Dr. Nikola Tesla were impounded after his death 
by the Office of Alien Property of the Department of Justice 
and not by the FBI. Since we did not participate in the 
handling of pr. Tesla's belongings, I am unable to furnish 


the information you desire. 
I am returning your enclosure as you requested. 
Sincerely yours, 


Willian i. Ruckelsnaus 


mS William D. Euckelshaus 
Acting Director 


Enclosure 
f 


Me. Felt 1 - Portland ~ Enclosures (2) ) 
al ore Rem 1 - Congressionaf.|\Services Office - Enclosures (2) Q 
Me. Clevelend_. NOTE: Bufiles rior cordial correspondence with Senator 


reg ire rae , is not identifiable in Bufile 
Mr. Jenkins urile 100-223 r. Tesla was a world-famous 

We rs electrical /invgnftor, and at the time of his death, all of his 

Mr. Soyas____ personal ad effects were believed dangerous to the count 
security ell into unauthorized hands. The book, "Prodic 


Tele.Rom___ Genius," by Jo J. O'Neill, alleged that the FBI took over a& ce 


Mr. Bames safe and opened it, appropriating his property. Bufiles clearl 
Mt. Bowers —— Sai od 4 h it was the Office of Alien Property of the Depar’ 
Mr. Coomy i LD 3nd the above reply is forwarded in \answer to re 


a UNIT C_J @ J) y @ 
@ 48 


ra 


Be : ay &. a 
re . ones £. po aer cee ra : 


~ 4 * rer 
as 
> 
od 4 
Sas 
Qe - 
” 


Dear Sire, vee wa ag UR. Laas 22 Ve 


BB 8 aie. eter sence te pettegi peel 4. see Eos 
cae conte I hes son to mre ut ww ted BE 
. mers 


: “ya a 9 vee "nee tee ait we sivas hee Me 


the eriginal taventer ef radio, and icecciia Can ne 
‘operatives of the ¥. Bul. opened his eafe and Feneved ais papere 
en 7 January 1943, within a tow heure of a dentac. ‘alee, ‘at : poe ee 


recerds ef his werk, have been siered and held by pear gevern- 3. 
2 : are SPT et BR Pes seta * : 


‘Rent sinee hie death, Z would like te new wr, “and alse te de. —- 


ADA RR TERR RTE: 


infermed as te whe was, and is respensible for ‘keeping. the aia 


wie 
’ 


en these recerds. f would alse like te knew where they: are Dev. “ 


Sey ee 


I de hepe yeu enjoy a goed Laugh ever the aparent’ nétevity oe 2 


ef such a request as this, but it is a rather ‘strange situation os i 
te exist in a ceuntry like this, that a man ‘of such geniue and 


SR 5 fom ARES 


i achievement eeuld be systematically eut out of bistery, deoks. . : ae 

i and that the facts about. his werks sould be concealed te ‘the 

t 

i degree they have been, I wieh te obtain’ access te alt these old 

&. recerds which have Been’ ‘eenceaied fer “ghizty’y yess, 

3 - appreciate yeur kind eensideration and atten ‘ten ‘te she a arter as cf 
: and any assistenee yeu may care te give. 4 (00 : ee “22 

it a — 
7 


we . ean ‘ - if Pet a oa * yree yk fe Ngee wey nae ug a a, 


Ome 


We 


Assoc. Dir. 
Asst, Dir,: 
Admin. 
Comp. Syst. 
Files & Com. 
Gen. Inv. 


Ident, 


Inspection 
Intell, 
Laboratory 
Plon. & Evol. __ 


Spec. inv. 


Training 


Legal Coun. 


Cong. Serv. 
Corr, & Crm. 

Research 
Press Off. 


Telephone Rm, __ 


Director Sec’y __ 


— JgJuly 19, 1973 


RECSYY - 2a SS => 


Your letter was received on July Leth. In 


response to your inguiry, the effects of Dr. Nikola Tesla 
were impounded, after his death, by the Office of Alien 
Property of the Department of Justice and not by the PBI. 
Since we did not participate in the handling of Dr. Tesla'‘s 
belongings, I am unable to furnish the information you 
desire. A copy of your communication and of this reply have 
been referred to the Department of Justice. 


MAILED 4 Sincerely yours, 
SUL £91973 G..M. Kelley 


FBI Clarence M. Kelley 
Director 

NOTE: Bufiles contain no record of correspondent. (Bufile 100-22: 
reflects that Dr. Tesla was a world-famous electrical inventor, ané 
at the time of his death, all of his personal papers and effects 
were believed dangerous to the country's security if they fell intc 
unauthorized hands. The book, "Prodigal Genius," by John J. O'Neil 
alleged that the FBI took over a certain safe and opened it, 
appropriating hip property. Bufiles clearly indicate that it was 
the Office of Allien Property of the Department which did so, and 
the above r is forwarded in answer to related inquiries. Copy 
of letter ‘ged to the Assistant Attorney General, Civil Divisio 


ent. ) 
G) 
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MAIL ROOM aval TELETYPE UNIT [__} Y 
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. Federal senna of 
ueienictesh Do. A: 


ype ra 


i 


i, et Bae P| - e 
ot s i ASE ays 2g RE Stet: 
aitects a 
Bree, j ae TEE yt 
hea ei a oe Be te 
Ps net mean te oe 
WES Taga: Soe pois 


stobicatiyt $5 
4s 
} 
§ 
@ 
et 
as 
8 
[ili 
gee 
Be 
er 
He 


. 7 Seed Se 
© ew? ard she Sea e3 Ag ine gh reel. Si wa 


the best ef ay iceviedse, te “a8 agents er the FSI whe @i4: 


aes aes 


fact break inte hie ‘safe ely heures after his ‘acati: Gad. Aut ee ia 


oo ¢ {eB os apt ee hel ad Se 


Sep ie mt A SOR 


a 


1 ety S ae fe ade, telat Lea. 


the Justice Departwent, | but pores you could see that the . 


u 


abeve ment iened cennectien of the Bureaii ‘could de further lesked 
inte. I an eurious oo te ‘whe asked the ‘Bureau’ te perfor ‘ose pe aa . 
: a ger ies sig Eby whe files ct wat ye ee we ee Them? a2 Be ae 
act, whether fs was a persen in the O.A.?. er what, amd my _~—. eee ae 
AE aS rst ‘gee Reeser 


greunds ‘they were carried outs’ ‘and ‘te whea they were eoeponsibie. sts 


batch: ile ot id Me ACE 


tee 


Alse, te what persen were the perleined papers ‘delivered! 


it cotter 
. 


a . ay elem Rae on ore? geien, penponepi aie v: peteg es 3 
of the agente Anvetved would be “appreciated, “as ‘te what _papeened 


sme wk - fon Poy 2 


= ‘snavered oy the 0.4.7. 


Coe ee va he 


they mayb 


ote S that persens 2 ea peal 


Sree fey 3 
interesting eit 


Bass ~73 


A oe wee % 


mich wea ] 


x 2 a 
_ Retably, the Pa Mar ga ees 


> gay pe 
oe 


PRS $s. Fi - ay noe 


ee sae curious point ar nani ag ari pulled: 
At Leeks as if pomeone, vent ‘t8 a‘ Tot of trois $s.n0e 6 : 


‘nine ey “whos ed 


his ideas were net breadiy, available | te ensure the ‘stabil ity: 


satel Werte a ae ee as ke Ee fhe Tt. Meat. "hee! cate Cae) baat wes! 


ef chetz own elestrie ‘fochnelegical, apple wart. es 
; : ce at ES co ASE Ge Sees 2 SE spline 
at ‘the expense of unguessable benefits, te te humanity | sae 


whele, Hew weuld you like te be able te draw ‘wlialted Feast a 


eut ef the air te run esy a Aighebutd with ‘ONE wire? He aa * 


a eerste en at ~ AR. res 


it, and mueh nere. ny sineere thanks fer your theught" and a ib 


wet > nh te 


ne sot tb ep ee! va 


i 
a 
* 
Ok 
is 
ay 
“8 
“4 
% 
y 


bre | 


«abet 


athe erat 


attentiens te these matters. , 


BS 


Be dt a ee at Ceo 


3 yr. 4 “er 


Phar s, 


¢ 


if 


Deca) oO = 2? 37- AG August 2, 1973 


gis 


ey “41 [PEORMATION CONTAINED 
0 
Y 


BEEN IS UNCLASSIF 
: DATE 2-3-86 B 


se 
Your letter, which was received on July 30th, has 
been reviewed and I would like to point out that FBI Agents were 
not involved in removal of papers from the safe of Dr. Nikola 
Tesla, nor did we at any time have custody of his property. 


I realize there have been some written accounts 
that our Agents acquired Dr. Tesla’s belongings; however, these 
accounts are simply not true. You can be assured we were abso- 
lately not responsible and there was no impersonation involved. 


Sincerely yours, 


C, M. Kelley 
Clarence M. Kelley 
Director 


NOTE: Correspondent had written in mid-July and asked about the effects 
of Dr. Tesla and he was advised that the Office of Alien Property had 
participated in removing his effects from his hotel room. A copy of his 


Pert ieee communication was referred to the Department of Justice. Bufiles indicate 
aces clearly that after Dr. Tesla's death some relatives opened the safe in his 
sh Gece hotel room with the help of a locksmith and, thereafter, the Office of 


Gen. Inv. 
Ident. 


Alien Property confiscated all of his belongings. Bufile 100-2237 mentions : 
that the FBI was advised of the existence of this property; however, inasmuc 
acken as the Office of Alien Property was handling Dr. Tesla's effects, the 

Pin: & bch Bureau had absolutely no hand in the entire matter, 


2 08 
oS 


a, J 


Inspection 
intell. 


Corr. & Crm. 
Research 
Pross Off, 


Telephone Rm. _ 


Director Sec'y 
ot: 


s 
. 


Lies 2h 


Federal Bureau of Investigation 
U.S. Department of Justice 


s tf AAr ae 
Washington D.C. 20535 


Sirs: 


We recently contacted the San Francis 
office and a review of their files revealed.-. _ 
information concerning the scientist Nikoi<* esia ail 
Or his papers which we understand to have  ~2en 
imvounded. 


If you could make a thorough investigation-~ ~~ 
of ali files and materials available to you, we 
would greatly appreciate the correspondence of 
any information that might be discovered, 


Thank you, | 


a 100 - BASB7- 26 


Po ge 


— és? od ( ea # = . 
got qe oe er ae Se REC-36 (> _— (7 
, é ~#4 = P / ” / 
Ve vf fe eae enn ute 16 ; ist nea (L) 
ey * a: - 
Tog Qe ore ! tH , ; 


A Saly 7, 1975 
. ex yoengetpTion CO"TTAINED 


rt 


: or ci |S WNICLASSIE 


ro 


pate 23-2 -* 


This will acknowledge your letter of June 9th. 


In response to your inquiry, the papers of 
Dr. Nikola Tesla were impounded, efter his death, by the 
Office of Alien Property of the Department ef Justice. 


NOTE: Bufile 100-2237 indicates that Dr. Tesla was a 

world famous electrical inventor, and at the time of his 
death his personal papers and effects were impounded by 
Office of Alien Property for national security reasons. 
Since Tesla's death in 1943 the Bureau has received numerous 


Assoc. Dir. inquiries about the disposition of his technical papers. 

Dep AD Adm. =The above reply is forwarded in answer to these inquiries. 
arte — Bufiles contain no information identifiable with requesters. 
Admin. ¥ 
i, 

Ext. Alfoies —__ 

Files & Com 

Gen. Inv, 


Ident. 


j MAILED 7 
inspection H 


Intel JUL? 1975 


Loborotory 
Plon, & Evol. _ 


7 a 


13 November 1975 ) 


Mr. Clarence Kelley 


Director AEE PPAR ATIF! ONT AMC 
Sorel + Do. oonze CITT [ota soereren ve 
RWashington, D.C. £0555 PO sb Uli IED 

wAlE 2-380 B Liege 
Dear Mr. Kelley: 

ge 


in repiy to the letter of 10 November from your offiee: 


I restate that I was not asking about the existenee or 

_ Mon-existenee of any investigative information e 
(Tesla, but on his teehnical papers seized on his death 
—  &n 1943 and reported in the papers ef that tine. 


The reason given in the reply frem your offiee, the 

second paragraph, as to why I eannet get any infers- 
ation en Tesla's papers makes ne sense in itself er 

in reply te my inquiry. The thrtd paragraph stating 
the conditions under which a search will be made 

is a clear bureaucratie eircumvention of the Freedom 


of Information Act and an excuse on the part of the 
individual handline mv request fer doing any work bee 


SASS FS SS ee, Vee ow £6 we § mw ws oe 


yond the drafting of a letter. Will it be the decision 
of your office to let the situation stand like this? 


As I stated in my first letter, I am following up the 
Tesla data for a magazine article. I am tempted to have a 
your reply of the 16th pvrinted and run nationally as i 
an example of how bureaucratic manoeuvring is used to i 
get around the FOIA. Does the bureau need more of this 


type of publicity? 


It ie disheartening to see an agency entrusted te uphold 
the law using its resources to moek the law. 


ed Sincerely, 


es g® 
@ SEE weed Ss 97 


Sovember 26, 1975 


“y PEQRMATION CONTAINED 
G) TERS UNCLASS'TIED 
(2) DATE 2.3-(0._B 
(= 


Dear CI 
This will acknowledge receipt ef your letter 
to the Bureau on November iéth. bp 


In response to your inquiry, the papers of 
Dr. Nikola Tesla were impounded, after his death, by 


the Office of Alien Property of the Department of 
Justice. 


Sincerely yours, 


Cc. M, Kelley 
Clarence MN. Kelley 
Director 


1 - The Deputy Attorney General - Enclosure 
Attention: Susan M. Hauser 


NOTE: Bufile 100-2237 indicates that Dr. Tesla was 
a World famous electrical inventor, and at the time 


a of his death his personal papers and effects were 
aasec.dv.. iMpounded by Office of Alien Property for National 
be. ada. Security reasons. Since Tesla's death in 1943 the 
bee AD — Bureau has received numerous inquiries about the 
aicic- disposition of his technical papers. The above 
Comp. Syst. Ceply is forwarded in answer to these inquiries. 


Ext, Affairs —_ 


es (5) 
Ident. 
Inspection _ —— |] ‘j 


intel. 


Pion. b Evol | | | 2 


Spec. Inv. \ 


Training 


Legot Coun. —— 


Telephone Rev. 


" eee pat We a Co OTELETYPE unIT CJ GPO’: WW78 O's SPARE 


_ Ae eee 5] 


a . ¢ af . Be re: o * 


ACTION 


ae (iia 
Alan McCreight ToOnDINATTOR 
Rm. 5435 - JEH ae 


. 
; G 
Pe one 
IMITIALS ENOTE AND 
RETURN 
DATE PER COM 
VERSATION 
al = 
PC ai 


REMARKS 
a oo 


“ROUTING AND TRANSMITTAL SLIP 


TO (Name, office symbol of location) 


Do NOT use this form as a RECORD of approvals, concurrences, 
disapprovals, clearances, and similar actions 
ame, office symbol or location) OATE 
10/21/75 
Susan M. Hauser 


2145 


OPTIONAL FORM 41 48—10—81804-1 552-103 aro 5041-101 
AUGUST 4967 
GSA FPMR ( 41CFR) 100-13.206 


5% 


ae. 4 1 


Ms ns OR 


|\~ 


Freedom of Information Act Request a SA og 
= ™ Bien 
oO —_— eae 
Be ER 

Deputy Attorney General ee ee res 


a att ac 
U.S. Depertment of Justice ere. gs 
Washington, D.C eae 


- 20535 


Gentlemen: 


I am writing an article for a magazine on early twentieth 
century inventor end want to obtain information on some 
papers of Nik that were seized by the FBI on his 
death in 1943. U- 7 A 


——— 
Tesla invented a number of electrical devices and because D 
of the war and because Tesla was born a Yugoslavian national, Ln 
it was probably considered a measure of preventitive safety 

to hold in safekeeping papers that might have any bearing on 

national security. 


I would like to find out: 1) if the FBI still has the papers; 
2) if they do have the papers, what must be done to see them; 
3) if they do not have the papers, who does have them or what 


happened to them? 100 - 2437 - 2 gy 


I would be very grateful for your help with this. 


? 
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LO Testa's tani 
the xs orks fap TOTNES 

Jronr his MMVeuHON sprone the 
ddd astuig} Mee we dine ia. Por with. 
wut has alter ting Currey, there 

would be no nivss Prowlae tion of 
automobiles, carenalt, POUIVCL LOTS: 
MO ROOT walerepower diinis aie 
generating plaints, ne Diesebeleetrie 
Tiss we couhkl not have des Cloped 
Watch, telex tsienycar tonne power, 
Phe dort Current daat [ison 
worked wae st de elle fore cot best 

Could be sent ono more than a 
Couple gf aniles over wires becuse 
HS power leaked abwey rapidhy, inte 
the surpoqnictrns atmosphere, Liehes 
Hear the power staden mipeta burn 
Paseletly cue steadily fut those near 
the end af the dine would le din 
and fluttering, 

Vesa sold his baie alternating 
eryrent Patents ur PSRS) for ryt 
Hiatal down By 1895, the tines 
Qrett penser Station at Nua wa Dally 
had been bail, and da the end of 
TRoA two more “Pesta POREL LOLS 
hock been toastalled. Wirtin a few 
yeas. thie pace of hfe over halt the 
toaurth tad changed from a4 iw to 
Afasteattop and thas heen athe 
erie speed ever since. 


ye WrsoMaoy by his traliint 
idea of a “rotate iirenetie 
field” ¢ Harel the fire cote th 
and the Tisine diahits of the bari in 
Face Wats Croatgy born day T8397 an 
Suilpan oy lage in what is now 
Seoshivia, batacas then barb the 
odd Nustro. inieaeiin Pinapire 
When he was about six, Nikole 
Testis father, the Village priest, 
WIS thnasteraere! 


ta Parveen parish 
mothe einy 


af Gospic, “There, the 
Tad ovens Teper perfected Mis espe 
Nese “tov eaniens.” OF these, his fae 


hia 


om | Vordie Was an “engine | powered ly 


16 Jime bugs, harnessed in sets of 
four toe spokes which radiated! frony 
the drive shaft, 


Nikebiwos a frail lad often il: 
and he nels went Wind fruits 


Innch readiug. He read every thing 


he conte eet his hands on, not oul 
Sclence but also teligion, philosu- 


phy, Mistory, literature, By the time 


he finisher! hiety sc hol, he was flu- 
entin Prench, German and Tishian, 
as well as his native Serbo-Croat. 

He vot his schooling ~the best 
his doting family cout afford ae 
Gospic, Candstadt, Gratz, the ni- 
versity of Prague and, finally cr 
Budapest. \tthe University, he san 
has first cleetri¢ Motor, a new ty pe 
direeteurrent afhair whose brushes 
and COMMMNUTATOTS Sent out showers 
Of crochting Ihue sparks. 

“Thowe got rid of those brushes 
aud comimutotars, with all thrirt 
noise snd toss of Cnerey, we'd hiuive 
wonuch better motor,” Nikola tered 
his professor, “Perhaps it mieht be 
done with cn cadte pheuine current > 

“Norsense !' Forked the protes- 
Sor. Na adrermatine current woute 
Hever run aay thine. You're nop the 
brilliant student J thought you 
w <“Vartecioaes 

But Pesky could net foreet, The 
teachers nidicnte onh Stamped the 
idea indeHbdy on his forata. de due 


Cae an ohisesninn 


T passion dios 
feoootske ayn alternating curren ys 
hive at inoter. In even: idle Wher 
mien wherever hewent, hewrestled 


wath thas protitera. 

Teshos uiind had an oust 
taist. Atiuost Tom tafines, he had 
been while ta SCOT Tn Tis nals 
Cy so wasadh id tn sid, rine 
detail thor often he Vad tronsbole 
(Hine the real fon the Tavis. 


Cukaniyg 


Where the average engineer or 
inventor would reach tastincuvely 
for drawing board, paper and pen- 
cil, Teshi would simply switch on 
that uncanny magic lantern inside 


his Ir s brains] Ife would fix almental 


image there. Vhen he would alter 
this devalor that, diseard one plan, 
try another, without ever putting a 
line on ICT. 

cars hie - from these mental 
maces alone he could give hb his 
workmen exact instructions on how 
to buikT each part of a new device, 
though it was unlike anything ever 
secn before. 

Thus, necding ne drafting roam 
and few laboratory conveniences to 
work on an idea, Vesta could use 
every spare aiiniute that he had to 
test and revise his theory of alter- 
nating current. 

His first real job was manager 
of ane ewly organized tele “phone 
company in Budapest. But tele- 
phone circuits were dull stuff com- 
parcd with the challenge of that 
one bie idea. Ele moved te Paris 
where he beeame a Rind of ecneral 


tronblehooter Tor the Continental 
Edison Tompany. 

Tis bor. LIT) Wu sill chip wns AW: ay 
at his hig problem, but dee trouble 
was, he couldn’ t share it with 
trained men who might have helped 
him work it out, Por whenever he 
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mentioned alternating Curbent to an 
cleciical cnetnesy, Wrosion would 
look at “at him as ve meh bos were 
Crazy. 

But Hien Came tye ayes htwhen 
he Anew he li-tel solver] WodTe was 
walk Ing riba trite nel in the Bais de 
Boulogne Suddenly, he stupped 
stent ad Heaan jabbing with his 
Ce it 
the ar. 

See Jitworks" Ohe shouted. ob 
iS the rot rot, ting Wegne tie field which 
Gee the nature to tara, Pe pulls 


1 it. 


sone insisitde vhject iit 


Feel 8 Soret rotted with at, C AUIStiys 
the shath toe revolkee AS T oscilbsre 
this switch, causing the 
floss first in one 


Carpet tas 


direction, then the 


other..." 
Never mind what his friend 
thoueht. Tesla had the answer. 


Atthe olor, his colleues seated 
or Jooked Liank. Bat the pumager, 
listening to the outpourines of 
sclentifie jargon, sudde rly uote 
Of fis iass by wk nt the U nuited Styeres 
if there a we if SO 


abe SOMG ne truth i Inawhiad the 
Croat seu v the fismous elec - 
trical wizard ‘would he sua 
enough to sce it. wa 

So he gave Tesla aletter. of in- 
tradu¢tion to Thonas. Edisun anil 
urged him to try fits luek in Amer- 
Ica. Thus, Tesi, now 27, arrived 
in New York. We was handsome, 
over stx-Teet-two, with a digit. 
euished head anil deep-set blire 
eyes. Phis Shavic face was broad 
ACTOSS the cheekh ‘chbone s, his dark hua 
thick, his chin sh. irply pointed. Ot 
worldly goods, he had the clothes 
on his back, lout cents in quash, dhe 
letter to. Padisan, anid the idea syhich 
was lu Clauute the word 

Edison thought Jess than nothing 
vf the, ile. it secined so prepos- 
terous thit he wouldm’t even Tisten 


Sure 
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and, af course, Tesla bad ne 
drawgnes with which to Uy to con 
vince di But Edison gave hin a 
wb, fur. be had cace}ient taining 


as an enginect_and Edison necded 


nainegd men. 

Bass with routine electrical work, 
Yea wted nearly three ecars for 
aoclance to tua fas mental imase 
Mite aban dual metor he could sticas 
tethers Tn PSS", he was able to 
borrow cnough mrones too start his 
own laboratory, and the following 
you the ales meting current motor 
ane) GENCEALOD WeTe purcdcala cali- 
ues —upurl oratory seule thoueh 
risen th practical cneinecring would 
Sul die needed to Gt thea te conte 
rere bal use. 

Cyuge Westinghouse, another 
Tnsentary wits the frst ta see teas 
Valine. He boueht the patents and 


wave Tesla a job as engineer in his 


Pirtshureh factors. 

But Desha couldnt get along with 
the other Westinghouse engineers, 
Drom fis standpoint, the alternat- 
inu-ecurpent polo wees diane Faven 
CSehaobbows” could LEGS lrean ous 
the few renmataing hitks. Mooun- 
tame, bis brain fad sta ted to hateh 
oven tieeer dreds. He went back 
le tris Laboratory in New York. 

She alone he once told a 
x TENCE WILE, “TMA dic scarcer ot 

‘ies alge thai’s where 


pavcutien 
ejeat teas are bora. 
arent na was. Je the years that 

datlowed, Vesla had uany ade 


Pe GC Qu Lh anices, Tut clin 


atriend. Adter bus muvthen be wore | 


anever entered his porseusal ile. 
Vis uinner toward others was 
eoubal but reserved, distant. This 


words were as Hl uttered by some 
vod, sitting on an Olympus hich 
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wove the rest of haamiaaits. Backed 
ry tis fame, thease words made a 
tremendous impression, 

He feetared at every scienatie 
centerin this country and in all che 
portant capitals abroad. Vhings 
which, as vet, existed only inside 
that sia hain of his WTEC SOD 
real to diva, he tuade then real 
to bis Jisteners. 

He deseubed radia and) radio 
Dadeasth rT ad even, television 


Ihroadeasting and ose 

He advocated clectro-theraps. He 
foresaw a day when man would 
control every respect ~ 
even the weather s when prachines 
ot alf kinds, and the power te ran 
them, would be so chenp that pov: 
erty would vanish frost the world 

Without waning to be, Tesla, 
was a super actor. Wier hstening 
to Tin and sect, tis wonders, au- 
Cenees were reads to Iie lies c near 
wmv thin. 

Vesta that you 
sell clectiig powar Cheap df you 
could do aways with che millions of 
poles and tisulators, the millions of 
tons of Copper wire used to (ransitl 
it from place te place le thoueba 


he knew how to du it - and: J: P 
Morgan backed bin vith $300,000 


On Lone Whind, Tesh brute a 


huge power plant with a 154-foot 
stee)-1ibbed Larwed rapped By ais 
cbormons mushrooin-shaped cop: 
per dome. Prem dome he 
plana tro fombard the earth’scras! 
with tniflions of volts of elect 
eneres. The power so added to the 
Garth's permanent charge could be 
Grainect off at sone other point 

any point on the carth’s surface 
Thus, it woud) be possible for clee- 
tric power to be sent anywhere 


ature bn 


reasoned could 


this 


without conduits, poles or wires. On 
su he thought, uma he ted it. 


CORKRONET 


Pat es Phere 


ROE we 


tn Nov quuber, _ 1828, Tesla_ an- 
nounced thache couls abolish war. 

The inventor had desizned a 
smu, incxpensive, cadio-controled 
boat which, through is supposed 
ability to destroy the biggest battle- 
ships, would make great navies use- 
less. Not many years ater, he was 
talking of another SUDCTAWOApOn a 
“dealt tay which would annihi- 


Tate whole armies. 


Yer Test NEN er SUISPICC ted that 
the real superaweapen of the fitiure 
would) come from ut fisajon 
For Finstetn’s Basie notion whieh 
fed) to smashing the atom, he had 
only ridicule. Alone in bis middle 
aee, he had Millen out of step wees 
the world’s great thinker. 

Not all Vesha’s later inventions 
were fantastic. Some, like tus in- 
duction cous and oscillators, ane 


Plonecer work on tuned electri. 
circuits, were highly maportant. 

Vhough he nest: succeeded in 
transmitting power without wires 
ora hin scale, he def prove that 
single wie ds enough. And some of 
his brilliant prophecies mspired the 
more plodding SCLCOESS fo Work ott 
the practical problenis of induction 
heating, radio-tch phone, radar ane 
many other electronic marvels of 
today. 

But as he grew older, he with- 


dich Muvthee and further with. 
in welt Wis SULCUS preaphicn bes 
sourmed Like ao. iee trosa aaahes 
planet. Por Cotipanion ap mew, 
the old mien hed only bis dive ais 
and hey eres straneer agi he 
years, Completely alone ou hasty oa 
Stenped, @ uit fieure with hin, abe 


very hair, he used ta dig tron tas 
hitote rainy bay ad ns of Aa ae t 
and trudge sfowls over tea proth 
where Tttrerh ol pies mas avwaite: | 
hin These Weep his frretids ‘| bey 
needed Tin, Uhh the weed cid 
Toot. 

When he grea ton it te ta ot, 
each div hie sent oa Western Union 
Nitor teed. 


Poe te barcds, thre brow ars tastprne teed 


Phiesse riter tay thie park 


toosee dhoanmv of thea seesied sick 
Tiso. be was torte ther back po 
Pesta’s 
worth oeuse thea gentdy back to 
health. 

Perhaps this sad dite Labor of 
fove showed thar the man whe 
changed the work! bad, at dass, dis. 
coveredt a eect troath 


roo Where the iuaesaited 


Poiliaps hie 
knew now that die cre crest powel 
aati 1b Ker: 

for good Nes not an dened thought 
Hut a femea heart pulsating 

.oTs ae Beal eRe g 
hike dus own “tuned cieuits’ == in 
tune with the bearts ot lias fellow. 


men. Or did he ever know? You 


could never be sure about Pesta. 


+ Winnie Wit & 


I* Tt PAREY D920. when Wirstom Clute tall tad off nded lot hig 
own supporters and the politica) Gppositian, the date Georee Beruard 
Shaw Grote tame SD enclose tao vouchers fir the preiaéie of ais new 


ples. for vourself and adie nd 


if Away ‘ 


Back to the plavaridit precnpuly came the theater cheoks wath thes 


pote from: OSWinnie” 


S“Pbayegret Paiiurnabh te atend the premiére of 


yeur new play. Mease send me two vouchers dor the second performace 


- any.” 


JUNES EYSS 


mad Sede area Vee 
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 LRECOGNITION FOR TESLA—_| 


. —. At Jong last Serbiaris—American and ‘Camadian—hgve 
es to honor the memory and achievements of one T 


So 


} ’ Bia’ 8 greatest sons. 

_  Fpr, the world-wide Centennial celebration of 
Nikole-Tesla’s birth next Year, Serbs on this Continent 
—_—_—— 
pian to-erect a bust statue of the electrical genius to stand 
before: the entrance of the Monastery at Libertyville, Hi. ~ 

- Steps lepking towards thati end were taken at the recent 

SNF jgenvention following the reading of by President 


Mie Radakovich from His Grace, bis Nicolai. As the aie | 
: "Cersally-renewped churchman sted arr at alae | 
~ monument, by Serbians, would forever pom other Serbs 
of the honor and glory of Dr. Nikola Tesla .. -:.-..An4 that he; 
-was a SERBIAN, son of a SERBIAN ORTHODOX. dergy-| 
man, born in the SERBIAN SELO of Smiljan in ‘Lika. - 
Further, His Grace urged that the undertaking be a i) 
- one and representative of ALL the Serbian ozgaifbatias 
the United States and Canada* He naturatly looleed to the | 
for leadership, and the greatest monetary contribution. Bu 
also besought the help of the Serbian Nat'l. Defense and 
Jedinstvo beneficial society. 


; The Convention ante $1000 for the niojact aad a 13 
hand ey eae was among the. delegates-and 
guests, kinsmen Milog#Konijevich of Joliet; HL, giving 
$200. It is probable thet the i ttn ant of | 
cash gifts of the other two organizations mentioned. : 


will be raised thru public good-will offerings: 
And after a suitable bust has been erected for'Dr.. * 


Bishop Nicolai suggest imilar-like monument horjor ae 
methory of Dr. Mi upin, also a world-renowned oclentist, 


author and equcator. 


Sap 


{ 
| 
1 
| 


? 


This is a subject near and dear to all good Serbian ees: 


mal 


hier nh il. 
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INDEYET 35 September 28, 1955 
DEXED - on Pittsburgh, Pa. 
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+ PITTSBURGH, PA. — The Serb 
Nat'l Federation Executive Board 
ag acted quickly to implement a 
onvention decision to honor the 
me: of the illustrious Dr. Nik- 
{ esla. 
At it first meeting of Orto- 
ber 8, the Board drafted a resolu- 
tion calling on all SNF members 
and good Serbians to help fi- 
mance a memorial project fer the 
‘late scientist-inventor genius. 
This would stand beore the 
‘ entrance of the Monastery in 
Libertyville, FAL 
‘Ct of the contemplated project, 
whi would clarion to the world 
that (Mr. Tesla was a Serbian, is 
estimated at $3000. The Convention 
voted $1000 to the cause and a hand 


collection among 122 delegates. 
yielded several ndred dollars 
more. 


{ Kinsman Milos Konjevich of 


Joliet, Il., gave $260, 
Public Aid Sought 


Balance of the needed sum is now 
[being sought thru good-will offer- 
ings of the general Serbian popu- 
lace as the United States and Can-! 


fund, similar to the one 'be- 
‘ eonducted to help @efray 
expernes on Shadeland, 
‘heen “established. | 

ts hoped to raise the neces- ° 


F essiannaamemeeasmemenll 


INDEXED - 14 
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recognition, 


Opens Drive for Tesla Memerial at at 


2000 PUBLIC AID SOUGHT 


sary monies and complete the 
Project in time ‘for the world- 
wide Centennial, celebration for 
‘the genins next gear. “al 

: Spearheading the mnovenen for 
espécially ube n ne 
American elements, is ae 


SOCIETY, founded by 5 Sara 


engineer Leland Jasna nderson, fanat- 
ical admirer of nal the late Dr. Nikola 
Tesla. 

Mr. Anderson right now is con- 
ducting a search for a famous por- 
trait of the Serbian electrical wiz- 
ard done at the turn of the century 
in New York. 


Seek Missing Portrait 


in his current TESLAIAN obub- 
Ueation, Mr. Andgrson revealed the 
work, by Princess Vilma Lwoff- 
Parlzghy, is missing. 

Reviewing developments, 
Anderson wrote: 


Mr. 


“On March 1, 1916, the Princess 
gave a reception ir her new studio 
in New York especiailv to exhibit 


her latest protrait of N’kola Tesla. 


An article in the NEW YORK 
stated— 


TIMES for March 2. 1916. 
“ t was one of the beliefs c!! 
Mr. Tesla that there was some- 
thine unlucky about posing for 2 
victure and he never sat te anv 
hef-re he enter the stndic af 
the Prin parse S e Pom which she 
bad choses did not have a sky: 


hes AA37-A 


Sa 
or 


3 oa hae. 


Wee iscy 4 T1555 


ai ees 


ne 9.3.20 Cle 


cf es 


light in it and the muecb: 
North exposure was missing. 
-“ ‘at the suggestion of Mr. Tesla, 
a cluster of powerful incandescents 
was put up in the corner of the 
apartment and the rays, filtered 
thru blue glass, were just the right 
quality. The portrait was shown 
under the same illumination. 

At Ease for Sitting 

“ ‘Mr. Tesla, having sgeived the. 
problem of the artifical dan, fell to 
thinking about other parts of the 
universe, and there he sat oblivious 
to his surroundings. 

“ “The painter was able to pr 
duce ‘a likeness in which. there 
no evidence that the subject w 
conscious that anybedy w | 
watching him. much less study- | 
ine his features from the ether 
side of the easel. | 
“ ‘Among those who attended the 

reception were Mrs. C. B. Alex- 
ander, Henry P.. Davison. the 
Countless de Rittenburg and Mrs. 
E. T. Isham.’ ” 

After the Princes died. in 1923, 
her studio and all objects of art, | 
was solid at auction. : 

The Telsa portrait, 53x48 
inches, appeared on the cover of 
TIME migazine (Joly 20. 5) 
and fin the RLECTRICAL RX-- 
PFRIMENTER (UJanaerr-2fgo), 
Mr. Andetmon says. | « 

‘Its location is not how known. 
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“Half of $3000 Costs 
For Statue Pledged 
Cadiz, 0.,SerbGives$100 


For Bust Image of Inventor 
To Be Placed at Monastery 


Pittsburgh, Pa.—Half of the-$3000 fund goal for a statue 
morial of the late Dr. Nikola Tesla has been realized, the 


In fact, total contributions counted so far come to 


™m 
; str announced today. 
$1580. 


2 

— for Serbians to do honor for the 

bf memory of the noted electrical historians, writers, educators, 
= Me ide’ selentists, ete., woeld not be 


wizard during the world-wide 


Centennial celebration planned misled, Bishop Nicolai believes. 
Be that as it may, the SNF's 


Dic 
Qo = 
—= F for the genius next year. 


voiced at the recem: 7th Con- 


Lao) @0al is to amass the neaded mon- 
. In the wake of the plea, ies in time to erect and dedicate 
the memorial before the Tesla 


z= & : 
vention at Niagara Falls, Can- Centennial celebration ends. 


i $1000 gift from the SNF. and | Donors and the ‘amounts of 
_their donations are as follows: 


$ 1000.00 
200.00 


=5 , 

S x” My ada, the delegates approved a 
te 

x , decided to raise, by public . 
cae 


pee grent, the balance of $2000. gu 


A hand collection among the Delegate M. Konjevich 
Fodor Dragich - 


eu 122 grase-roots leaders of the So-.  “ 
Petar Borovich 


ciet# raised another $450. Then,' “ 
first meeting October $, the SNF Coanee! N. Stone | 
y-elected Exeartive. Board of Delegate N. Stepincvich ape 
00 
20.00 


the SNF appealed to. the mem-, 
‘bership at large to fulfill the bal-| 


yance required. 
i First Contribution $100 


A scant 24 hours after the Pe ‘ 


peal was published in the Society's 
= : “Srbobran” organ last Wednes-, 
nm NL i ney day, Sime Zelich of Cadiz, Q.,: 
gave $100. 


* statue image, would be placed be-. 
fore the entrance of the St. Sava 
|Serbian Monastery in Libertyville, 

4M. : 


The proposed memorial, a 


| 


Maxim Jakovac 
flija Janjanin , 
Lou Balta 
Jovan Vukcevich — 


Stevan Rogulle . 


Bogdan Dengitich 


Milan Tomich | 
Todor Vuieich 
Djuro Lukich © 
G. Stoisavijevith 


R. Vukadinovich - 


Janko Mrmich . 
Petar Maravich 


Mirko Baranin 


| 


The Fund is an outgrowth of a plea by Bishop Nicolai 
—_—_______—____ aie. 


25.00 
+" 98 00 © 


10.00 
+$:00 


ation at Niagara Falls, Cane 


a, the delegates approved a 
000 gift from the SNE and 


| 


ant, the balance of $2000. 


Centennial - -alebration ends. 


a tha ‘amounts. oe 
cided to raise, by pablic | et oem wo 


Doners 


css tha SF Coneeel 
y- 


SNF appealed to. the mem | 


ship at large to fulfill the bal-| . 


e required. 4 
First Contribution $100 


A scant 24 hours after re. ap- 
il was published in the Society's 
-bobran” organ last Wednes- 
v, Sime Zelich of Cadiz, Q., 
‘e $100. 

The proposed ieeworial: 
tue image, would be placed be 
e the entrance of the St. Sava 

-bian Monastery in Libertyville, | 


t 
l 


ay 


“There ® would proclaim to 

ma of thousands of Serbian 

sitors annually that Nikola 

esta was cf Serbian immisrant 

ock and son of a Serbian 

rthodox clergyman,” Bishop 

icolai declared. 

For half a century and more, 
» general American public has 
en misled anent the nationality 


1 2.08: 
‘ Mazim. nce y 06 
 WKja Janjatin y..° 20.08 
“ Low Bale. 3) “t0.00- 
“Jovan Vukeevich, 10.00 3 
“* Milan Kajganovich 10,00 w 
“Stevan Rogulfe.. 10.00 ‘ 
“ Bordan Dregisich. _ 5.00 i 
“Milan Tomich:' 5.00 x 
* Todor Vuiecieh | $.00-. 
**  Djuro Lukich. ~ 5,00 5 
“ GC. Stoisavijevich  - 5.00 
* R. Vukadinovich 5.00 
“© Janko Mrmich . 5.00 
* Petar Maravich 5.00 
“Mirko Baranin 5.00 
** Stanko Jelich 5.00 
~ of *® * 
Prof. Anthony Tomovich 
(Edmonton, Alberta, — 
Can.) 10.00 
, Teta Andia Mamula “3 
(Pittsburgh) 5.00 
Martha Mamula Bjelosh 
(Pittsburgh) 10.00" 
Sime Zelich (Cadiz, 0.) 100.0’ 


the man who foretold thé com- Milinko Alexich, war invalid 


x of atomic energy power. 
Only recently, a prominent 
\merican magazine listed him, 
scorrectly, as of Croatian 
tock. The mistake was subse- 
uently publicly corrected with 
nologies by the publication. 
But lacking an image reference, 
th historical statistics, similar 
rors are likely in the future. 


Old References Poor 


The magazine publication, for 
stance, explained it obtained its 
‘erence material from an anti- 
ated guide book. 
Since the misleading matter 
‘re was never challenged bv: 
rbians and other interested 
rties before, the magazine logi- 
ly assumed it was factual. 
Erection cf a bust statue. | 
Jem listing Dr. Tesla’s date of 
irth. birtholace. natents, efe.. 
‘onld counter "he old mfule 
nd make certain that future | 


| 


(Omaha, Nebr.) 


Total $ 


1,° 


-—the honoring, forever, of ia of Serbia's best-known i immi- 


grant sons who contributed so greatly te the, welfare and 
prosperity of their adopted America. - \ 
We hope to report developments as soon as they take 


‘pl\ce, remembering Bishop Nikolai’s concluding remarks: 


| 


\ 


‘Nikola Tesla, in the field of science, brought the 
Serbian name great glory—just as did the greatest Serbian. 
knights on the field of battle.” 
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23 June 56 


Federal Bureau of Investigation 
Washington 25, D.C. 


Gentlemen: 


During my senior year at Georgetown University I read J.J,0'Niel's 
Biography of Nikoli ag | the book, entitled ““rodigal Genius" 
described quite a few of Tesla's experiments, most of which I triea 
myself in the phyeics lab. I am interested in reviewing Tesla's 
experiments in wireless electric power transmission, 


Unfortunately, Tesla died in 1945 Just at the time he supposedly 
had developed a system of wireless power transMission. Since World 
War 11 was then in progress his papers were seized and sealed by the 
F.B.I. I suppose that by now Tesla's papers have been released for 
publication, bUt a call to the Library of Congress prodtiped no 
results, Therefore, I have two qUestione; a 


' 1) Does the F.B.I. now have Tesla's scientific papers? 


2) If so, are they available for public inspection? 
If they were released, who has them? 


I will certainly appreciate any help you can give me aloag these lines, 
Tesla published very little of his findings; this, cotpled with the 
fact that wirelese power ie connected by most people with "Death Rays" 
and crack-pots has made it nearly impossible for me to find anything 
on the subject, 


Y ve tru 


‘e) RECORDED - 86 “0 - AABZ~ : 


' 
at Senet memercer mmnees 


Ve: ad 4, . ; ne ae 3 1956 
tees ere apace salon CONTAINED beeen fomcmeecn 
@ i “fg 1S UNLASSIED 


joO-9 2 
twee | 


INFORMATION ates guna’ ae) 1000 


“ENEIN IS UNCLASSIFJED a 
“OATE 23-62 co _B eee en 


Sali a 
- Your letter dated al ies has lon seine 

: and in regponse to ope wopld advise mw... 

Ales refiect that the Tesla were taken into 

after bis death by th Oftice of Allen property and pot by this Bureas. 


Since ears ee aaa 
Mr. Tesla's effects, we are unable to supply the information 
you requested. 


‘| 


Sincerely yours, — 


John Elgar 1 Hoover — 


ovay asaseay 
62.» 


adi) sf 


a4 


2 

NOTE: Bufiles reflect no record on: n torrespondent oud reveal the Fortec 
spelling of Tesla's name as kde. " Bufiles reflect this type ofsyepld h 
been utilized by the Domestic Intelligence Division in answering pie 
ingdiries, (65-47953; 100-2237) Cover memo from Mr. Belmont : 
_,, Boardman 6-29-55, set out background of this matter which concerned th 

* @eath of Meslé, a famous electrical inventor, Bureau was not involved 
in this matter, and the opening of the Bale proms his effects was done 

by fs aa of Alien Property. 


paige a ow 
_ Me 


tiga JUL 17 om ee 


Hollonwka 3 
Gandy ______— 
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STANK’ RD PORM 10. 64 


Of Mem. ee * UNITED «+ .°: GOVERNMENT 


TO: DIRECTOR, FBI | DATE. 7/25/57 
| fret. Pe pONTANS 
UBJECT: cae ea (Deceased) ens 

IS -YU ; iE B37 


STM ay Kew York a ms d 
24, New York, a es citizen of Yugoslav 


, extraction, who on occasion, voluntarily furnishes 

_ the New York Office sith information he considers to . 

: be in the interestsof the Security of % cata . 
a States Government, furnished Special Agent mo 

wt SICHOLAS J MASTROVIGH the following information’on 

Jul 1957: 

j sail M ha MAE: DeIOLA , 

ated that a certain woman named (4X0) 

Mrs. MARG TORM who lives with her husband, 

JOHN, at the Caloniel Hota, 51 West Glet Street, New 

York 24, Wew York, has been issuing newsletters which 

éontain armation pertaining to kates saucers 


an erplanetary Postion: WY Aer LETT * pews pe 
stated that in his opinion Mr. and Ao) 

Mrs. STORM are exploiting the reputation and genius 

of NIKOLA TESLA, deceased,inventor of Yugoslav 


extraction who ahieved world wide fame as a result of 
his inventions in the United States. 
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TESLA was born in Smiljan, yugoslavia in 
July, 1859 and came to the United States in 1894 
and became a naturalized United States citizen. In 
1886 TESLA designed the arc-lighting system and two 
years later he invented the Tesla motor and rece ea 
&@ plan fbr the transmission of alternating current. 
In subsequent years, TESLA's discoveries and inventiag?e”” 
inchded such fields and appliances as wireless ‘~ ' 
communication, eleptribal} dsafaxbtion, radiant power and 


AS 
me =. 


radio active matter. After 1900, Orn ace ne p dane 
and wireless power trans cca occupied most oft ers: 
his research, ° 


PORT SE 43 Io 3 237° 
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1 - New York (65-12290) . RECORDED- -56 
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wg 1957 YC sabe. f 


- carried an article setting forth 


NY 65-12290 . 


: TESLA' S| only military saveleiou was -& method ates 
to which. he once siuded but-newe: fully gescribed.* gees 
This invention was a means whereby aa 4npenetrable 

"wall of force" can be erected around the United - 
States' borders which would render helpless any 4 i 
military attack. TESLA disclosed the existence ee 
of his plan in 1934 and stated he intended to present 


_it to the Geneva Conference but. Seldon; referred to at 
‘afterward. =~. 


The "New York Times" dated 9/22 | 
A's pee for a 
"Death Ray". his article Include oxmat 
the effect that TESLA, on his 84th birth July 10, 1940, — 
advised New York Times reporter ciate” os 
that he Was ready to divulge to the United States 

Government the secret of his "teleforce", with which 
he said airplane motors would be melted at a distance 
of 250 wiles so that an invisible Chinese wall of 
defense would be built around the country against any 
attempted attack ae & an enemy airforce no matter how 
large. ‘According to TESLA, this "teleforce" was 

based on an entirely new pringéple of Physics that 

"no one has ever dreamed about” and was different from 
ths wrinciple embodied in his inventions relating to 
the transmission ¢ electrical power froma distance, 
for which he received a number of basic patents. 


TESLA stated that this new type of force would 
operate through a beam one hundredth millionth of a 


“square ccgéagimeter in diameter and could be 
generated from a special plant that would cost no more 


than two million dollars -and would take only about three 
months to castruct. TESLA stated that a. dzen guch ‘ 
plants located at strategic points Bleng the bast, > 
according to TESLA, would.be enough to defand the 

United States against all possible aerial attacks. 

TESLA stated that this beam would melt any engine 

and would also ignite explosives aboard any bomber. 

TESLA stated that no possible defense against it could 

be devised and he asserted that the beam would be all 
penetrating. 
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. TESLA stated to Mr. LAWRENCE that he 
“makes one important rite rare before he would 
divulge this secret to e United States Government 
and that was that should the United Stats Govérnment 
Pecide to take up his offer, he. mould go to work at 


‘once but that the United States Government would have ‘ 


to trust him. TESLA stated that he would suffer 
"no interference from experts." ee eee Fa 


qh this “New York Times" article Wr. TAMRENCE 


| gmmanied that wigh conditions as they were in l 
and with the United States getting ready to spend . 
millions of dollars for National Defense, Mr. TESLA's 


great reputation as an inventor, who i a ‘was many 


years ahead of his time, should be given eareful ~“ 
'- gonsideration. Mr. LAWRENCE steed, in his opinion, 
the United States Government should take Mr. TESLA | 
at his word and commission him to go ahead with the 
construction of his "teleforce" plant. 


The New York file of Mr. TESLA bears no 
indication that any additional developments were 
earried on in connection with TESA's invention and 
whether or not TESLA fully divulged nts new pian: 
to the United States Government. ‘ 


TESLA died at the age of Bs < on sauay 7, 1943. 


Mr. provided a two page copy of the 
above mentioned newsletter which Mr. and Mrs. STORM | 
have been distributing in connection with the alleged 
invention by TESLA, which, according to Mr. ad 
Mrs. STORM, consists of a radio type machine kmown as 
the Tesla S&t which was invented by Mr. TESLA in 1938 
for interplanetary communication. Mr. and Mrs. STORM 
‘@laim that TESLA's engineers did not complete the i 
‘fesla Set untilcafter TESLA's Geath in 1943. Mr. arid 
‘Mrs. STORM claim that this Set was placed inc opextion 
in 1950 and since that time TESLA enginpers | have been 
in close touch with space ships. etc. 
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The Hewsletter furnished by Mr =_ included 2 ub) 
- the sae ara names: : 
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aN EL, Jueca matey, 0 cal forms pa f 
@, London, England = 
pad : 


mia Bien ch the Mew York Obties contain’ a) 
no pertinent information regarding any of the HO a 
above mentioned individuals. fr ' 


ae 


- 


Two photostatie ‘popies of « Ahie newsletter 
are being sent to the Bureau for purposes of 3 

information while one copy is being submitted to = 
the Los Angeles Officetfor information purposes. 
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WA 
& 
ur. J, Edgar Hoover <{ INFORMATION CS TAINED 
retin t an y's! poem “oy 
lezr Sir: Ul. — 
23. £0 LA afl 
I an hopeful thet you can help me obtain certain mifcrmation- 
on records and data, which belonged to br. Nixole Tesla. | Va f 


He was an Electrical Engineer anc prolific inventor.” 

He was born in Yugoslavia in 1856 and died in the 
United States, New York City, Junuary 7th, 1943. He wes a 
nutur..tized citizen of tnis country. 


Tne only informetion I ceuld find cf nis reccrds was 
&é report thet the F.b.I. resuoved nis papers for exaininetion, 
and that the recorus were sealed by the custodian of alien 
property. 


I have been doing some tneoretic.l resecaren of my 
own, waich I Lelieve wey te along the same lines he followed 
in certuin of nis exneriments. 1 also believe the development 
of nis idezs vould be in tne interest of cur country reg.rcless 
of who Gevelopes tnen. 


if tt 2S At ald poss arae for me to nave access to 
at lecst scwe of His experineit«1 sacra, I «wculd certainly 
appreciate it. I umnot eble, a reason cf tne vast finances, 
which would te reiuired, to econauct such experiments myself, 
so the cata he mace ané collected would be inveluable. 


Of course, it is possitle that nis records do not 
eenti..in material pertinent to nis electronics work, -Lecuuse 
from whet I uncerstanc frog recding abcut him, he kept mcst 
of his reccrds in his heucd ence write down very little of his 
Qate. 


It is also sossidle that soue of nis iceag ere 
inipractical, tut I fevl sure tnat certain of nis idexs will 
be of imuense value to our ccuntry within the next several 
cecuces cr even before, if they ere dGevelopec at a rapic rate. ».~ 


I would appreciate heuring from you on the ,subject, 
if you have any infoenetion pertaining to it, which ycu coulda 


make available to me. l00 — 22 -— 
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Dr. Teasla's effects, we are unable to supply infermation —— 
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at co ibs, Rk tS ae te. . ee oF a i 
: * “aac st Misemer e. : . . oe ee vr a7? 
PP oo toe Bo stan fait ere | pom: ; 204 Ble 
ae te + 2° -_ * - £ wae . ee a ' td ra 4 


no re 


reflect 


see 


COMM FBI 
vt 4 3958 


see Ly ae 
Ob am a om th 
On. Wihels Faby Neur : 
or an and duit f ‘or ree 


FBS. SS am “Tita in getting 


bis farts 


ghost ae ‘fos Zee 437 


bal pea 


| 
st 


7b 


| tt agprepetating bis 
.” ” Office of Alien Property seer 
DM - “Fenly S teevardel am bnsaswer wp related i 


ers 
Tele. R 


Hollo..an 


Gandy 


F - : 4 W Ss, a gore” ee Ree * 
Belmont —y a ‘ od » 8H oe * q 
h 
Hecate 3) VESL UL MeL! . 
EBI 


eer oe 


ay. JUL 9. 1959°° 


* malt ROOM] TELETYPE unitL_] 


OPTIONAL FORM NO. 10 Tolson 
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UNITED STATES GOVERNMENT ; e parsone 
elment 


Memorandum pen 

To : MR, mores} wN é 7 Mp Date tee -One0 5 Toon 

es ees a Bay stg Cee 
‘2 es Noy y, = 

suBjEct: NIKOLA TESLA (DECEASED) £B y 


RMATION CONCERNING 


phon ecember was reterr 
by switchboard because he wanted to talk with semeone in charge of records 
of deceased. aid he is making a research study for U. S. Air Force 
on subject of geophysics. His deadline is ten dgys from now. SW sc 
he just discovered a sentence in a book by John Jy O'Neill en he 
Prodigal Genius -~ The Life of Nikola Tesla," whi states the FBI took 
tody of papers from Tesla's safe after his death in New York City in 
19343. Tesla was a world-famous Yugoslav scientist and inventor in the 
electrical field who died January 7, 1943, in New York City. e- 
que ediate access to Tesla's scientific works which may shed light 


on research study. I told QP we would have somebody from 
oston Office contact him immediately, (s) 


Bureau file 100-2237 shows no investigation of Tesla has been con- Y 
ducted by Bureau. Since erroneous statement concerning FBI's taking 
custody of papers from Tesla's safe after his death appeared in O'Neill's @ 
book published in 1944, Bureau has received numerous inquiries from 
scientists desiring to review Tesla's writings. Each inquiry has been 
answered by stating FBI did not participate in handling Tesla's effects, but 
information has come to our attention that Office of Alien Property of Depart- 
ment of Justice may have examined Tesla's effects. (File indicates that 
representatives of Office of Alien Property did actually review Tesla's (7 
possessions, including his writings, but file does not show what final dispost= 
tion was made of Tesla's possessions.) 


A teletype to Boston Division was prepared, but before it was sent 
MP :e1ephoned again to furnish me the exact page in O'Neill's book in 
which he refers to the FBI. At that time I told ie statement in the 
book was untrue -- that the FBI had not examined or taken custody of Tesla's 
papers. I suggested t that he might contact Office of Alien Property. 
(Therefore, teletype to Boston was not necessary.)/00- 225 7- ii 


ACTION: 0 
For record. 9B5 OEC oe 


BEBLE 13 1960 ~ Eas ane eve 


u file 100-2237 
- Mr. Belmont 
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f February 14, 1961 


Federal Bureau of Investigation “1 INFORMATION CUITAINED 


Department of information 


Washington 25, D. C, mera tr IS UNCLASSIFIED 
Vear Sir: “ATE Z-S-10 BYP Malate 


I am a college student who is doing a research paper 
on Nikola Tesla. As I was collecting the material for my 
paner, I discovered that at the time of Tesla's death, the 
department of the F.B.1. confiscated the data and papers 
that Tesia had cellected from his research in the field of 
electricity. This confiscation of ne te eee was stated 

cn JO Mei 
in the PRODIGAL GENIUS by J.3O'Neil, published in 1944 at 
New York city by washburn Inc. 


‘ 


I have developed an interest in the discoveries and 


accommblishments of Tesla that is presently limited by the 
shortage of factual material. If in your files, you have 
any information concerning Nikola Tesla that you are per- 
mitted to release, I will sincerly appreciate your co- 
operation in helping me give the proper 0. 3937. to this 


PEC- §§5 /00- 27 37- paar 


great scientist and American, elow I have listed € 


facts that may be helpful to you; 
KX.</CA 


1. Born in 1856 at Smiljan, Crotia, now Yugoslavia 


2. Came to America in 1884 and was employed for a 
short time with the Edison Co. at Orange, N.J. 
2. vied on january 7, 1942 at New York city 


Thanking you for your time and co-operation that I have 2 


taken, I remain, 


Sincerly Yours, 


1 
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In response to your inquiry, I wish to advise 
that our files reflect that the effects of Dr. Nikola Tesla 
. Were impounded, after bis death, by the Olfige of Alien 8... 
Property of the Department of Jastive ahd aif by the DIE. 8 aig 
woe ce aid eee cacisrigate 1h the Maumee De. Tevia's 
‘effects, we are unabie to net the iformation you desire 


“7, 


FEB 2 aoe | 
. COMM-FBI ° 


NOTE: No record could be located in Befiles identitiabe with | ; 
. ".. correspondent. Bufile 100-2237 peflects that Dr. Tesla was a 
. ¢.  ~world-famous electrical inventor, and at the tite of hig death, a wy 
bya ae . of his ‘personal papers and effects were pelieved gangerous wets 
: P(t  -pountry's security Lf they tet into /authorized hands. “Phe Aa 
YProdigal Genius," by Joka J. "OiMeil, alleges that thePBI took 
over a Cértain sate and opened it, appropriating his roper Re » aed 
Bufiles clearly indicate that it was the Office of Alien Prope Of 
Contad the Department who did so, and the above reply is forwarged “in 
DeLoach 


ria answer to related inquiries. 
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November £1, 1962 


Federal Bureau of Investigation 


Washington 25, D.C. 


Gentlemen: 
Iam making a study, motivated out of personal curiosity, into the 
life and works of aii eas Mr. Tesla died on January 7, 1943 in the 
Hotel New Yorker, Since F.B.1. Operatives opened his safe and took his 
papers for examination, I wonter if these papers are available for perusal? 
If they are available, where would they be located, and are copies available 
to the public? 
I ama citizen of the Unite? States, and have been cleared for security--- 
the latest one being for wor ) 


Thank you very much for any information or help you may be able to 


give me in this matter!! @ 


Respectfully yours, (D 
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” Your lettesof November Bhat has been received. s 


In response to your inquiry, { wold like to point eupie4 
out that the effects of Dr. Nikola Tesla pere impounded, after - =... 
his death, by the Office of Alien Property of the Department of 
Justice and not by the FBI. Since this Bureau did not participate 
in the handling of Dr. Tesia's effects, Iam unavie to oupply ¢ the 
information ee mare: 


Sincerely yours, 


J. Edgar Hoover 


John Edgar Hoover 
Director 


2 ne NOTE: Bufiles contain no record identifiable with correspondent. 
ia ‘Bufile 100-2237 shows that Dr. Tesla was one ef the worlds 9 -* -* 
‘ outstanding scientists in the electrical field, and at the time of | 
4nis death, all of his personal papers and effects were believed. 
,dangerous to the country's security if they fell into wnauthorized 

“hands. The book, "Prodigal Genius," By John J. O'Neil, alleges _ 
that the FBI took over a certain safe and opened it, appropriating 

Dr. Tesila's property. Bufiles clearly indicale ghat it was the Office 
of Alien Property of the Department, which @id so, and the above reply 
has esd abil in answer to related inquiries. Dr. Tesla was 
born = Piel died in New York oly 1-7-43.. 
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10 March 1964. 


Federal Bureau of Investigation 
Washington 25, D. C, 


Dear Sirs, 


For some time, have beep, wondering about the matter 
of what was reported on the late Nikola Tesla, the inventor. He died 
during early January 1943, while in residence at the Hotel New Yorker, 
New York City. Accounts have it that his belongings (papers, etc.) were 
studied. Would appreciate learning if anything can be learned about this. 


Am hoping to be on leave, and in Washington, along the third 
week of April. This is mentioned, in case it is possible to view anything 
relating to the question. 


Sincerely, 


7 J 


Newt 
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“» fo9 2337-14 
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Your letter of March 10th has been received. 


ia response to your inquiry, I would like to point eut 
that the effects ef Dr. Nikola Tesla were impounded, after his death, 
by the Office of Alien Property of the Department of Justice and not 
the FBI. Since we did not participate in the handling of Dr. Tesla's 


effects, I am unable to supply the information you desire. 2 z 
o 
cond 
& Edgar Rooter gee. 
dohn Edgar Hoover “2 >» 
Director « 3 


NOTE: No record could be located in Bufiles identifiable with correspondent. 
Bufile 100-2237 reflects that Dr. Tesla was a world-famous électrical inventor 
and at the time of his death, all of his personal papers and effects were believe 
dangerous to the country’s security if they fell into unauthorized hands. The 
book, "Prodigal Genius," by John J. O'Neil, alleges that the FBI took over a 
certain safe and opened ‘it, appropriating his property. Bufiles clearly indicate 
that it was the Office of Alien Property of the Department whishdid so, and the 


above reply is forwarded in answer to related inquiries. 6) 
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According to 'Prodical Genius, Nikola Festa" 
by J. J. O'Neil (a book) some papers were taken from the 
safe of Mr, Festa about 1945 yr. Is this true. If so are the 


papers declasified yet? If so may I obtain a copy? 
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Your card of June 16th has been received. 


In response by Asta inquiry, I would like to point out 
that the effects of Dr. Niko Sla were impounded, after his death, 


by the Office of Alien Property of the Department of Justice and not 
by the FBI. Since we did not participate in the handling of Dr. Tesla's 
effects, I am unable to furnish the information you desire. 


Sincerely yours, 


4S. Edgar Hoover 


NOTE: No record could be located in Bufiles identifiable with correspondent. 
Bufile 100-2237 reflects that Dr. Tesla was a world-famous electrical invent: 
and at the time of his death, all of his personal papers and effects were 
believed dangerous to the country's security if they fell into unauthorized han: 
The book, "Prodigal Genius,” by John J. O'Neil, alleges that the FBI took ov 
a certain safe and opened it, appropriating his property. Bufiles clearly 
indicate that it was the Office of Alien Property of the Department which did s 
and the above reply is forwarded in answer to related inquiries. 
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‘OREGON STAT. JNIVERSITY " CORVALLIS, OREGON 9731 


SCHOOL OF SCIENCE Reply to: DEPARTMENT OF GENERAL SCIENCE 


March 28, 1967 


FEDERAL BUREAU OF INVESTIGATION : 
Department of Information "| FORMATION CONTAINED 
Sth Street & Pennsylvania Aven, N.W. racys oC! 
Washington 25, D. C. 20535 cIN IS UNCLATS: 


Dear Sirs: 


I am a student of the history of science at Oregon State University, and 
I am attempting to write a research paper on a very eccentric scientist 
who died in 1943. His name was Nikola~Tesla, a naturalized American of 
Serbian extraction, and he died in his hotel room in New York City on 
January 8, 1943. 


During the years leading up to World War II, Nikola Tesla supposedly 
invented a "Death Ray" which could destroy several hundred aircraft. Mr. 
Tesla was a very prolific and creative genius during his early years but 
gradually became something of a crackpot in his old age. As a student of 
the history of science, it is important to determine whether or not Tesla 
had any valid ideas in the plans for his death ray. Tesla invented the 
fluorescent light and also was one of the first scientists to discover 
X-Rays--hence there may be some possibility that his death ray might 
actually have been some crude type of laser. 


In Tesla's biography, "Prodigal Genius", by John J. O'Neill, the author 
States on page 277: 


"Operatives from the F.B.I. came to Tesla's hotel ae 
room shortly after his death and opened the safe 

in his room. They took the papers that it con- 

tained in order to examine them for a reported 

secret invention of possible use in the war..." 


I am trying to locate Tesla's secret and unpublished writings concerning 
his death ray. I have searched the literature quite thoroughly and’ have 
found nothing. Does the F.B.I. still have these papers or can you tell 
where I might be able to obtain these writings for examination? Any 
assistance or information that you may lend me will be very much appre- 


ciated. JOO? fIBT = Nt ae 


Sincerely yours, 
4 1967 
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Dear Gs (ce) * 


Your letter of March 28th hag been recetved. 


In response to your inquiry, the effects of 
Dr. Nikola Tesla were impounded, after his death, by the Office 
of Alien Property of the Department of Justice and not by the 
FBI. Since we did not participate in the handling of Dr. Tesla's 
effects, Iam unable to furnish the information you desire. 


Sincerely yours, 
1. Edgar Roover 


John Eagar Hoover | wy @ 
r 


NOTE: No record could be located in Bufiles identifiable with 
correspondent. Bufile 100-2237 reflects that Dr. Tesla was a 
world-famous electrical inventor, and at the time of his death, 
all of his personal papers and effects were believed eee to 
the country's securi , ff they. fell into unauthorized .The 

book, "Prodigal Genits,? by John J. O'Neil, aljefes thdt the FBI 

took over a core safe and opened it, approprifiting his praperty. 
Bufiles clearly inditate that it was the Offic @f.Alien Praperty of 
the Department which did so, and the above = is forwarded in 

wer to related inquir 
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SANTI] 3°" HRBIEDS, 1969 
i cetie IS URELAZS rlED 
Dear Mr. Hoover, DATE_Z 3- hk alec 


In the year 1943 the F,B.I. confiscateg all of the papers 
and maybe some of the machines of physicist, Nikola’Tesla. These 
papers were his experiments and ideas at the time of his death. Accord- 
ing to the books I've read, these papers were confiscated on the grounds 
of the enemy getting ahold of his ideas and apply them to war machines. 


I have studied all of the material on this man and have 
found him to be more intelligent than the great "Brain" of his time, 
Thomas Edison. 


Why without Nikola Tesla there would be Westinghouse 
Company as we know today. This is the man who harnessed Niagara j 
Falls, and was the one and only man who could see the possibilities of 
Alternating Current when men like Edison said "it would never work. "' ea 


What I am wondering is, maybe these papers could be 
reclassified from whatever "Top Secret" classification they now have 
and be made available for study by the people who understand and can 
gain knowledge from them. 


I would be willing to pay for reproductions of his experiments 
if nothing else. He still has a great many ideas that have never been tried. 


It disturbs me to think that everyone has forgotten about 
the ideas of this man when he was so advanced for his time. 


I can say with assurance that no man alive can say that he 
knows all of Tesla's ideas. And studying ner men's ideas is the wey 
to advance in science faster. 00-245 /- 


yh aes 


I hope something can be done to get these Sennen 


¢ Thank You, eee cade eee 
é /s/ 
) 


NTE. YQ TTT. 


9.0-. 25/969 
Die MWe. heewes, 
Ne Pie TIS ees O87 


j, ¢ 
Dre my 4 kK. SIV MAAN De Ped Ae Pee: 


} same 
Smee a se A Uere Ugryplace lick 
Cr the qatyrnde of ARTA Noy psy 
: “ ® t yy Eth 
sey =e | 
Ce] 
age 


“AM LO Uy 
tt et + 


& 
=> 
SS 
3 
YVR 
Ihrem 
a 


| 
ait 
°F 
‘ 
A 


} 


ee i | $4 e as +f. 


ae Pa prt~s Archkenge el. 
Sek 


Trotter 
Tele. R 
Holmes 
Sendy 


MAR 4 - 1969 


March @, 1969 


Wipes fF 
+. ecQRMMATiON CONTAINED 


SEIN IS UNCLASSIF Ak 
nate 23-f0 8 


%e 


Dear CY 


ye 
Your letter of February 25th has been received. 


0 


v 


In response to your inquiry, the effects of Dr. Nikola 
Tesla were impounded, after his death, by the Office of Alien Prop- 
erty of the Department of Justice and not by the FBI. Since we did 
not participate in the handling of Dr. Tesla's belongings, I am unable 
to furnish the information you desire. G:pgpyf of your communication 
has been referred to the Department of Justice. 
Sincerely yours, 


J. Edgar Hoover 


MAILED 10 


COMM-FBI ('b 
NOTE: Bufiles contain no record of correspondent. Bufile 100-2237 
reflects that Dr. Tesla was a world-famous electrical inventor, and 
at the time of his death, all of his personal papers and effects were 
believed dangerous to the country's security if they fell into unauthor- 
ized hands. The book, "Prodigal Genius," by John J. O'Neil, alleges 
that the FBI took over a certain safe and opened it, appropriating his 
property. Bufiles clearly indicate that it was the Office of Alien Prop- 
erty of the Department which did so, and the above reply is forwarded 
in answer to related inquiries. Copy of letter referred to Assistant 
Attorney General, Civil Divisi the Department. 
» (3) 
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April 8, 1970 — 


Federal Bureau of Investigation 
Director of Central Records 
Washington, D.C. 


Dear Sir: ni kele 


Iam doing a research Paper on Nickola Tesla and would 
appreciate it if you could please provide me with the 
following information. 


That information being why did your Bureau impound his 
personal effects immediately after his death on 
January 7, 1943, Secondly. could you provide a list 
of those effects, and lastly, when were they released 
and to whom were they given, 


Thanking you for the information Gee 


Ate ~ 2a37 a 8 
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In reply to your inquiry of April 8th, the effects 
of Dr. Nikola Tesla were impounded, after his death, by the 
Office of Alien Property of the Department of Justice and not by 
the FBI. Since we did not participate in the handling of Dr. Tesla's 
belongings, I am unable to furnish the information you desire. 

A copy of your communication has been referred to the Depart- 
ment of Justice for any help it may be able to offer. 
Sincerely yours, 
t Edgar Hoover 
MAILED 9 John Edgar Hoover 

APR 14 1970 Director 

v4 o COMM-FB! 

NOTE: Bufiles contain no information identifiable with speeeagonnent 
sh gtitrs Bufile 100-2237 reflects that Dr. Wesla was a world-famous electrical 
inventor, and at the time of his death, all of his personal papers and 
effects were believed dangerous to the country's security if they fell 
into unauthorized hands. The book, "Prodigal Genius," by John J. 

i acre O'Neil, alleges that the FBI took over a certain safe and opened it, 
appropriating his property. Bufiles clearly indicate that it was the 
e of Alien Property of the Department which did so, and the above 


is forwarded in answer to related inquiries. Copy of letter referred 


Seya 

“ggarke stant —- General, - Division of th artment. 
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Canad 


<.° Ag angwer related inquiries. 


July 15, 1970 


REC-3 (00 -2237- | 
aEQAMATION CO ONTAINED 


me eae D 
. UieSELN IS UHCLASS 


Your letter was received on July 13th and the interest 
which prompted you to write to me is appreciated. With respect to 
your inquiry, the effects of Dr. Nikola Tesla were impounded, after 
his death, by the Office of Alien Property of the Department of Justice 
and the FBI did not participate in the handling of Dr. Tesla's belong- 
ings. “In adaition, this Bureau is strictly an investigative agency of 
the ederal Government and matters such as you mentioned do not 
cone within the scope of this Bureau's authority. 

Sincerely yours, 
J. Edgar Hoover 


JUL 15 1970 


no record of correspondent. Bufile 100-2237 
reflects that Dr. Tesla was a world-famous electrical inventor, and, 

at the time of his death, all of his personal papers and effects were 
believed dangerous to the country's security if they fell into unauthorized 
hands. Bufiles indicate that the Office of Alien Property of the roe aah / 
__ appropriated his property and replies similar to the above have been used 
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July 8, 1970. 


Mr. J. Edgar Hoover, 


Director, 
Federal Bureau of Investigation, L 
Washington D. C. v 


Dear Sir, Pie eae Fes/ & 


. I am writing this to you as I believe that most of the government is infil- 
trated with foreign agents, aud there is a very good chance this could be of extreme 
importance for the defenee of our nation. 


I met a man a number of years ago that was raised on Leng Island in the 
neighborhood where Mr. Tesla, inventor of the Tesla Coil, had his lab. He told ae 
of Mr. Teslats notes blowing down the street when the junk men were dismantling his 
equipment. It would be a wonderful thing is some of these notes were salvaged and 
could be found. 


Mr. Tesla was at least a century ahead of his time. He sent radio signais 
around the world seventeen years prior to Mr. Marconi, who received the credit, and 
pioneered many fields. He was so far advanced that he had to invent a special math 
to keep up with his work. 


He, on several accasions talked before the scientists of the werld and 
became very angry at their inability to understand him, and due to this was violently 
disliked and didnot receive acknowledgement for his discoveries. One of the notes 
read by this man told of the radic transmission of electricity being brought to a 
high degree of effiency. 


Now here is the thing that should be investigated throughly. During my 
High School education, in the winter of either 19-25-26 or 1926-27, I made a 
currant events report on an article appearing in a small publication of that name 
that was received weekly at the Troy Highschool, Troy Montana. It stated in tais 
article that Mr. Tesla had made an offer to the Congress of the United States that 
if they would install radio transmission towers at every 150 miles around the border 
of this country, that he would install equipment that would broadcast a verticél 
plane of energy beyond the atmosphere through which no material object could pass 
as it would shatter or lose itts monecular coohesion. It was refused. 


There is a good chance that this data is in the files of 7 | What 
a defence, and boy do we need it. EX-li¢” REC-3 /OO 223 7 19 
OL Mag- 


I have had some results along this line with structured vortice 
netic fields, but do not have the technic,1 equipment or Jmowledge to carry out 
further experiments. The theory is quite simple and deals with part Tewaccelerat-~ 
ion, and it works to the best of my knowledge. 
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6 DECEMBER 1971 
FEDERAL BUREAU OF INVESTIGATION 


WASHINGTON, D.C. 
Dear Sir: 

I have recently begun a collection and reading file of all 
matters pertaining to uiko1dTesle. In so doing I was amazed to find 
that upon his death; Jamary 7, 1943, in NYC, your bureau confined 
his papers. May I ask if you still "have them in jail". I am extremely 
interested in his work(s) and am trying to establish my own "Tesla" 
library. Your assistance would be greatly appreciated. 


{ Very truly yours, 
| - a 


TAWED 


yee 
TROCIELED | 


AS 


December 14, 1971 


“LL INFORMATION CONTAINED 
HEREIN IS UNCLASSIFIED 
DATEZ3-€0 B 


~ 
Your letter of December 6th has been received. 


In response to your inguiry, the effects of 
Dr. Nikola Tesla were impounded, after his death, by the 
Office of Alien Property of the Department of Justice and 
not by the FBI. We dic not participate in the handling 
of Dr. Tesla's belongings in any way. Copies of your 
communication and my reply have been referred to the 
, Department of Justice. 


Sincerely yours, 


J, Edgar Hoover 


3) John Edgar Hoover 
Pe Director 


‘ 


NOTE: Bufiles contain no record correspondent. Dr. Tesla 
was world-famous electrical inventor, and at death, his 
effects believed dangerous to country's security. "Prodigal 
Genius," by John J. O'Neil, alleges FBI took safe and appro- 
priated his Property. Above reply previously given to same 
inquiries. (100-2237) Material sent to the Assistant 
ttorney, Civil Division, of the Department, 
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Federal Bureau Of Investigation 
Ninth Street and Pennsylvania 
Northeast washington D, ¢, 20535 


Dear Sirs, 


Upon rea ding a biography on Nikole tesla, I found the urge to 
read more on him and his works. At the end of the voox it was 
Stated that the F.B.I. went to his hotel room gatherdd up his 
papers and locked them in a vault. The thing I would like to 
know is the real reason they were locked up and if it would be 
possible to see some of these records and any other works of 
his. 


I can think of only one possible reason as’ to cause of his 
records being locked up ani that is because he was too far 
advanced for his time. This s ems to be the only logical 
Solution, but, with technolozy much more advanced now than in 
his time it would seem likely that scientists take over where 
he left off, 


Please let me know If I can look at the records and if you can 
please answer my question of the real reason his records were 
locked up. 


Thank You, 
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Your letter was received on October 26th. 


In response to your inquiry, the effects of Dr. Kikola 
Tesla were impounced, after his death, by the Office of Alien 
Property of the Department of Justice and not by the PBI. Since 
we did not participate in the handling of Dr. Tesla's belongings, 
Iam unable to furnish the information you desire. I am forward- 
ing a copy of your communication and of this reply to the 
Department of Justice. 


Sincerely yours, 
L. Patrick Gray III ° 


L. Patrick Gray, III 
Acting Director 


| G 


NOTE: Correspondent is not identifiable in Bufiles. Bufile 100-2237 
reflects that Dr. Tesla was a world-famous electrical inventor, and 
at the tlhe of: hib death, all of his personal, papers and effects were 
believed dangerous to the country's security if they fell into 
unauthdYized hands. “the book, "Prodigal Genius," by John J. O'Neil, 
alleges atJth ‘BI took over a certain safe and opened it, 
appropriating hi pt perty. Bufiles clearly indicate that it was 

the Office of Alien roperty of the Department which did so, and the 
above reply is forwarded in answer to related inquiries. Copy of 


letter referred to Assistant Attorney General, Civil Division of 
the Tg 
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Mr. Cleveland 
Mr. Conméd —__ 
Mr. Gebhardt ___ 
Mr. Jenkins 
Mr, Marshal) —__ 
Mr. Miller, E.S. _ 
Me, Soyars 
Mr. Thompson __ 
Mr, Walters 
Tele. Room 


Mr. Kinley 


Mr, Armetrong f 

Mr, Bowers _ f 

Mr. Herington A P 
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Your letter was received on April Oth. 


: in response to your taquiry, the effects of Dr. Nikols 
Tesla were impounded, after his death, by the Office of Alien Property 
of the Department of Justice and not by the FBI. Since we did not 
participate in the handling of Dr. Tesla's belongings, Iam unable to 
furnish the information you desire. A copy of your communication and 
of this reply have been referred to the Department of Justice. 


Sincerely yours, 
en ag ALL 


L. Patrick Gray, Ml 
Acting Director 


NOTE: Bufiles contain no record of correspondent. (Butile 100-2237 reflects 
that Dr. Tesla was a world-famous electrical inventor, and at the time of his 
death, all of his personal papers and effects were believed dangerous to the 
country’s security if they fell into unauthorized hands. The book, "Prodigal 
Genius, " by John J. O'Neill, alleged that the FBI took over a certain safe and 
opened it, appropriating his property. Bufiles clearly indicate that it was the 
Office of Alien Property of the Department which did so, and the above reply 
is forwarded in answer to related inquiries. /Copy of letter referred to the 
Assistant Attorney General, Civil ars the Dejaftmént. ) 
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I would like to know ft any microfilm or other 
recroductions of Nikola“Tesla's notes and papers exist at 
your office. Tesla was a famous seilentist who dled in 


New York City. The Federal Bureau of Investigation entered 
his safe shortly after this to remove his papers for 
examination for the war effort. After the war the papers 
were offered to any group that would start a museum to 
house them. No one accepted and the papers were finally 
Sent to the Tesla Miseum in Belgrade, Yusoslavia, sometime 
in the early 1950's, possibly j.st before 1954. Tesla was 
the inventor of all ac motors and the polyphase syster, as 
well as all flourescent and neon lanps. He was a major 
vioneer in the early days of radio and discovered many 

of the early principles of radar. He declined nomination 
of a Nobel Prige. He was a naturali,ed citizen of America 
and said he valued his citizenship papers above all his 
awards and possessions. Despite this, all his papers were 
sent to another nation. 

I would like to examine some of his papers from 1899 and 
later without having to fly to Yugoslavia. I have only 
Been a condesnsed copy of his research from Colorsdo 
Springs, but am unable to obtain copies. The principles 
and equipment are rather out-of-date and well-known, but still 
useful in my research. 

I would greatly appreciate help in this matter. 


ae wa ; 
nn 
Nees P.S. Tesla died in January of 1943 and shortly after dees 
sire al the papers were removed from his safe. The original 
roa se  coples of these papers were sent abroad prior to 1954, as 
“yo A I believe 1t was in that year the Yugoslavs founded the 
; .°' Tesla Museum (not to be confused with the Tesla Institute). & 
-\? ’ 
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Your letter was received on June 25th. 


In response to your inquiry, the effects of 
Dr. Nikola Tesla were impounded, after his death, by the 
Office of Alien Property of the Department of Justice and 
not by the FbI. Since we did not participate in the 
handling of Dr. Tesla's belonginos, I am unable to furnish 
the information you desire. 2 copy of your communication 


and of this reply have been referred to the Department 
of Justice. 


Sincerely yours, 
William D. Ruckelshaus 


William Db. Ruckelshaus 
Acting Director 


OTE:; Bufiles indicate one letter to correspondent dated 


~15-66 in reply to his inauiry regarding the Air Force's R, 
roject Blue Book and UFC Sdghtings 


*@8ufile 100-2237 reflects 
hat Dr. Tesla was a world-famous electrical inventor, and _— 
at the time of his death, all of his personal papers and effects ae 
were believed dangerous to the country's security if they fell 
~ into unauthorized hands. The book, "Prodigal Genius," by —— 
Br JOhnN J. O'Neill, alleged that the FBI took over a certain safe @ 
“Cuame—~ and opened it, appropriating his property. Bufiles clearly ~~~ 
Cong indicate that it was the Office of Alien Property of the 
swear Department that did so, and the above reply is forwarded in —_— 
Masta ANS WET to related inquiries. Copy of letter referred to the 
eee ant Attorney General, Civil Division of the Department. 
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This is to acknowledge receipt of your Preedom of 
Information-Privacy Acts (FOIPA) request forwarded to the FBI 
by the Department of Justice on October 72n4. gr 


In response to your request for files pertaining 
to Nikola Tesla, please be advised that in order to preserve 
the privacy of an individual who may be the subject of a 
similar inquiry, it has been necessary for the FBI to maintain 
the practice of not indicating whether we do or do not have 
such information in our files. 


If you can provide notarized authorizatidnu-~from 
Mr. Tesla's next of kin directing us to release to you any 
information our files may contain concerning him, we shall 
thereafter search our files and advise you accordingly. 
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Since we have not conducted a search of our files, 
please do not infer that we do or do not have the information 
you requested. 


Sincerely yours, 


! 1 
C. M. Kelley, Por 
Aesee Die Clarence M. Kelley . 
Dep. AD Adm. _ Director 


Dep. AD inv. _ 
Aset. Dic: . 
Admin. aa 


cas ea 1 - The Deputy Attorney General - Enclosure 


Ext, Afoics Attention: Susan M. Hauser 
Files & Com, _ ! 
Gen. inv... rae 
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April 20, 197 


Mr. Clarence Kelly 
Director 

F.B.I. 

Washington, DC 


Dear Mr. Kelly: 


Mr. Allen and Mr. Ruchlehaus, former acting Director of the 
FBI, contacted me in 1973 regarding phe unavailability of 
American microfilm records of Nikola-Tesia's unpublished diary 
(now in the Belgrade museum, arranged by month per folder). 


At the time I discounted the possibility that these unpublished 
discoveries had military significance. But because of experiments 
now under way at Hill AFB, I now suspect such military 
applications exist and feel it imperative that you be notified, 
particularly in view of the fact that the Soviets have primary 
access to the entire collection. 


Two photos of each page exist. ee 


After Tesla's death, scientists from the Navy and OSS performed » 
a cursory examination of the diary and notes, which if my 

memory serves me correctly, was one month long, hardly enough 

time to decipher Tesla's torturous handwriting. Though Tesla 

wrote in English, his penmanship was small, blurred, and as 

difficult to translate as a foreign language. 


According to the museum director (1971), the Soviets had made 
copies of some portions, but not the Colorado Springs diary, 
which numbers 500 pages, 20 that directly pertain to ball 
lightning, and 20 or so relevant to the equipment construction. 
(We copied the most significant portions, but feel more exists 


agaZine, EDN (an electrica (: 
engineering magazine), but only with the very recent receipt A 
of an unpublished manuscript from John J. O'Neill's book 
(PRODIGAL GENIUS) did I place credence on Tesla's later clajm way & 17 Cy) 
to miljfary applications. Incidentally, some of O'Neill's : i 
descrdptions were inaccurate and exagerated, as we have exceeded 
ariel dagad and are familiar with the experiments. At any 
rate, ttere pre three possible military applications. 


uAY 


= 


First, Tesla claimed that the lightning balls (which destroyed 
his equipment) could be used to destroy aircraft. I have 
talked to AF personnel -~-such as 

who saw one inside his plane in flight--and 
found AF personnel fear these "rf balls," as they call them. 


Second, it is a suspicion of mine that ball lightning, if 
injected with lithium, could produce a cheap fusion bomb. 


Third--and this may be no more than a suspicion--the propulsion 
mode of ball lightning involves electro-gravitic interaction, 

by which means air vehicles of revolutionary configuration may 
be constructed. There are no presently-known laws of physics 
that can account for the propulsion (400 mph or s0 when following 


an airliner). Other hitherto unsuspected applications may & 
exist. 

None of these applications were the goal of Project Tesla, 

which centered on producing ball lightning as Tesla did and ) 


studying it as a plasma confinement technique for fusion 
reactors. Incidentally, Tesla’s claim to setting up standing 
waves on the earth's surface (wireless power) was erroneous 
and involved techniques similar to Project Sanguine, that 

is, using the earth's atmosphere as a waveguide 
aware of our research). 


is 


Cordiall 


P.S. By a copy of this letter, along with the enclosures, 
I am notifying the C.I.A. 


Enclosures: 2 
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Fusion energy: will experiments 


in ball lightning provide the key? 


Paul Snigier, Associate Editor 


In the vast and empty hangar 
where the first atomic bomb was 
assembled, a man-made light- 
ning storm is now being un- 
leashed. The voltages of these 
lightning bolts—20 million 
volts—are the highest discharge 
voltages ever produced by man. 

Project Testa, headed by 
Robert K, Golka and Dr. Robert 
W. Bass, is an attempt to 
artificially duplicate one of 
Rature’s rarest and most terrify- 
ing phenomena—ball lightning, 
The experiments are based upon 
the unpublished notes of Nikola 
Tesla, who, in 1899 at his 
Colorado Springs laboratory, 
used a secret magnifying trans- 
mitter to produce 1.5-in. light- 
ning balls that floated for 30 sec, 


The energy surplus 

Many physicists, including the 
eminent Or. James Tuck, found- 
er of the U.S. fusion program, 
believe that the lightning ball 
holds the key to a fantastic, 


TEST REN A a repel = 


cheap and endless energy 
sourco—fusion power, or the 
energy source used by the stars 
and sun. The fuel is deuterium, 
or heavy water, that can be 
inexpensively extracted from 
ocean water to provide mankind 
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Highest voltage continuously oscillating 
damped-wave lightning generator (ever 
produced by mankind) creates a 
Current of T1004 at 12.5 MV! Subsequent 
improvements raised this to a peak 
current of 2200A at 20 MV. Further 
improvements could concewably pro- 
duce bolts that exceed natural lightning 
{FOG AtY)t 


: + . 
< 


Fy ws : 
: ONAL 
aR isc it 
— “ = 
— P ige €.. -gomt vie w 
f co a ae eT emer i 
mi ee i a, ‘ ' na. t 
ee ere oe y 
ae fee ad ‘ Vie 1 f 3 
Ee ae aaa eee er 
ee pyle Pies ‘a 
i : a a a 
3 7 Vier ar) . : : ‘ 
R ‘ } { 3. so4 } ars | ys : 
i 4 . i ; i | yp Sob ala toa! eae 
a whe a me eet hee « 5 Pe "Es «8 ae i ae * 
NT ee ae Ge wi ttiee e TA lam 5 eee 


SE EE eA ne 2 oe Ieee HUA Me een 


+ seer “ane TOR Le ee 


MLO ate Ze ool ' Sion ie etree 


De ae eee rey 


an —e - 
See ee ee pene ends 


Bere. wettnee an 


-fision 


with mifions of yearsae oy. 
* Untortunately, prog. 55 in 
research, which has 
centered on magnetic confine- 
ment and laser implusions, has 
been frustratingly slow and full 
of unpleasant surprises; and 
scientists warn that success 
could be as far off as four 
decades! But if these promising 
experiments under way >t Wen- 
dover, UT, are successfur, ew 

-nexpected confinement 
technique could unleash this 
enerpy source. 


In search of nature’s secrets... 

Ball lightning, a glowing 
sphere of red, oranpe or vellow 
plasma, often materializes dur- 
ing lightning storms and floats 
about, often apainst a strong 
wind. The ball may bounce 
along the floor and, on occa- 
sion, the sphere will “slip” 
through glass without breaking 
it. (The author recently investi- 
pated one such case in a 
hospital, in which the fights 
were damaged.) At times it 
materializes inside or even 
outside aircraft in flight, seem- 
ingly impervious to deformation 
from the wind force. 
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Witnesses of ball lightni: 


have included such notables as’ 


Niels Bohr and Victor Weiss- 
hopf, the Director of the MIT 
Physics Department. Another 
witness was Secretary of State 
Dean Acheson, who reported 
seeing it cross the breakfast 
table aboard the presidential 
plane. 

The accidental formation of 
ball lightning has been observed 
about once per year for the past 
decade inside building 985 at Hill 
AF Missile Radiographic Facility, 
UT. The volleyhall-size fireballs 
drop out af the space adjacent to 
the high voltage supply of the 25 
Mev linear accelerator. 

The ball of blue fire floats 


‘down to the floor, rolls around 


randomly and then rises again to 
the power-supply area where it 
dissipates without detectable 
damage. Despite troubleshoot- 
ing, no explanation can be 
feund for this occurrence. 

On one occasion, lightning 
struck the building—a large 
concrete structure with a 60-ft. 
ceiling inside—and, simuitane- 
ously, an intense sphere of fire 
the size of a tennis ball formed 
above the conduit on the wall at 


it. .ty shoulder level. It moved! 


along the wall for a distance «1 
some 30 ft., floated out ans 
around the neck and shoulder. 
of a person standing near the 
wall, moved back to the wall and 
continued along for several feet 
until it intercepted a duple. 
outlet on the conduit. At this th. 
ball exploded, causing elec- 
trical damage throughout. 


A new state of matter? 

No presently known laws of 
physics can account for the 
Stability and bouncing of fire- 
balis unless it int@ludes surface 
tension. This hitherto unob- 
served state of matter is a new 
concept, since plasmas have 
never previously exhibited such 
strong surface tension. Also, 
presently known laws cannot 
account for the propulsion. 

Project Tesla has developed a 
rigorous mathematical model of 
the lightning ball’s absolute, 
asymptotic, fluid-dynamical sta- 
bility. Initial computer studies 
indicated a density range of 
10'-10"' cm7*, with a tempera- 


Tere 10°-10" °K—or 
seven times hotte. er 
sun! 
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-Vahe weg at ne ye u'v\ oe 3 ea 
“, PRIES TO PREVENT WORLD RTT, “PA be! P 
—s "Tobe Ton Ney TE book ON%: wore 
che Love mous oe - 
_Whon Tesh was talking as a sciontist He ~ Was ‘opposed to SOme rece 


Wars On moral, economic and all practical and theorctical grounds. = dice. 
But, like most scientists, when he stopped thinking as a sciontist,(vete 
and let his emotions rule his thoughts, he found exceptions in ote 
which he felt somo wars and situations were justifiable. As a © eins, bul 
scientist he was unwilling to have the discoveries of scientists i~ ‘:alt. 
applied to the pruposes of war makers, but vwhon the emotional phase ovv 
of his nature took the ruling position he was then willing to apply--rere-e 
nis geniusto devising measures that would prevent wars by supplying -+,/ 
protective devicese the-k war be 
This attitude is exemplified in the following statement ‘°*"*** “% "7" 
which he prepared in the twenties but did not publish: _ affer ol, 


"at present many of the ablest minds are trying to devise 
expedients for preventing a repetition of the ewful conflict which is 
only theoretically ended ami the duration and main issues of which I 
correctly predicted in an article printed in the Sun of December 20, 
1914. The League is not a remedy but, on the contrary, in the opinion 
of a number of competent men, may bring about results just the oppo~ 
site. It is particulerly regretteble that a punitive policy was 
adoptod in framing the terms of peace becsuse a few years hence it 
will be possible for nations to fight without armies, ships or puns, 
by weapons far more terrible, to the destructive actjon and rango of 
which there is virtually no limit. Any city at any distance whatso- 
ever from the onemy can be destroyed by hii: and no power on earth can 
stop him from doing so. If we want to avert an smpe nc ing eslenity end 
o state of things which may transorm this gloce *nto an inferno, we 
should push the cevelopment o- flying machines and wireless transuission 
of energy without an instant ts delay and with all the power and re- 
eources of the nation." 

Tesla saw preventative possibilities in his new invention . 
which embodied "death ray" characteristics and which was made several 
years after the foregoing statement was written. He saw it: providing 
a curtain of protection which any country, no matter how smal], could 
use as &@ protection against invasion. hile he wight offer it as a 
defensive weapon, however, there would be nothing to stop military 
mon from using it es a weapon of offense. 


While I did not know the nature of Teslats plan I was con- 

vinced that it did embody many discoveries that would be of éommer- 
cial value, and these were the angles he should seek to develop. I 
folt thet if he could be induced to develop some minor phase of his 
work that would have immediate commercial use he could derive an in-= 
come from it which would enable him to. proceed with his more elaborate 
Planse TO this end I sought to rain some insight into his ee 
_ that would eneble me to get a practical plan in operation. Thnie wa 

no secret .to Tesla and he successfully parried every thrust I mace 


The clearest conception I got, and that was largely from 
scattered remarks, ana by making deductions from them, concerned a 
possible manner in which one phase of his curtain of protection 
might operate. This was a "wer" angle and as such 4 a not interest 
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mo, but) since 4t inv- ved "lightning balls," or “fire balls," I was 
very curious. Fis lls had always fascina . o, and I had read 
everything I could “uy my hands on about theme 


A five ball is a strange phonomenon associated with light~ 
ning. Some of the energy of the lightning stroke appears to become 
locked into a bell shaped structure which may be of any size from a 
couple of inches to a foot in diameter. It looks like a perfect 
sphore, brightly incendescent and floats like a bubble, being easily 
carried by air currents. They may last for a short time, froma 
fraction of a’ s¢cona to many sccongs. In this interval, during 
which thoy stay fairly close to the ground, tney may come close to 
many objects without damaping them or being damaged by them. Sud~ 
denly, for no known reason, the ball explodes doing as much demage 
as a bomb, if-close to structures, and. no damage if in the open. 


' Te fire ball looked to me ‘Like a gigantically enlarged 
model of the tiny electron, one of the building blocks of matter, 
which acts as if it vere just a epherical erea of space in which oan 
amount of energy was crystallized to give it structure. I felt that 
4f 4% were: possible to discover how-actlarge amount of energy wes ~ 
stored in this fairy bubble structure of a fire ball a new insight 
might be gained into the structure of the electron and other funda- 
mental particles of matter. Also this method of storing energy 
could be applied to a thousend useful purposese 


When I approached Tesla ‘vai th pleas along this line to de- 
velop this possible phase of his discovery he would evade direct ro- 
ply by indulging in a, not always, tolerant lecture on my gullability 
in belicving theorics about the complex structure of the atom. Whil 
he had in earlier veers discussed somes of his experi aces with fire 
balls in his labor etars at Colorado Springs and exple:ined uis theory 
of their formation, he would not in tho later years permit Basse 
to be drawn into a discussion of them as a possible part of his sys- 
tom. This, of course, made me suspicious that the clus was hot" but 
I could bo completcly wrong in my conclusionse Tesla was very quick 
in detecting my technique een I sought to pvarrow down a field by 
trying to get him to deny statements when. he was adamant to direct 
gucstionse 


Teala became familiar ‘with the destructive characteristics 
of fire balls in his experiments at. Colorado Springs in 1899. He 
produced them quite by accident and saw them, more than once, explode 
and shatter his tall mast and also destroy apparatus within his 
laboratory. The destructive action accompanying the disintegration 
of a fire ball, he declared, takes place with inconceivabel violence. 


‘He studied the process by which they were produced, not 
because he wanted to producé them but in orcer to eliminate the con- 
ditions in which they were created. It is not pleasant, he related, 
to have a fire ball explede in your vicinity for they will icon: 
enything they como in contact withe 


It will bo necessery to reconstruct his statcments fron 
wory fraguentary notes and a long distunce memory. 
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"Parasite oscillat. 3, or circuits, within tl main cir- 
cuit wore a source ™ vanger from this cause. Frints of resistance 
in the main circuit. could result in minor os. .llating circuits be- 
twetn terminals or between two points.o! resistance and these minor 
circuits would have a very much higher period of oscillation than 
the main circuit and could be set into oscillation by une main cure 
rent of lower frequency. 


"Even when the principal eaetiiaiee circuit was adjusted 
for the greatest efficiency of operation by the dimination of all 
sources Of losses the tire balls continued “o occur but these were 
Gue to stray high frequency charges from random earth currents. 


"prom these experiences it became apparent that the fire 
balls resulted from the interaction of two frequencies, a stray 
higher frequency wave imposed on the lower frequency free oscilla- 
tion or the main circuit. — 


Yas the free oscillation of the circuit builds up from 
the zero point to the quarter wave length node it passes through 
various rates of change. .In a current of shorter wavelength the 
rates of change will be stecpere When the two currents react on 
each other the resultant complex will contain a wave in which there 
is an extremely steep rate of change, and for the briefest instant 
currents may move at a tremendous rate, at the rate of millions of 
horsepewer.e 

"This condition acts as a trigger which may cause’ the total 
energy of the powerful longer wave to be discharged in an infinites- 
melly small interval of timo and at a proportionately tremendously 
great rate of energy movement which cannot confine itself to the 
mete circuit and is released into s.rrounding space with incon- 
ceivable violence." z 


It 4s ‘put a hey from learning how a high sccquenes cur~ 
rent can explosively discharge a lower frequency current, to using 
the principle to design a system in which these explosions can be 
produced by intent. The following process appears a possible one 
but no eviaence is available that it is the one ‘tesla evolved: 
An oscillator, such as he used to send power wirelessly around the 
eerth at Colorado Springs, is éet in operation at a frequency to which 
& given warship is resonant. The complex structure of a ship would 
provide a greet number of spots in which electrical oscillations will 
be set up of a much higher frequency than those coursing throuch the 


-sbip as a whole. Tnese parzcsiste_currents will react on the main 


current causing the production of fireballs wnich by thoir explosions 
will destroy the ship, even more effectively than the explosion of the 
magazine which would also take place. A second oscillator may be sused 
to transmit the shorter wavelength current. 


' Somewhat later I learned the reason for Tesla's reticence 
to discuss details. This came shortly after Stanley Baldwin re- 
placed Neville Chamberlin as Prime Ninister of Great Britaine 


Tesla revealed that he had carried on negotiations with 
Prime Minister Chamberlin for tho sale of his ray system to Great 
Britain for $30,000,000 on the basis of his presentation that the 
Gevice would provide complete protection for the British Isles 
against any enemy approaching by seca or air, and would provide an 
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oftensive weapon to ‘wWech there wac mo Gelenue. He was convincod, 
he dechrce, of ti neerjty of kr. Champcr’ ‘1: nd his intent to 
adopt-the devico u it would have prevented ee outbreak of the 

thom threstening war, and would have made possible the continuation~ 
undor tho Guress which this weapon would make possible - of the 


‘working agreement involving France, Germany and Britain to maintain 


the status quo in “urope. thon Chamberlin failed, at the Munich 
conterence, to retain this state of European equilibrium it was 
necessary to fet rid of Chamberlin and install a new Prime Minister 
who coulc make the effort to shift ono corner of the triangle from 
Germany to Russia. Baldwin found no virt' uv in Tesla's plan and 
preemptorially ended the negotiations. 


Tesla was greatly disappointed by the collapse of his ne- 
gotiations with the British Government. With it there collapsed his 
hopes of providing a cemonstration of his most recent, and, what he 
considerec, kis most important discoveries. He did not, however, 
€woll on the jubject; beyond the single conversation ho did not mon- 
tion the matter again. He did not get another enenES. to finance the 
Gemonstration of these discoveries. 


During the period in ‘which the “‘pesouiations were being 
carried on, Tesla declared, efforts had been riade to steal the in- 
vention. His room had been entered and his ~mipers exeminod but the 
thioves, or sples, left empty handed. There wes no danger, he said, 
that his invention could.be stolen for he had ut no time committed . 
any part of it to paper. He could trust his memory to preserve every 
fine detail of his investigations. This“wes true, he said, of all 
of his later major discoveries. 


The neture of his system r«kes little difference now; he 
kas gone and. bas taken it witr. him. Perhaps, if there is any com- 
munication from beyond the veil that separates tnis life from what- 
ever exists hereaftcr, Tesla may look down upon earth's struggling 
mortals and find some way of dropping a hint concerning what he 
accomplished; but, if the situation is such thet this cannot take 
piece, then we must await until the human race produces another 


Tesla. 
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Dear aT: 


Thank you for your letter of April 20th, with 


enclosures. It was certainly most thoughtful of you to 
furnish us this information, and your interest and 
courtesy are indeed appreciated. , 


Sincerely yours, * 


MAILED 6 cL 
) C. M, Kelley 2 ae 
APR 3 64976 a! 
aad ne Clarence M. Kelley « me, 
FBI ; Director oe : bs 
NOTE: Bufiles indicate limited correspondence with , - 


last outgoing 6-27-73, in reply to his request concerning 

papers of Dr. Nikola Peslas Dr. Tesla was a world-famous 
electrical inventor, and at the time of his death in 1943, 

all of his personal papers and effects were believed dangerous 

to the country's security if they fell into unauthorized hands. 
"ae Aba book, "Prodigal Genius," by John J. O'Neill, alleged that 

Dep. AD iw. the FBI took over a certain safe and opened it, appropriating his 
aat.Di: property. Bufiles indicated the Office of Alien Property of 

ar" ———the Department of Justice did so. Bufile 100-2237-23. 
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United States Senate 
Washingt 


om, DB. C. 26810 


Dear Sensto May 


This will respond to 
time? ipa 


The effects of Dr. Rikola Tesla were impounded, after 
his death, by the Office of Alien Property of the Department 
of Justice and not by the PBI. Since we aid not participate 
in the handling of Dr. Tesla‘'s belongings, I am wmable to 
furnish the information you desire. 


A copy of your commmication and ef this reply are 
beine referred to the Department of Justice ané the enclosure 
to your ccrmunication is being returned as requested. 


Sincerely yours, 


C. M, Kelley 
Clarence N. Kelley 
Director 


Enclosure 


1 - Assistant Attorney General - Enclosures (2) 
Civil Division 


1 - Milwaukee ~ Enclosures (2) 

1 - Office of Congressional Affairs - Enclosures (2) 
NOTE: This response is consistent with past responses to 
inquiries of a similar nature. Bufile 100-2237 reflects 
that the Office of Alien Property took possession of 

Dr. Tesla's Feige following his death. 
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UNITED STATES GOVERNMENT ,_ “UNITED STATES DEPARTMENT OF JUSTICE Asst. Du. 


FEDERAL RUREAU OF INVESTIGATION Adm Serv: 
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“Memorandum a 


Intel} _o 
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Mr. Bresson * Dare: 2/25/80 = har ge 
Rec. Mgnt eae 
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Oisentor’s Soc'y 


FREEDOM OF INFCRMATIQN ACT DISCLOSURE ay COMTALNED 
REGARDING DR. NIKOLA-TESLA FORMATION 2 
a us “OL RC Sirle 
Yang (cae BY SY 
PURPOSE: uae 2 a 


prieZ 
To reduce time spent on handling of requests for 


information on captioned subject and to promote uniformity 
of disclosure. 


DETAILS: 


A search of FBIHQ central records indices reflects 
that Dr. Nikola Tesla is carried as the subject of Bufile 
100-2237. Virtually all information in this file is inquiry- 
type correspondence. For purposes of FOIA releases, copies N 
of this material have not been made and requesters have been 
so advised. Copies of the remaining material in the file 
totalling 29 pages, however, has been processed for disciosure. 
Numerous requesters have sought information relating to < 
Dr. Tesla under the FOIA. Therefore, it is recommended that 
the disclosure documents maintained in Bufile 190-16504-4 be 
considered the preprocessed release appropriate for responses 
by the Initial Processing Unit for any further requests for 
information on this subject. 


RECOMMENDATION: . 
That the Initial Processing Unit, FOIPA Branch, 


Records Management Division, add captioned case to their 


list of preprocessed cases and oe UF e any future requests 
for such information. f O0-& 37- 


; wees a 


100- 23140 


te 


Buy U.S. Savings Bonds Regularly on the Payroll Savings Plan Fences 


| . August 6, 1979 


ur recent letter requesting information concerning 
Dr. has been received. 


Geath, by the Office of Alien Property of the Department of 
Justice and not by the FBI. We have no preprinted material 
available for public distribution regarding Dr. Tesla. How- 
ever, uncer the provisions of the Freedom of Information Act 
(Title 5, United States Code, Section 552), requests have been 


| The effects of Dr. Tesla were impounded, after his 


made in the past regarding your topic and there may be docu- 
ments available to you under Title 28--Code of Federal 
Regulations. 


If you are interested in seeking such documents 
under the Freedom of Information Act, you should make a 
separate inguiry, clearly marking the envelope and letter as a 
Preedom of Information Act request, and direct it to the 
Director, Federal Bureau of Investigation, 9th Street and 
Pennsylvania Avenue, N.W., Washington, D. C. 20535. Yn the 
er you must request documents regarding the specific topic 
-af linterest to you. 


5 gia baci yours» eli! 
@ 40-2337: 

> William L. euiies ae 

<r Assistant Director 2 AUG 7 1979 
hE  coctosure ee ne 
Der. AD Ads, —_ Room 6958 
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- WASHINGTON, D.C. 20301 
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MEMORANDUM FOR THE DIRECTOR, FEDERAL BUREAU OF INVESTIGATION 


SUBJECT: Papers Recovered on the Death of Nicola Tesla (U) 


(U) We understand that the FBI may have possession of 7a number of papers 
found after the death of Nicola Tesla in 1943. Nicola~Tesla was a brilliant 
electrical engineer (i.e. the Tesla Coil) who was a pioneer in various 
aspects of electrical transmission phenomena. 


(C) We believe that certain of Tesla's papers may contain basic principles 
which would be of considerable value to certain ongoing research within the 
DoD. It would be very helpful to have access to his papers. 

(U) Since we have really no idea of the possible volume of these papers, 
we would be happy to provide a researcher who could assist you in reducing 


the magnitude of the search. If there are further questions, I am the 
point of contact within the DoD and can be reached at 695-6364 or 695-7417- 


[ Allan J. MacLaren 
ESISTER LtColonel, USAF 
‘ ‘ = Military Assistant 
105963 8 ALIAINFORMATION conta *° se aa a 
smerny amore HEREIN 1S y3-11 6 oe 0IC 
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Dear Colonel! Meclaren: HERELA “3 UNC ost 
. nee og SS 


Your renoranoaur of eLruagy 9 reqoestin: access to 
tne scientific papers oF oe. ae awhich might be ir 
our files has been referred to ~y office fer reply. 


A Freii:irary review of cur files indicates that the 
FLI dic net participetc in the handling ef Nr. Tesic’s bedon:- 
fous fcllowins: his death dn “iew Yor}. City in January, 1943. 
.ds parers were exarines by rerresentatives cf the offices 
of Alien Promrty, the avy Department ar’ the Office of 
Scientific Kesearch anc Devclopormnt. In Februery, 194 
pOrse apparer tly were releeses: to tir, Sava “. Kosanot 
Or. Tesli's neph ew anc the acninistrator of Lis esta 
ir.. “Serpaviety a ssrese ot. tact tite wre 2h. Seo eral se 
BOUL! ak” VOR, Sex Sore. 


oy RG pl ee Serre ne ole ie wices 4s boinc made to 
Geter ise if we nove any inforuetion that night be usetol 
te you. You whll ve notifies ef the reesles ef this search 


at in. earliest yossible cate. DEMO _ 2237" 


Assistant Director in Charge 
Office of Congressional 
ana Public Affairs 


i - (PCIPA) - Enc. 
; ee es se 
py ELL BOM go. 


MOle: «=6—Rhep ugsge with 
lar reacests for. information dn owr files conoerring DOr. Tesla. 


the Se: urtuekt of Tustin + dapyunde®. Or. Tesle's pszrers aBter nie 


OefVer, bh yori’ ff4 oc Of For@h-n viticetios, Civd) Divisicn, Lasicats! 


CHst GE “6OmAg ar® pot in their reaseaorteon. 


te) — a 
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77, G2 
as ye 1987 
(eaten 

Roger we Y — ee 


eee 


POT, Rw as ¢ who Ras hanclec ei; 


In gu~ 
rerous previous restons=s bie eve saic Beat the Office of Alfer Property 


rs 


wef? 


wy 
he 


“ 
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t Lt. Sol. 3. Jf :acharen 
ilitacy Aspietaat FEDERAL COVERED 
“Strategic Ans Zo4ge Eyste 5 
“Vitice of the Onder Secretary ‘ 
—— ee 


? Serzense ALL INFOMATION CONTAINED 
asiin-t: “ton, &, &. 20361 HokEIN 3S UNCLASSIFIED _ 
oS DAIEANN SQ. B 


Soar Colonel wachLaren;: 


il = ae) pepe réss of our retrievable files concirsn- 
in: or. Siar tc8ia siogs thot all potes ancl mataricl in his 
ho acSiste possdesian at thc ti-c of Md: Isat ena Sanusry 7, 1 
were gplac.a in the custoli, o: the Alfean Property Custsciss 
2 


Unlcr Boul by the Jiite- States Governasnt. Thee: szsteri:ls 
havi sever beca iz the care or cuitody of tic Pri. 


Sa Janurry 269 an? 37, 2922, Tetuenrt aut'.arities male 
~ toergat. revhew of tie effects of Me. BPertla to Usoterzire if 
St Gunes wo wb enki teeth VALS bo ctue Sriend Set seo Wer ee lore 
Ceals be fuune. Lis effects were ervanines at the ‘lanhattan 
are Guede afta Sturase Co vany at S2al and Jel Avecus, Lew York, 
Mew York, where they anparentily were taker after hie cesth. frer- 
ticij;swidns ia truds ¢xaaination were Yopresintatives Fro. the 
Sarwe York an! Vashingeo.: offfces of the Alien Propert., Cuttoifizn, the 


Office of Sclentifiec esearen ant Jevelopuent at the Nas#a- 

chusatts Institute of Technolesy, the Of%icc of Laval Intel- 
lijyence, anl Unite) Stxteas havgel kesecre?.. Tha rrr €14 not 

perticdipste dn this exacinaticn. (65-47953 section 1) 


~ woe the consiteres orinion of a syc’etsan of those 
exauiners "thet there exist aseny Or. Tesla’s papers anJl posses~ 
@ions no scientizic notes, cescriptions of hitherto unreveaic’ 
~e2thods or devices, or actual apparatus which could be of 
signiidcent valuc to tiis country or whic. woul? constitute a 
hagarc in unfriendly hands.* There vas thought to be no 
ie 66 ee tecunical or Ailitary reason why further eustody of the property 
ExcaDae. SOUL? Beivotaing3. However, our Files indicate that certain 
Seer AD LES galerie Wish were rezarde’ as typizal of RiLola Tesla's writings 


st. Dir.: “ 
Mates fo tn the period of 1925 yp W042, vers He.cve’ for 
Com. lv, Sane lof feegd. <0 ac Cetten’ af iz UB IGIS7 - 
t. F ? 
a Me ee ade (65- A7953 section 1) = 47 
a i V-38 DE-112 @® WAR 25 i 31 
Lege! Coun. ___ 2 o- ir. Woun Voy BE : rh SR eee 
Plan. & Insp. __ L . 7 
Rec. hight. 
Tech. Servs. L “ 
tte : (S92 ae Pa ee) 
Public Afls. OF. _ 
Telephone Ra. __ C 
Director's Sec'y _ MAIL ROOM —_ =) 


a ab 
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» Col. A 3. mackaran 


A memo dated October 17, 1945, | from our New York 
Office said that at that time Dr. Tesla's effects remained 
at the Manhattan Storage Warshayse in some 7§ packing boxes 
and trunks uAder seal by; thc Mew York Qepertment of Taxetion. 
Thea rental for thie storage, approximately $15 per month, 
wes being paid hy Charlotte Muzar, 134 “aet €3rd Etreet, 
New Tork, Mew York, who was listed as an agent for Sava Xosanovish, 


-Or. Teste's nephew ang atninistrator of his estate. (65-47953-14) 


On October 26, 1945, 
a younc sctenteet “who hat eee Tecla’s proteje, 


2rO=z a research Serescresnt un 
These ne 


It was explsine?’ to ee ©: the 


FET halt no juris2iction over Tesla's effects, an“ they ware 
referrad to the office of the Alien Prorerty Custodian. Bureau 
files co not indicate whether the men evar examine? Tesla's 


belongings. (65-47953-15) 
The Tesla effects remained tn rcome 52 ant SL of the 


Manhattan Storage Company. In the 1950s, FBI Agents were told by 
company management that the only recorded visit Rad been gaca 


BI allow the bearers of the Latter ac 
eceacts of Nikola Tesla. (65-47953-15) ? 


by “Federal authorities’ in January, 1943. 
SEP vocalle! that the men hal taken BunsIrous pho 


bis description of the eyuipment uae? would tenc to show that 
a aicrofils reproduction was made of the papers of the Jeceasec. 


(65-47953- 27) 
Sur files do not refleet an, rertinent information 


on the tesla materials since that date. Thefr current whereabouts 
or condtiticn are not reflected in our files. 


Por further information regarding this matter, you may 
wis? to contact the Office of the Alien ee Custodian and 
the other Peceral acencies mentione!) above. ga fe 


I hope that wo have been of assistance to you. 


at: <6 FOIA 

Na@sistant Ddirector in Charsc 
af Consressional 

amt Parsiic Affairs 


(comtrr7tn = On) 


Vo) 


eltscatactasilned 


1 +> lfm 


&t. Col. A, J. Macbaran 


NOTE. On February 9, 198). Col. Naclarar wrote to us inquiring 
@bout the scientific papers of Dr. Nikola Teste. Im 2 return 
detter of darch $9, we inforaeld his that a thorough review of 

our files woult be mate in search of tha information he raquested. 
This was done and he is baing inforust of the regults. Teela's 
papers have been the sabjeet of numerous insuirles by; warious 
individuals ane organizations since his Acathn. FRI receives 

over 20 FOIA requests on this aatter during the period 1973- 

1920, xatter coordinated with POIA Section, RID. 


‘ 
ud ty 
' 


1a3 


OFFICE OF THE UNDER SECRETARY OF DEFENSE 


WASHINGTON. D.C. 20301 — 


RESEARCH AND 


ENGINEERING 


’ 4 APR 1981 


FEDERAL GOVERNMENT 


: / Mr. Roger S. Young 

4 Assistant Director in Charge 

i Office of Congressional and Public Affairs 
Federal Bureau of Investigation 
Washington, D.C. 20535 


Dear Mr. Young, ee 
a _— 


Thank you very much for your letters of March 10 and March 20, 1981,in 
oO 
response to our request re Dr. . We very much appreciate the effort 
NIE Ae | 
that must have gone ““On behalf of the Deputy Under Secretary 


(Strategic and Space Systems), Dr. S. L. Zeiberg, I would like to thank 


you and the people who spent their time searching out the relevant data. 


Sincerely, 
ATTY T f TVALINED 
Hupsin Ws ‘UNC Lassi) fa 
cre =e ‘ . po 
DATE 
Ole, MatLaren 
Colonel, USAF 


ef, Military ‘Assistant 
ra 4 Strategic ant Space Systems 


Lerner Pa mp A 


apap ita PE-210 loo Ag3h- 5b. 


With ENC Josar a /2 _ 
Ses vale th : V-11 yo BPR yo 28 
Vite, r2ne atl ool 
4/8/93 7803 t Sade ae 


B 
nfprromans CONTAINED 67 C- 
H 


FREIN IS UNCLASSIFIED 

paTe4-8-93 py 

FexPA No. 366,68 
362,00) 


_ 21 July 1981 Ly) 
any |) 


Director of the FBI 
Washington, D.C. 


Dear Sir: 


While attending college, I came #Cross an article about the 
electrical genius, Nicolai Cesta. al fe an electrical 
genius with such peers as EDISON and WESTINGHOUSE. Tesla ourstor c= 
designed the basic generator and was the first man to introduce 
alternating current to the people. The article, written in an 
underground SanFrancisco newspaper, stated that Tesla also 

worked with electromagnetic waves and supposedly built a plant 

that could harness the electromagnetic waves out of the earth's 
atmosphere sufficiently enough to use them as a source of elec- 
tricity. The article stated that Tesla built such a plant and 

lit up a city street 150 miles away by sending the electromag- 

netism via radio waves. This method is presently being used in 
electronic warfare. After that, the article stated that the: 

FBI confiscated his plans and buried them in your archives. 

Their reasoning was that such a free form of energy would knock 

out a big chunk of the oil, coal, and nuclear forms of energy 

and their contributions to the economy(money for research and 
employment). All I want to know is if there is any truth to 

this story and if so what was the FBI's reasons and when are the 
archives opened again so that Tesla's work could come to light 

again. Now bear in mind that this man was ectrical genius 

and even had a unit of electrical measure ke aia CaF 7Z. 4.37 
he did figure oyt & way to utilize the earth's electromagnetic 


AUG 11 19g 
waves then I belfeve that we are ready to gradually phase out 


alee ad 


our dependence on oil, ease the volatile tension in the Middle 


East and put all that money presently going to the Arabs into 


ci (Myke 


a a | Or re” ae ae Sa sic ot eae aaa 


Space research, joint international research and deep-sea 
research to help solve our population problem. I am talking 
about huge sums of money being released that could speed up 
the experts present projected times of producing significant 
gains in these still relatively new fields. 

You could at least take the time to check out what I am 
saying and judge for yourself whether or not the archives 
should be opened now to put the world back on a more secure 


heading. 


Sincerely, 


ad 


August 7, 1981 


; KEE iN 40 waist sSisikD ~ 
a PP Pees 
\ é 

\ 

\ 


Judge Webster has referred your letter of July 21st 
to me for a reply. A check of our files indicates Dr. Nikola 
a Tesla's effects were impounded after his death by the Office 


of Alien Property of the Department of Justice and not by ~ 
the PBI. While your interest is indeed appreciated, the FBI 

is unable to answer your questions as we did not participate 

in the handling or have anything to do with the storage of 

Dr. Tesla's belongings. 


To be as helpful as possible, Se ee 
copy of this communication to the Department ef Justice. 


8 a 


Roger 8. Young 
Assistant Director in Charge 
Office of Congressional 

and Public Affairs ~ 


~ Acting Assistant-gjttornmep cenéral.eumiclosure = - 
L<4 


Civil Division = 
Dr. Ye 


NOTE: ee be eo is not nivel wrk 6 in Bufiles. : 
Exec AD lav, | died on 1/7/43 and we have rercaves uA correspondence N. | 


es anes —\ regarding his belongings whi Eyer e dmpounded by the Office 


oot. Dir. £ A 
prac . ° ai reper ty of the Departit Rear baie Justice. 37 
Cin bw A ye \ 18 OF Lb gg | Ue 2 237 
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FD-36 (Rev. 6-26-82) 
FBI 

TRANSMIT VIA: PTECEDENCE: CLASSIFICATION: 

0 Teletype CO immediate O TOP SECRET 

g Fegsimie D Priority O SECRET 

ALTRIEL O Routine C1 CONFIDENTIAL 

1 UNCLASEFTO 
1 UNCLAS 


Date * 


DIRECTOR, FBI 
ATTN: INTD, SUPERVISOR (i 
5) e) 
SAC; CINCINNATI (P) Gy) fe | 
& = 


This communicatien is classified "sedge in its 


entirety. 


Re telephone c , Cincinnati 
| | Division, to Supervisor THQ, on 8/11/83. 


Enclosed for the Bureau and New York is one copy 
each of pertinent pages from the 1981 book titled "Tesla: 
Man Out of Time" by Margaret Cheney, with important passages 
| underlined. 


/ 
ave DO been in contact with SA 
at the Daven, Ohio RA regarding possible FBI 
SECRET ciasdited by sft cen 
Classifie\pby: 8262 Dectasgy on: QADR 
Declassify/on: DADE i) 4, fod > Og 
“y — 
Bureau (Enc. 1 ENCLOSURE a ye / G 
~ New York (Enc. 1) 
2 - Cincinnati 


P 
(Number) (Twme) 


fey, 


cI (came Ss) (6) !) S T 


involvement in the seizing of Nikola Tesla's research papers 
and other documents and scientific instruments after his death 
on January 7, 1943. 


ey. both ~ ned that ‘Tesla was @ “gebentific. 
cents and erimenter . who was_borh in Yugoslavia of Serbian 
arents on 7/10/56, went to school leter in Gratz, 
ague, Czechoslova = and Paris, France. He imi ated to 
‘the U.S. in the ear 880's, worked for Thomas Edison's laborator 
' for a couple of years, then started his own lab after being paid 
$1 million dollars for rights to his patents on his polyphase ~ + 
-“-gystems of alternating current dynamos, which legd to the . / 
harnessing of Niagra Falls for producing electricity -— 
and then the power system of the whole country. He was naturalize 
in 1889. He predicted wireless communication (radio). His later 
experiments in Colorado and elsewhere legd to his producing 
artificial lightning in the millions ‘of wolts. He aleo had - 
atents on the concept of neon and flourescent lights, but he —. 
Tater made little money on his iater inventions, “although he -,.< 
eontinued to ‘do ‘experiments leading to ces of ‘great 
potential worth, which he never patented. He became more 
reclusive in his later years, living in various hotels in New York 
City. In the 1930's he claimed he had developed the concept and 
method of building a "death ray", which could destroy planes at 
many miles distant, for defending America. Also, there are report 
of resonance machines or devices whereby he could shake one or 
many large city buildings from some distance away. 


Both mn: that Tesla donated "some" 
of his papers (or copies & thereo? to the Tesla Institute in 


Belgrade, Yugoslavia; set up in the 1930'q@ in his bonor by their. ; 

government. Biographies on Tesla claim t either the custodian 

of Alien Property and/or the FBI seized his papers and other 4: 
sonal effects, including a safe or safes, and other property 

lerodiately after his death in 1943. This is elaborated on in 

¢ se encroee’ Pd wig of cereale Pages of mexanvet areas s book, (a 

"Tesla ‘aa of Time" ye - 


‘ 


Qa oni: that efter Aderid- Mex Il Tesia's papers were 
"phi pred to sla Institute in Belgrade, Juss EheNis be his 

ne , Sav. who had become Tit assador to the Li 
pegh ” There’ were reports that some microfilming of Tesla's ~~~. 


parece by £ overnment agents while they were still in storage 
n New York under Kosanovic's custody. 
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Also, the Soviet Unjon has elleged!y had edgess +-~ 
to some of Tesla's papers, poesibly in Belgrade and/o 
else where, which influenced their early reséarch into directed 
ehergy weapons, and Butler feels access to much of Tesla'’s : 
papers on lightning, beam weapons and/or "death rays" would 
pe him more insight into the Soviet beam weapons program. ~ . 
is is Butler's area of expertise and responsibility. He ~~ 
has been unable to locate any Tesla papers or copies of same 
in the classified or unclassified jibraries at WPAFB. -However, 
there are reports that some portions of them were shipped by 
the Custodian of Alien Property Office in Washington, D.C. to 
a technical research lab at WPAFB, possibly the "Equipment 
Lab", now closed for some years or reorganized into another 
organization. ee is Br oxts ot 


é ie: aa... both desirous of jennie | 
_ ghe locations of such papérs ef Tesla a9 Aow.@higt in the Us. °:: 


or both intelligence and research purposes. Therefore, >: 
Z 
@ 


would like to examine FBI files relating to Nikola Tesla a 
possibly any on Sava Kosanovic, his nephew who received the 
bulk of his papers after Tesla's death, and may possibly 
have been the subject of FBI investigation. | 


travels to the Washington, D.C. area on 
FID busines riodically and can review FBI files at FBIHQ 
relating to Tesla and Kosanoyic. . 

’ - REQUEST OF THE BUREAU 


The Bureau ie requested to conduct full indices checks 
on both Nikola Tesla and Sava Kosanovic. ; 


Should there be such files at FBIHQ,-as well as at 


” 


Hew Yo ested that Bureau Sar Betton the . 
above of FID, official access to same, in the 
interest o 1 security. Se vs ss 
LEADS e; . a é _ogt “he Pe ele : oe . 

NEW YORK 


AT NEW YORK, NEW YORK 


Will conduct same indices check as requested of 
Bureau and advise the Bureau and Cincinnati of results and 
confirm such files and oe still exist there 
~3- S T 


Fe 


oe op a. . ; , . 
‘eae Bese hg BMG: hae age eee OR EY a, ‘ sighted 
Pek, ee MBIT he ge Et 

. rae oF. eter OFS 
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“A VISIONARY GENIUS AS FERTILE AS 
ANY IN THE MODERN HISTORY OF 
SCIENCE...."” 
Flamboyant, eccentric, almost supernaturally gifted, 
had he been born today he would still be ahead of his 
time. Called a madman by some, a genius by others, 
and anenigma by nearly everyone, Nikola Tesla was 
perhaps the greatest inventor the word has ever known. 


He was a trailblazer who created astonishing, world- 
transforming devices. often without theoretical prece- 
dent. It was Tesla who hamessed the alte mating electrical 
current we use today. _ Testa who actually invented 
radio... Tesla who invented fluorescent lighting and the 
incredible bladeless turbine. He introduced us to the 
fundamentals of robotry and computer and missile 
science, which continue to create and transform the 
future. 


This fascinating new biography, acclaimed by Amen- 
can Scientist as “excellent...4 significant contribution 
to the recent history uf science.” is a nveting journey 
into the mind of the nineteenth-century wizard who was 
Edison's enemy, Mark Twain's frend, J. P. Morgan's 


to many of the twentieth-century S 
most f 


MARGARE F CHENE Ys ascrence weiter and author ot 
two other nonfiction books. She lives 19 Calitomia. 


“The Sunday Times of London 


39077 


Qe wor ie re ar ee ~ “ey 


A 
visionary 
genius. his 
discovenes 
radically 
anged—and 
continue 

to change 

Ww : 
“A dramatic 
and poignant 
portrait.” 
— Discover 
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An artist's rendering of Tesla’s concept of the war of the future. 
The towerlike structures (based on the intended final form of “ 
the Wardenclyffe tower) are directing remote-controlied 
defenses against robot attackers. As Hugo Gernsback wrote in 
Science and Invention, where this illustration appeared, 
; “Machines only will meet in mortal combat. It will be a 


Ei avast nges | 
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The ill-fated Wardenclyffe tower built in 1901-03. It was 
intended for radio broadcasting and wireless transmission of 
power across the Atlantic. (Courtesy L. Anderson, after photo 
by Lillian McChesney) 
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A trio of scientific greats: Albert Einstein, Nikola Tesla, and 
Charles Steinmetz, as they appeared in 1921 in a visit to the 
RCA transoceanic station at New Brunswick, N.J. At the time, 
Tesla was deeply involved in his patent dispute with Marconi. 
Only after his death would the U.S. Supreme Court uphold 
Tesla’s claim to be the true father of radio. (RCA) 


ars Sa Joyo es eg pigs ba, § 


Tesla in his laboratory, 
1898. The device shown 
is an unconnected coil 
illustrating the action of 
two resonating circuits of 
different frequencies— 
today one of the basic 
circuits used in computers. 
The pressure at the end 
of the coil facing the 
viewer (illuminated by 
streamers) is 
approximately one half 
million volts. (Courtesy 
L. Anderson) 


The letterhead of Tesla business stationery recalls some of his 
More important inventions. In the center is the Wardenclyftfe 
tower as it was intended to look when finished. (Courtesy 

L, Anderson) 
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4 si cgiint hers caars oN eueechs Aes becuins Gaal cae cose 
i useful as well as thrilling, he devoted many hours to photographic 
it experiments. 


The equipment Tesla Was perfecting would, he hoped, one 
day be adaptable for commercial use. But first, thousands of observa- 


| one an Sekcate Seer nt 1 


be heard for miles. Butterflies were sucked into the vortex of the 


Went re eee 


: Tito's goal was to set up committees of popular liberation after 
: i left in ' the Russian style, while Mihallouié and the Chetniks favored local 
i laboratory known as the Tesla Institute. administrative authorities under the monarchy Both factions kept on . : 
The combined armed forces of Germany, Italy, Hungary, and kiling Germans and ltaliens but, unortunately, they also continued 

Bulgaria invaded the doomed country Within only days the Yugoslav murdering each other.* 
ety. His Prof. Bogdan Raditsa*, then director of the Information service 


ng in Raditsa, “he tried to reorient Tesla from the exclusive Serbian policy, 
Against them the Nazis and Fascists carried out murderous and he succeeded. Tesla, even before, never felt himself a Grant 
reprisals. In the fishing villages and along the stony slopes of the Serbian chauvinist. He used to say, ‘I am a Serb but my fathertand is 


Adriatic, half the people in hamlet were systematically shot. Croatia. 
Sins, however bcciepes arcana icblah reeves The conflict between Serbs and Croats in exile intensified as 
hited States and England that, not only were Axis forces killing ; the war went on, paralyzing normal Slew diplomatic activities 
Yugoslavs, but rival guertilla factions of monarchists and Communists London, Washington, and New York. 
had begun to vie for Allied support and were shooting each other as If Kosanovic, though a Serb,” recalls Raditsa, “was leading the 
well as the invaders. Struggle for brotherhood between the Serbs and Croats against 
Col. Drazha Mibailovic, a Serbian army officer, led a faction Fotié and many other Serb members of various Yugosiay missions 
called Chetniks (the “Yugoslav Amy in the F; herland”), composed “Radius belonged to @ family in southem Croatie thei had ahways levored & union of 
mainly of Serbian and Bosnian monarchists. With close tes to King Covatians and Serbs. i 


3 


came 

Disturb on 

deaning, The sign remained these the following 
thet. 


aT PALL: 4 i see [Epes 
rea Te ! . 
4 one pa: 8 gg ceg 4 re 
Hie a retell He 
ELLE Ht i + : zi ere Hil ef Us 
fry ane HOHE Hie FHA a 
at en ey ih He 
Her tee lili ie lifes, Tipaatee © 
BE HERE dle Bu Hie sil 
Lee p ELF ibpre GREE t 
HE i. erste i 
He An HE ti 
reel B efectige 43 ary ru thee 
Hi | ae ue Ht 
z TPH oe 
i eet eta 
cEe atria af Eidie ipe 
i Hie ape UU ae 


zg 
| 
2 
& 
F 
47 


The bulk of his , [ Testa 
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in 
appear in the Yugodav-published Notes Only by —"S Sweseywho also had hoped to write biography of Tesla (his | 
Piecing together fragmentary information could the magnitude cf it death intervened), received the following account in 1963 fom | 
[periments be comprehended. former aide of Ambassador Kosanovic's: 
Around 1928 O'Neil, by merest chance, had happened to see “Back in 1943... when Testa died, it was a matter of very short | 
6 leoal advertisement in a New York newspaper annourcins tha te when Mr. K was issued a certificate from or by the Office of 
baxes placed storage by Nikola Tesla would be sold by the storage Custodian of Alien Property conveying to Mx. K full rights to the Tesla 
Nerehouse for unpaid bills. Feeling that such material should ts papers... he had them all packed up and sent aff to the Manhattan 
On nate went to the Inventor and eeked parmiasion to try 1 Storage Company where they remained until ready for packing and : 
obtain funds to saclaim the material. shipping off to Yugoslavia in 952. Mx K paid for storage charges... Na 
“Teta bit the cating,” he called. “He assured me he wns wel All this time the certificate from the Allen Property Office wes in my ia 
able tp take care of his own affairs... He forbid me to buy them ov do possession (in case of nead)... 
anything in any way about them. ; “You will perhaps remember that a number of times Mr. K 
> Shortly after the inventor died, O'Neil got in touch with Sava mentinned the thgt-the custodian gt the storage warehouse told 
Kosanovid, told him about the boxes, ind urged him to protect them, him that seme Gove t guys were ito microfilm some of the 
He was never able to get a positive statement from Kosonent thas hy papers--.. when we openet! the safe the present museum building 
had obtained the boxes and examined the contents. “He gave evete (in Belgrade, Yugoslavia) the bunch of keys, which was the last thing 
‘aesurances that there was no reason for me to worry... Mc K ffung into the safe at the New Yorker Hotel before the 
Others too were interested the papers. A young American combination was re-set to a new combination, were not found in the 
engineer engaged in war work consulted esla on a ballistics engineer. safe, but in an en lirely different box. Also the gold medal (the Edison 
| ing problem because he could not get time on an overcorhal Medal) was missing from the safe Anyway, for years and years Mr. 
Computer, and Tesla’s mind was known offer the nearest thing to it K wes bothered by the fact that esla papers had been gone thru and 
Soon he became fascinated with esie's scientific papers and was lust before his departure from Washington in 1949-50(?) he decided 
allowed to take beiches of them home to his hotel 100m where he sed to follow my suggestion to cali d. Hoover (sic) and ask him. Mc 
another American engineer pored over them each nigh They were Hoover denied categorcaly tal he FBI ev reco hee 
vetumed the next day Procedure which continued for about two The aide said Tesla had told his nephew that he wished 
weeks prior to the inventor's death. leave his works, property, etc., to his native country” (Not only is this 
Tesla had received offers to work for Germany nd Russia unconoborated but the papers were in English. } 
After the inventor died, both engineers became concemed that crite Immediately after Tesla death an exchange of telegrams flew } 
actentific information might fall to foreign hands and alerted Unised between Fraawarth of the fieki division of the New York 
States security agencies and high government officials. Bureau and of the New York Bureau of the FBI. The day 
The relevant records that | have obiained from federal agendes folowing discovery of the body, Agent Foxworth reported: 
S under the Freedom of Information Act reveal strange twtstings and * and research of Nikola Tesla, deceased. Es- 
af inconsistencies in the handling of the inventor's estate. Tesla left tons of Pionage—M. Nikola Tesla, one of the world's outstanding scientists 
papers, barrels and boxes full of them But he left no wilt He was the electrical field, died seventh, nineteen forty three at the 


to . * 
the New York office that on fe 
Save Kosanovié, George Clark, who ts in charge of the museum and 
laboratory for RCA, and Kenneth Swezey ... went to Tesla’s porns in 


that Tesla had conceived and 


to any nation up to the 


wireless tranemission of electrical cusrent. 


Kosanovié later seported to Waker Gorsuch of the Office of 
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to Dr. Trump were Willis George, Office of Naval Intelligence, Third 


preoccupation with Investigating wartime sabotage 
‘As a result of this examination,” wrote Dr my 
considered opinion that there exist among Dr. Tesla papers and 
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material, which remains, just as Ste cade he Gace a aa 
adopted country 


in 
example, Tesla produced artificial fireballs by suddenly causing the 
impressed cecillations to be mone mpid than free ones of the second- 
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we should be able to affect te & 


inspiration from them. 
Durtin C. Cox, a Wisconsin physicist who has pondered Tesla) 


and friends bullt one Tesla coil for a 


who has studied the inventor's work and his ball- 


did understand 
Teslas intentions more clearly, we should be hard put to compase 


” tank oes mainstream of physical yesearch. “In this field,” says Dolphin, “he 


of tums are net necessary for the 


's assessment of Tesla’ 


anticipated modem linear and circular nuclear accelerators. Such 


contained plasmas.” But Tesla's early discoveries and inventions, he : 


concludes, were indeed ingenious and ahead of their time." 
As this book goes to press, the Pentagon is studying the 
creation of a new branch of the armed services, to be known as the 


Farthiings, but for interplanetary communication with our neighbors i 


Tesla's Colorado Springs Notes, 1899-1900, published in =. 
1978 by the Tesla Museum, is avellable through Noli, Terazye, 27, 


found at the Butler Library, Rare Books and Manuscripts, Columbia he 
University, including letters between Tesla and Johnson, Scherff, and ul 
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February 12, 1937 


K 


Mr. Edgar Hoover,Director, x 
Federal Bureau of Investigation, 
Washington, D.C. 


I do not know whether or not the recent series of 
eir crashes on the west coast has attracted the at- 
tention of your department, or whether, if investi- 
gation were indicated, the jurisdiction would be 
your own. An idea as to the cause of these crashes 
has occurred to me, however, and I thought it might 
bear a bit of checking up. 


If you will check newspaper files as far back as 
1934, I believe you will find that the earliest of 
the unexplained ( and apparently unexplainable crash- 
es) occurred about that time. 


As I remember the events, it was during that year 
that three small planes exploded in the air over 
Texas and southwestern Kansas-. and Oklahoma. These 
crashes were not accounted for, either by subsequent 
investigation where the plane occupants were killed 
or by the experience of surviving plane occupants 

in one case. 


Following these tragedies there came a lapse of about 


a year, after which there occurred (likewise without 


apparent reason) the series of crashes which cost the 
lives of a senator, of Knute Rockne, and a number 

of others. All crashes again occurred in the South 
and Southwest. 


Again there was a lapse of time, this one not quite 

a year, and there started the worst series of air 
disasters the country has yet seen. One plane lost 

in the Southwest and not yet accounted for. One plane 
crashes into a mountainside within sight of its air- 
port. And now the most recent incident, the falling 
of a United liner into San Francisco Bay while cir- 


cling its airport, preparators ee IL 4G =|. 
BRLUGKU EY & IsvEXEDV —47q/uUG 

Now in this most recent incident',;- xfetténtort—-~ 

the radio operator at the airport | ea apt. me to ee 7 


highly illuminating. This operator TERE YE 
buzz interrupting his communication 


a loud rosr such as nroduced by the worst. Snag in 


eee ws Ww oe re? vu www 


able static ... then silence. The plane hgd 
into the bay like a plummet. ed 
at Mie4 


ae oO 7% 2 


*Crack pilots do not suddenly become rank hams and 
bungle in handling a ship. Nor do the three motors 
(or even two) on the large airliners, stop simul- 

_ taneously without extremely sifficdént: reason. 

“Th ese things might happen once or even twice in 
a lifetime. They do not happen six and eight times 
@ year. It is not logical that they should. 


rr ms 


I 


To digress for a moment, I recallireading an article 
in a magazine a year or two ago, written by 

tesla the inventor. The article dealt with a new 

vention of Mr. Tesla'ts ... a giant induction coil 

which would project power (high voltage) through the 
atmosphere without the use of transmission wires. 
Mr. Tesla devoted some space to the possible social 
benefits that would result to the public should his 
invention be perfected and become practical. 


I have not heard of Mr. Tesla now in two or three 
years. Perhaps he has left the country. Perhaps he 
is still here. He might stili be working on the in- 
vention described in the above-mentioned article. 
It might have been stolen from hin. 


In any casé, his views on the ideas presented by these 
two unconnected subjects, would he well worth while 
having. And if I had the money and the time, I should 
certainly make an effort to smoke him out myself. 


The thing is simply this: if one man can make an in- 
strument that will project power through the air for 
even so short a distance as 500 yards (the then- 
practical limitations of Mr. Nikolats device) it is 
entirely possibie for another to project power for 
several hundreds of miles. And the effect of such 
uncontrolled power on metallic objects in its path 
is entirely unpredictable. 


Please do not think me a "crank" letter writer. I 
have never before written a letter of this type to 
anyone. But the idea seems to me so within the bounds 
of possibility that I most sincerely feel it will 
bear some practical study. 
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MEMORANDUM FOR Ym. LADD‘, Mr. McGuire__ 
ME ae = a pe we TD T Mr. Harbo 
a: RE: (NENG otar os Mr. Quinn Tamm 
bh) TYOTRIPENTE aT © ISPAPTY Tele. Room _ 
(? OF NIKCIY (SLA (Deceased) Mr. Nease 
’*@) Her eee 1 Mies Beahm 


In a teletvoe-froam the New York Cffice dated Jammary 9, 194¢é, 
tie Bureauts edvice is, reouested as to whet action should be taxen in ~ 
conrection with tkhic matter. It is to be noted that Teela died January 7, 19 
and resided et the ¥ 
scientists in the 


48 
tel New Yorker, He was one of the world's outstanding (6 
wrical field and has beer ccnducting many experinerts 


in connection with wireless trersmission of electrical power and wn«t is (c 


cormonly referr to es tre "Death Ray". 

Seve Yosanovich, a distent relative intensely disliked by Tesla, is 
taxing steps to cet rossession pf these imoortant documents and plans, Kosenovich 
on Januar, 7, 1945, with GeorcafCiark, in charce of the luseum and Levoretory for 
RCA, ard tenets ezey of Brookl:m, New Yor:, entered Tesla's rooms ir tre wotel 
Mew Yorker and, h the wid of a lockerith, broke into a sefe containirs some 
of Teslets valuahbVe papers, includirg imrortant electrical formulee, designs, 
et cetere, 


Tesia is reported to have completed erd perfected his experiments in 
the radio transrission of electrical power and to have conceived erd desicned 
e revolutionary type-of torredo not presently in use by any nation. I* is 
reported that Fosanovich may possibly make this material available to the eneny. 


CTION: 


I called %.. nga of the New York Office et 12:30 P.M. and pointed 
out the apverent burglary violation on .the part of Kosenovich., I told him thiz 
metter should be discreetly discussed with the State's Attorrey in New York City 
with a view to locating Koeenovich and anprehending hin on a burglary charre in 
order to determine the nature of the material he tock from Teslats safe. I 
pointed out the necersity for the State's Attorney keeping an action most secret 
in view of the highly confidential neture of the vlars involved. I also suggested 
that the New York Office contact the Surrogete Court in order that Tesla's effects 
as well as the contents of his safety deposit boxes mizht not be entered without 
the presence of a Bureau Agent in order that we may endeavor to preserve ths es 


y of any plans or items essentiel to the : eigen ay 
bal 
8 I 


> 
Fr 


_ 
ft F-47953 -/ | | WEES 


of ay | damuary 21, 1943 


Reference is made to a teletype dated Juematy 9, 1943, fron the 
and te a phone sonvermtion between Er. J. B. Little 
at Se Sarees ml peer eeer areata) Aomt : ee ere  ees e 


Tt wes peinted out OF By thet Save Besanevieh, Geerge 
Clark ant Kenneth Swessy @ berglary vialatian by ante 
fesla's roens after his aut pe rthenpehy by using 2 leckenith to get 


the safe of Nikola Teala. It was alsc suggested thet the New York Office 
eontact the Surrogate Oourt, in erder that Teala's effects, as well as the 
eontents of his safety depoelt bexes, might act be entered withesh the presence 
ef an igent, in erder that the secrecy of any plone or ites essential to 

the comiuct ef the war or aational security aight be preserved. It ms stated 
that Xosancvieh might pescibly asks certain material available te the enemy. 


A review ef the Burven filles reveals sonsiderable information eoncern- 
fing Wikole Tesla and his inventions and it should be nsted one Micola 
Teela, who might have been identiesl with Nikole fesla, mde & speech at the 
Grange Springfield, Massachusetts, em June tg the auspices 
ef thei e ef Soviet Russia, | 


5 


‘cGuire 
arbo 
uinn Tamm_ 
pase 

raucy 
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SAC, Mew York on 


Ho record ef Kenneth Suesey eould be lecated in the Bureau files 
fros the informtion evaillable, 


The foregoing information is being furnished fer peesible future 
referenee in connestion with this casr and it is desired that the Bureau be 
ept promptly and eurrentiy inforned of a1) developments ia this ease. 


Very traly yours, 


dein Dagar Beover 
Director 


is — 
dp we At : 
geen 
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Federal Bureau of Investigation 


United States Bepartment of Justice 
New York, New York 


RBC: PM March 19, 1943 


Director, FBI 


1 JECTS; SAVA-KOSANOVICH; |“ 
RXPERIMENTS AND RESEARCH OF BIKOLA’Wrsta 

(Deceased); 
ESPIONAGE, MISCELLANEOUS 


Reference is made to the Bureau letter in the above-captioned 
matter dated January 21, 1943, in which it 1s steted that it 4s desired that 
the Bureau be kept promptly and currently informed of all developments in this 
case. 


In view of a telephone call from Mr. Little of the Bureau 
to Mr, T, J. Donegen, Assistant Special Agent in Charge of the New York 
Office, dated Junuary 14, 1943, in which Mr. Little stated that the above- 
captioned matter was now being handled as an Alien Enemy Custodial Detention 
matter and therefore no further action should be taken in the matter by the 
New York Field Division, this case is beinz conaidered closed in this Office, 


unless acvised to the contrary by the Bureau at some future tine. 


fe 
Very truly yours, Cities 
OP fe _—_—— 
Cc. 


z, z. CONROY 
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TITLE ray) CHARACTER OF CASE 
- SAVA M. KOSANOVICH, with alias INTERNAL SECURITY G. 
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SYNOPSIS OF FACTS: i Ey 


wo) 


mts and effects -to 


a 
a oe dian, NYC, for NICK 
A SE acy aN 
-RUC- 16 UNCLASS}Y Wm, 
— Barre se aetec = 
REFERENCE: Letter from New York Field Bae sion dated 2- ° 
DETAILS: AT DOVER, DELAWARE 


a 
( 


Mr. ABE SPANEL, President of the International Latex Corporation, advised that 


stated tha: 
he had been a very good friend of NICK TESLA who has died recently and that 
be believes that the subject is a third or fourth cousin of TESLA and thet 
when TESLA died, the subject was his only close relative in this country and 
TESLA's effects came into his possession. 


(Q 
X 


SPANEL related that the subject had recently turned over to the government 
the majority of the patents of NICK TESLA. SPANEL described TESLA as being 
one of the greatest inventors that has ever lived. He stated he h&d more than 
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900 inventions and patents. SPANEL stated that at one time TESLA hed 
an invention in which he was able to direct electrical current without 
the means of a conductors He felt that this type of an invention would 
ve of invaluable asaistance to any country at war and for this reason 
felt that TESLA's inventions and patenta should be put into the hands 
of proper Goverment officials, where they might be put to the best 
advantage for the United States. He does not believe the subject is 
engaged in any un-dmerican activities and stated that he was more than 
willing to turn these patents and inventions ever to the proper Govern- 
ment agency. He asserted that before TESLA died, be had spoken to the 
sudject regarding his becoming a United States citisen and SPANEZL 
believes that he is a ey 


SPANEL aleo stated that the-eubject had handed all of the effects of 
the deceased TESLA to the Alien Preperty Custodian in ilew York City. 


SPANEL advised that the day before TESLA died he had tried to get in 
touch with War Department officials in Washington in order that he aight 
make available to them patents and inventions that he had developed. — 
However, he was not able to get in touch with the proper authorities 
and he died the following day. 


SPANEL advised that the Yugoslavian Government had been sending TESLA 
approximately $600.00 per month for sometime prior to his death and 
this was described as being a sort of pension. 


regarding the subject to Special Agent of the New York 

Field Division. He also ad~ised that » Science Edito 

New York Times and BILL LAURENZ, Science Feature Writer, New York Tines 

and the Science Editor of the Herald Tribune would be able to elaborate 

on sane of the acocmplishments of NICK TESLA and that the June 1900 3 
‘Z 


SPANEL stated further that he has previously turned over information | 
Py 


issue of the Century Magasine also contained an article relating to 
the inventions ef TESLA. 


SPANEL also stated that he believed BLOYCE FITZGERALD, Pierpont Hotel, 
Broo York, Secretary to TESLA, has been contacted by Special 
Agent 

he 


that if the New York Office wishes to contact SPANEL 
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: ogee ee Mr. Harbo 
Kh: SAVA KOSANOVICH Mr. Quinn Tamm__ 
LIntbiiAL SLCJ:ITL (Gc) ; Tele. Room 
. CUSTOPIAL DETLATI?: Mr. Nease 


j } =— 
ét tnis tine SA a of the New Yorn office telephoned, jy 


statins on tne orevious arte rnoon 
. ot office 


stated tuet sne woulc sixe 


wo teLet.ves wien tne hey. Yorn 
office forsraed to tne puree unner cutes of Janwery Dane Lyles Li 
CSE ee Uaav de. SSRIS CTS, Feud "29, seehr Dobal& ALL Aroha st 
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Liece telety- es is tict sorts, citer aicore Tesla, sue cf tae weracts oO: 
cele. tists in tne eiectrica. fieiu, clec in als aoves rod at wen Yorn & 
January 6, i943, Sava Kosanovich, « Gistant resative, and otaer inaivicea 
entered nis row, and ooened & saie, exactinin: certein meteriels witon se 
Ww. Jenusrv #7, .r. Le 4 Suite of trie Deoartaent auvisec are Ta to' 


° Cs ~ 
Cencerniea about tne sossibility of enem ccents confiscztinr sore af tie tras 
of Tesii and tauat avserenti, tuc Alicn Pro-erty Custocian wos tein. sorte action dn 
teois unstter. Inescuc. és tre etter wes veins fanuigu 0 t.€ alien ore 
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Sedrral Burean of Investisation 
United States Aepartment of Justice 


New York 7, New York re 
aseoye 
goat? Aeivee CONF IA NTIAT, 


ss OTS See! 
Director, FBI ~~ r . ee hawt 
| rector, PSs Catt. 


Re: UF sy RSG tw 
siicposmiavr a: 
Experiments and research of NIKOLA TESLA (deceased) 
Dear Sir: Sor ONery e 


A gt Barred 


Reference is made to the Pureau letter dated January 21, 1943, which 
bore a caption similiar to that mentioned above. 


The refererced letter dealt with the death, on Janvary 7, 1943, of 
the fanous inventer, NIKOL: TTSLA, who as well as being the inventor of 
Alterrating Current, perfectec many electrical devices. He is also creditc: 
with having dev-lones the so os lied tideath ray” which would safeguard anv ; 
counury fron attack by air. 


Mm dune 9, 1,5, a New York City furnished 


information of a nonzerecific natere indicatine thet it was his belief that 
persons synnathetic to Russia were marking ac effert to secure the effects of 
. Nrbor, TESLA in order salvare th=refran ary models cr desipns of possible 
{ military value. claimed that he heard that ASRAUA’ N. 
m™SrANT , Presidert oa? the WATTORAL LAT. 7 “Pere evTON, of Dover, Delaware was 
the motivating influence behind this attennt to obtain TESLA'S parers which 
ave vresently held in sterare at the ervarpan STARAC™ WARTHOUSS in New York 


Sty. rotised to retnvn 49 the New York Viele Division shortly 
after his initial visit and furnisn Turther ané more snecifiec inforati ie) ue 
a suport his clatns. BRR. YIGE. Sg. / 
~ ENCLOSURE ATTACHED sd! 
Bene He was hasrd fron acain, however, until Septerter 27, a 


* 


which time he urn shed the following add* tional infornation: : Ge 


He gaia that a boyhood chim of his from Wichits, Kansas, BLEY: 

—“ETTINEPATN, had been TESLA'S protere and one of the inventors few confiderts. eo) 

According + » TTTZCPRALD who is ae an Army “rivate stationed 
Nat Mrieht Meld, Darton, hic, is a brilldant 29 year old scientist who srent 
endless hours with "ZSL4A prior to the latters death, during which time TUSTA 
explained tu him most secret experiments. ea stated that FITZCE>ALN 
“* met TEST4 in Novenber 1942, but he had been corresponding with the latter 
ne Tey sine: 1635. According to the infornant, TITZCTRALND had develoned some sort 
ee of anli-tenk cun, the details of which he rresented to TTSLA who made cerita? 
corrections in design and svoecifientisns to further perfect the weavor. 


wTTCe ALT 


dee pe ge syretme in Decenber 1942, when 
A 


mac ettendine a meetine oF the7ATRIGAY SUT TTY AP MSCRANTAA, TNOTETERE, 


mace the acquaintance os APRARUA STANT! who becate interested in TTTUCTRALDIE 
rye nm @ 
ose RFETUKN TG 
IWOELING vie 
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/ “letter, DIRECTOR, Bi ated G.vober 17, 1945 


KY 65-12290 ; - 3% 


? 

gun. SPANEL offered financial aid to *ITZGERALYD and the two were in the 
closest contact with each other for a considerable period of time. 

said that FITZGERALD had lined up a deal for the purchase of 
the gun by the“PEMINGTON ARMS COMPA'Y.»ut for some reason SPANTL blocked 
this deal by reaching top men in the-*REVINGTON OMPANY. SPANEL is then 
reported as having obtained a:-job for FITZGERALD with th& HIGGINS S*IpPp 
BUILDING COMPANY in New Orleans and negotiated a contract with FITZGERALD 
: the rurchase and manufacture of the gun in a manner which would return 
80% of the profits derived to SPANEL, 


» stated that in November of 1943, for some unknow reason 
buet which he b-lieves to be attributable to SPANEL, FITZGERALD was fired by 
the HIGGENS OMPANY. In September of 1944, FITZGERALD was inducted into the 
Army and for a considerable period of time was located at an ordinance 
experimer.tal station at Flgin Meld, Florida. i stated that at 
the tresent time FIT7GERALD is engaged in a highly secret experimental 
project at Wright Field in Dayton, Ohio. In svite of his rank of Private, 
FITZ°ORATN actually is the director of this research and is workirge with 
mary ton young scientists who were inducted into Army from leading industrial 

According to 


posts. 

ae. TITZCHRATN 4s presently working on the 
perfection of TUSLA'S "death ray" which in FITZC=RALD'S opinion is the only 
possible defense against offensive use by another nation of theAtonic Bombe 
In this connection, it ig noted that the-Sew York Times’of September 22, 1940 
ir an article entitled MSCTarC: IN TH. NEWS" by WILLT AV ACLAURENCE, Science 
“ditor states that TESA devulged to LAUR ONT. the fact that he had develoned 0 
a "Geath rav™ or Whel-force™ which TOSLA clsinec would melt airplane motors (ty) 
et a distance of 25C rites, so that actually an invisirle Chinese Wall would 
be built around a country against attack by an enemy air force. 


Aecerding to the article in the“frcs, this electrical device would 
operate by the generation of power from a plant, a mumber of which might be 
located straterically alonr our coast lines and tre bean from which would 
melt any enrine within a radius of 250 miles. 


Pret od steted thet during FITZGURATO'S acquaintance with 
SPAYTL, FITTGTRALT hed told ST™ANUL of his associations with TYSLA and hac 
apparently described to STANTI, some of TEUSLA'S most secret work. 
believes that SPAN TL, who he cleims is definitely pro-Russian in attitude, 
is now attemptin; through legal procedure to secure custody of TESLA'S 
e*fects which are now held by TESLA'S only heir, one SAYA KOSAN VICE, who 
is presentiy in Yugoslavia occupyinzs scone governmertal pos*. 


Tt will be recalled that in an article published on “arch 15 eee 
by the? V7NT PRATTES SYNMT CATS TE SORPORAT'N, WPSTS2O0K-E=, GLER charged $ "s: “ANE 
with spreading oro-communist and pro- Russian proparanda thr -veh his Full 
pare advertisement in the newsraevers, which SPAMS]. characterized as being 
published for the WuTEQ ATTA LATTY MROMTATION, AS a public service featu.e. 
Tt is aiso interesting to observe tha: ‘n the New Vork Times of Octobe~ ", 
1945, an article a.pears which states ‘nat SPANSL is suing the KINC PUATURS 
SYP ICATS TNOORTORATED for six million ‘ollars alleging the colwan by 
TO-@ITR in have been vafirrduee 


-2- 003702 
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Letter=- Director, ™ Oct 27, 1945 
NY 65-12290 line oe 


Ss stated that through "ITZGERALD he too had met SPANTL 
and fron this personal acquaintance he formed the opinion that SFANEL was 


efinitely a canmunist and is probably one_of the financial supporters of 
the\Conmunist Party in this country. stated that SPANEL was 
born in Russia, but.is now an American citizen. He also charged that SPANEL 
exerted tremendous political influence in Washington, D. C., and said that 
one of SPANTL'S closest political friends was HENRY ALLAC®. 


yan ene 


C 


advised that two agents fron Armay Intelligence contacted 
and stated that in an investigation to determine the qualifications of 
FITZCeRALD for a commission, they had developed information indicating that 
SPAIN was definitely endeavoring to secure possession of THSLA'S effects. 


indicated that Army Intelligence was pursuing an investigation 
along these lines in an attempt to ascertain the co.plete story in this 


regarc. psgeh vretee ae 


} gtated that TIT G"RALD nad interested a groun of young 
Arny scientists now working with hin at Wright Meld in this foundation, and 
their pliimate goal is to semre the support of a wealthy backer in order that 
a foundation nieht be established and that a sort of “idea factory" nifht 
result. He said that they intended to contact HENRYT FORD, SR., to solicit 
his aid in this regard. 


related that probably the greatest idea of TSSTA'S was 
thas involving the wireless transnission of electrical power. He clained 
that TUSLA had performed a successful experiment many years aro at Pikes 
Peak, at which time he harnassed local current fron the sun's rays which he 
built un into a huge rotential of electrical energy. al said that 
acconding to TTTZCTPATH, 47 this idea could be furth-red, all electrical 
enerc-y to operate the world's machinery mieht be gotten absolutely free rather 
tnan ov the costly method with which electrical power is presently generated. 
Ke gtia that his idea was to conduct further experiments alone this line 
tn hina where the nee? “or electrical power is very great. 


Tnauiry was made at the "ASATTAN STORAGE WAQENOUSE in New York Citi, 
ard it was determined that the e*fects of NIKOLA TSSLA are contained in ee 


\10 


-, Letter, MMrector, - 
65-12260 =~ er 17, 195 
esa, 
Par are 
75 packing cases and trunks and are presently unde> seal by the New York 
State Department of Taxation. It was learned that the rental for this 
storage, which aprroximates £15 per month, is being paid by one CHARLOTTE 
wliU7A2, 134 Sast 63rd Street, New York, New York, who is listed as the agent 
for SAV4 KOSANOVTCR, 


Insuiry was also made at the office of the Alien Property Custodian 
in New York Citr, concerning an investigation conducted by this office at 
the time of TEZLA'S death, and at which time the latters property was placed 
under seal by tie In’ ted States Government. ¥r. WALTER CORSI'H, Chief 
Inve stteoeOr for the Alien Property Custodian, provided a cover letter and 
a sunnary of natergls owned by TESLA at the time of his death which was 
examined dy JOUN GASRUMP, of the office oMSCIENTIFIC RESRARCH % DUTTLAP- 
‘MENT. Mr. GORSUT afs> stated that hic file in this matter reflected thet 
on the night TUSLA dicd his safe was forced open by a representative of the 

we S2O2T & WALKS® SAF= COPCPANY. It was Mr. GORSUCHIS belief that a Vr." SS277zyY 
who is believed to be one of the editors of the@3°°LAR S°TINCE MACAZIIT was 
present in TUSLA'S rom shortly after the safe was opened. These individuals 
were ‘“IT7LISTREONIE, EDWARNNPAL'CR, and JOH J. NORBETT. : 


suai are Sncloses herewith tro Lypewrittar. copies of the resort by 
Yr. TRIS of the ALTID PRISETY SVs NTA reFlectine the findings of ‘fr. 
THD, ptovtne Vie exarinetion of “TSLA'S effects. There is also enc! sged 


herewith a photestatic conv of a ltet of rersons associated with MTHCLA . 
T2314, This latter ites was Surnishe! ,y ; ) 


The above infomation is “urnished for the Bureau's information, 
an? no investication is »eine ecncucted by thie o*fice. 


Very truly vours, 
; A ene 


3. “nelos ites 'e) 


Moo) 4 


I13 


t 


ook 


‘ an 


Wr. Welter Goreuch, 3 1 
Alien Property Custodian, ‘ 
120 Broadway, ; 
New York, New York, 


Dear mr 


' At your pewaaey and that of Mr. Joseph T, King of the . 
Washington office of the Alien Property Custodian, I have ex- » 
amined the private papers, writings, and other property of the 
late Dr. Nikole Tesla with the view to determining both their 
' possible usefulness to this country in its war effort and the 
possible hesard attendant on their falling into unfriendly 
, hands. - 


This examination was made at the Manhatten Warehouse, 
52nd Street, New York City, on January 26-27,-.and included all 
of the notes and material in Dr. Tesla's immediate possession 
at the time of his death and now in the custody of your office, 

_ For reascos indicated below,: no investigation was made of material 
fa trunks which had renained wotouched in the besesest of the . 
hee Yorker Hotel for ten years prior to Pr. Tesla's detsth. 


As a result of this examination, it is ny eonsidered 


devices, or actual apparatus ehich pees be ef significant 
value to this eountry or which would constitute a hesard 
I can therefore (no)tecknical or 1 military 
pee ae ee | Should be retained, — 5, 


2 Fe polls dcodeds there tins haan eeusvedGa soalathine. 

‘8 “file ef verious written meterial by Dr. Tesla which covers - 
. typically and feirly completely the idess with which he was cen- 

" eerned during his later years. These documents are erumer ated 
_— briefly ebstracted in the attachment te this letters fo 


ae 
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ppinion that there exist among Dr. feela's papers and possessions 
eS pientific notes, descriptions of hitherto umrevealed methods 


So. Cy  ~ « «=O 
13814 


Wa = Jamary 30, 1943. 
It should be no discredit to this distinguished engineer and 
ecientist whose solid.pontributions to the electrical art were 
made at the beginning of the present century to report that his 
thoughte and efforts during at least the past fifteen years were 
primarily of a speculative, philosophical, snd somewhat pramo- 
tional character——often concerned with the produc\tion and wire- 
less transaission of power=-but did not include sound, work- 
able principles or methods for realising such results. 


Very truly yours, 


; JOHN G, TRUMP, 
Technical Aide, 
Division 14, NIRC. 

Enclosure. 
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ABSTRACTS OF DR. WIKOLA TESLA'S WRITINGS 
RETAINED AS EXHIBITS 
FOR THE ALIEN PROPERTY CUSTODIAN 


1. i a : 

On Jarmary 26 and 27, 1943, en examination was made of the 
technical papers of Dr. Nikola Tesla which, after his decease, had 
been stored in the Manhattan Warehouse in New York City. This ex- 
amination was made for the purpose of determining if any ideas of 
significant value in the present United States war effort could be 
found among his possessions, Participating in this examination were 
Mr. John C. Newington, New York Office of the Alien Property Custodian; 
Mr. Charles J, Hedetniemi, Washington Office of the Alien Property 
Custodian; Dr. John G. Trump, Office of Scientific Research and De= 
velopment, Massachusetts Institute of Technology, Cambridge, Massachu- 
setts; Willis George, Office of Naval Intelligence, Third Naval Dis- 
trict; Edward Palmer, Chief Yeoman, USNR; John J. Corbett, Chief Yeo= 
man, USNR. 


2e 

The following papers, which are regarded as typical of Nikola 
Tesla's writings and thoughts in the period of 1925 to 1942, were removed 
for the purpose of record and are listed below in the random order in 
which they were found, together with a brief individual abstract. 


Exhibit A 


ssibilities of Electrostatic Generators® - en undated | 
‘greticls probably written about 1934 discussing the possibili- * nate oe 
ties, as a source of high-voltage DC power, of the Yan de — 
Graaff type of electrostatic belt generator. The article 
states correctly the electrostatic principles employed in this 
device and points out that such generators are not suitable 
for commercial high~poner applications, though of undoubted 
eclientific value, Tesla's wireless tower, erected in 1902 on 
Long Island, is stated in this rn to have been ie 
to 0 million volts. 


memorandum involving some calculations of the explosive power 
of certain compounds and then deviating to a discussion of the 
possibility of transmitting power by mechanical Eee 
along the earth's crust. ' 


ooovco? —i( (tt 


| pable of very great power. This generator is used to accelerate 


bit bs 
ra 


stuprocess © of De-Gassifying, Refining, and mata Metals® - 
a 4l-page memorandurg probably written about 1930 dealing with 
the ebove sumject and proposing new theories of capillarity and 
eurface tension. This correspondence indicated that this had 


been submitted to various oe ——,,€, 


veaber &, 1935, maswers questions raised by Soviet engineers and 
scientists regarding Tesla's mroposel of May 16, 1935. Fron 
this enswer, it is deduced that the proposal concerned the gen- 
eration.of high voltages by electrostatic means. These means 
consisted of a high-voltage terminal presumably supported on an 
insulating column and charged by @ gaseous charge conveying 
modium passing between ground and terminal, The ideas contained 
in this memorandum are fairly similar to 
electrostatic generator mekhods proposed = ie and 
do not appear to offer any umesual features. 


Exhibit B 


Huart of Telegeodynmics, ofMirt of Producing Terrestrial 
Motions at Distance® — This document, in the form of a letter 
dated Jane 12, 1940, to the Westinghouse Electric & Manufacturing 


“Company, proposes a method for the transmission of large smounts 


of power over vast distances by means of mechanical vibrations 
of the earth's crust. The source of power 4s a mechanical or 
electromechanical device bolted to some rocky protuberance and 
dmparting power at a resonance frequency of the earth's crust. 
The proposed scheme appears to be completely visionary and un- 
workable, Westinghouse's reply andtoates their poe rejection 


of this idea, 


hod of producing very high veltages end ca 


charged particles, presumably electrons. Such a beam of high- 
energy electrons passing through air is he “concentrated non. 
@ispersive® means by which energy is transmitted through natural 
media, As a component of this apparatus there is described en 
open-ended vacuum tube within — the electrons are first sc- 


 eolerated, 


rr Dy 
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‘pebivit F (cont.) 


- fhe proposed scheme bears some relation to present means 
for producing high-energy cathode rays by the cooperative use 
of a high-voltage electrostatic generator end an evacuated 
electron atcelgration tube. It is well know, however, that 

‘ euch devices, while of scientific snd medical interest, are 

-Ancapable of the transmission of large amounts of power in 

‘non—dispersed béems over long distances... Tesle's disclosures 
in this memorandum would not enable the construction ef workable 
combinations of generator and tube even of limited power, though 
the general elements of such « combination are succinctly de- 
scribed. . 


bit 


A circular by Caro d, dated September 10, 1938, en- 
titled emendous New er Soon to Be Unleashed". This de- 
scribe popular style acme biographical information concern- 
ing Nikola Tesle and some ideas for the transmission of power 
on which he is stated to be working. It appears that the 
method of transmission is by the mechanical resonance method 
outlined in Exhibit ¥F, above. 


Exhibit H 


This exhibit oonsists of a series of letters to represen- 
f tatives of the British Government dated August 28, 1936; Octo- 
ie 2 bar 26, 1937; December 15, 1937; and April 5, 1938, It includes 
/ a reply dated January 7, 4938 » from the British Goverrment. 
These letters offer to the British Government, for a fee, the 
/ - @isclosure of a means for accelerating to high energies minute 
} particles. Such beams would constitute a death ray capable of 
; _ the protection of Great Britain from air attack, 


“4° >. fhe method proposed is essentially that described in Exhi- 
_. + ‘bit F above. Following the initial letter dated August 26, 
-* .- 1936, the subsequent letters attempt to clear up the "#isunder- 
.  “* gtandings® of the British representatives and to expedite their 
- 4... 2° 1. aeceptance of the Tesla proposal. The British reply dated Janu- 
be ee Ten og - ery 7 is 8 polite expression of disinterest in the proposal. 
he Le a ae eee Ne a ees vf af “9 pea a ; 
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An undated memorandum written after Tesla's 79th birthday 
describing several discoveries which he believed he had made. 
The first related to a dynamic theory of gravity which is de- 
scribed as not yet completed. The second stated as e physical 
wwuth the belief that "there is no energy in matter other then 
that received from the environment", This second statement, 
which is discussed at length in this end other writings of Tesla, 
indicstes his disbelief in the ofeTefoi0): ha atomic or muclear 

| i713 


? 


+ 
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tate? as 


# 


energy. 
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Bxhibit J 


; sit vethod of Producing Powerful Radiations® - an undated 
memoran: in Tesla's handwriting describing "a new process of 
generating powerful rays or rediations®. The memorandm reviens 
the works of d and Crookes, describes Tesle's work on the 
Pproducation of high woltages, and finally in the last paragraph 
gives the only description of the invention contained in the 
memorandum, This description is as follows: “Briefly stated, 
my new simplified process of generating powerful rays consists 
4n creating through the medium of a high-speed jet of suitable 
fluid a vacuous space around a terminal of a circuit and sup- 
plying the same with currents of the required tension and volume", 


Exhibit K 


A letter to prospective licensees on telegeodynamics dated 
December 27, 1941. This is a single-page letter with the type- 
written signature of Dr. Nikola Tesla, in which he addresses 
himself to the prospective licensees of telegeodynamics, states 
that over ea half million dollars was spent on this development 
with funds contributed by the Morgans, Crawford, J. Je. 
and Fish, as well as commercial organizations, and states this 
to be a new art with which *unvelievable wonders can be achieved". 


Exhibit L. 


Tesla's a System of Fluid Propulsion®. This is an un- 
dated memorandum of about 20 typewritten pages describing a sys- 
tem of fluid propulsion in which the conversion from hydraulic 
to rotary mechnnical power is achieved by passing the finid be- 
tween flat cirouler teks, shaltcemntee and enclosed in a cas=- 
ing, 


This aun ceandics written about 1925 describes in general 
terms a kind of hydraulic turbine which seems practical, There 
‘is copious evidence emong the other of Tesla's papers that this 
idea was generally disclosed to appropriate individuals and 
that it received favorable comment and possibly some use. Some 
of phere ‘Comments are contained on = zeae pege of the exhibit. 


om, 


bit 7 ee ee 
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* *The — of the Futures - & memorandm coparently written 
her tes probably in response to a request from some popular 
science group for an opinion as to the source of future power. 
This memorandum reviews the gradual evolution ef power sources. 
It discusses in some detail the possibility of atomic power and 


states as his opinion that atomic power is not feasible. The 
discussion of atomic energy is apparently confused to some extent 


ry 
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Exhibit M (cont.) 


with planetary energy. The article further discusses the 
subject of wind, tides, lightning, and water power as a source 
of commercial energy. The last sentence of this metiorandm 
states: With my wireless system, it is practicable to trans- 
mit electrical energy at a distance of twelve thousand niles 
with a loss not exceeding 5 per cent. I can conceive of no 
advancea which would be more desirable at this time and more 
beneficial to the further progress of mankind.* This memorandum 
constitutes an interesting generalized discussion of the various 
sources of power, It is qualitatively correct for the most 
part except probably in that portion which deals with atomic 
power, 


Exhibit N 


—_ 
eThe Transmission of Electric Energy Without Wires" - an 
article by Neesla in theaElectric World, March 5, 1904, pages 
429-431. <A general, somewhat biographicsl article on Tesla's 
early work with some speculation on the possibility of long- 
distance wireless transmission of large amounts of energy. 


Exhibit ¢ 


‘ I 

Aton System of Wireless Transmission of Fknergy* - an 
article by N. Tesle infelegraph and Telephone Age, October 16, 
1927, pages 457 and 460. An article which traces the early 
work on the production and transmission of electromagnetic rs- 
diations, describes Tesla's efforts to increase the amount of 
power which can transmitted without wires and concludes 
with a proposed/World System" for the wireless transmission 
of both power and commnications. No workable disclosure of 
a weans for accomplishing this is included, and such generali- 
ties as suggest the approach which Tesla had in mind do not 
seem capable of accomplishing the desired result. 


Exhibit P 


interview with Dr. Nikola Tesla" by Alden P;\Armagnac 
for¥fopular Science Monthly, May 24, 1928. An ll-page memoran- 
dum written in popular conversational style describing an in- 
terview with Dr. Tesla and reporting bis present work. This 
report includes statements on a new airplane, on rocket ships, 
on the wireless transmission of power, on a world system plan 
for the transmission of speech and television, on the imprac- 
ticability of harnessing atomic energy, on radio activity, end 
on the acceleration of charged particles, such as cathode rays, 
by high voltages, 
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Exhibit ¢ 


_ AD agreement dated April 20, 1935, between Wikola Tesla 
end t org Trading Corporation, in which Tesla agreed to 
supply » specifications, and complete information on a 
method and apparatus for producing high voltages up to fifty 
million molts, for producing very small particles in a tube 
open to air, Gor increasing the charge of the particles to 
the full voltage of the high potential terminal, and for pro- 


_ Jecting the particles to distances of a hundred miles or more. 


The maximum speed of the particles was specified as not less 
than 350 miles per second. The receipt of §25,000 fee for 
this disclosure was acknowledged this agreement, which was 
signed by Nikola Tesle and by AXBartanian of the Amtorg Trad- 
ing Corporation. The method referred to in this agreement is 
apparently that described in Exhibit F, above, It is probable 
that Exhibit D, above, is an effort by Tesla to clear up the 
questions raised by Soviet engineers after the subject dis— 
closure had been made. There is no evidence that the inven- 
tions and information referred to in this agreement are other 
than those described in a number of Tesla's papers and pub- 
lished articles, It should therefore be expected, and it is 
substantiated by Exhibit Dp, that thie disclosure subsequently 
proved unworkable. 


An examination of severel items of scientific apparatus esmong 


the Tesla efforts at the Manhattan Warehouse and in a deposit box at the 
Governor Clinton Hotel showed those to be standard electrical measuring 
instruments in common use several decades ago. 


Mass. Inst. of Tech., 
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List ¢ OF — ASSOCIATED WITH NIKOLA TESLA 


. Kerrigan, Million - 89 Logan Ste, Brooklyn, N. Y. . - 
Employed as building supt. Washington Market, Brooklyn. 
Mr. Kerrigan was the messenger boy for Postal are 
“" Pelegraph some years prior to Jan. 1943. At Mr Tesla's 
request, he continued his services as special 
messenger when convenient. He had called upon Tesla 
the week prior to his death and has much valuable data 
and information concerning Teslats contacts. I first 
mot Mr. Kerrigan at the Frank Campbext funeral churches — 
~ Baumgarten, Charles - "Room 1203, Munietpal Bldg.» Budget Bureau, NoY.Ce 
ie tas aoe Mr. Baumgarten was met at the funeral and ° 
_. Mr. William Lawrence of the New York Times and myself — 
-* had lunch with him. Mr. Baumgarten knew Tesla and 
_, his connections with the Queensboro Bridge end many of. 
a his Gove lopments of Civic interest. ce 


_ Skerritt, Mise Dorothy PF. - Office, piddle Purchasing Company , 107 Chambers ~*~ 
Street, NeYele ° Wo. 25500. 
_ =~ ... Residence: Hasbrook Heights, New Jersey ree 
'. "" Wiss Skerritt was seeretary to Doctor Tesla from. 1912 
“ wntil 1922. She is familiar with the Marconi patent 
suit, many of Tesla's scientific theories; knows the 
_mames of some of his friends; has witnessed 
‘demonstrations in his laboratory, then at 8 W. 40th Ste 
NeY-C. Miss Skerritt also knows that between 1916 
‘and 1918, Doctor Tesla was at the Blackstone Hotel, 
Chicago and may have material there. She can give 
account of many of his deals with various firmse 


is | Merrington, Marguerite - 46 W. 97th street, NWeYeCe = Riverside 9-8186 
Miss Merrington has known Doctor Tesla since 1893 
and has been a guest of his on several occasions at 
the old Waldorf Hotel and at his laboratory in 1894 . 
on Houston Street. Kiss Merrington recalls the “2 4 
lighting effects without filaments and his radio ... 
sontrolled boat demonstrations. She also recalls 
statements regarding communication without wires by 
means of a small instrument. She has witnessed many 
laboratory experiments including power transmiss%on 
without wires over short distances in the laboratory 
_and also metallic plate suspension. He had alse - 


Mis legit he ‘ie, tated stout. cmmynioet ion — mars to here 


Bais, Mra. Agnes, Se “337 E. 52 ste N. YoCe Plaza, 3-234) 
Mrs. Holden is the daughter of Robert U. Johnson 
(deceased) (1936) who was a close friend of Tesla 
for many years. LKrs. Holden first met Mr. Tesla .~ 
at her father's home when she was about 12 years “old. 
‘The Johnsons were connected with the Century Magazine 
which published many articles regarding Tesla. - 
Mr. Johnson wrote several poems about Tesla, one of 
which sppenred in the April, 1695 issue of the 


1$2 


_. ‘Century Magazine and the others appeared in 
; S “®Poems of 50 years, 1880-}930 by 2 
. Robert Underwood Johnson. Mrs. Holden has been +. 07." 
: . in close contact with Yoctor Tesla and has eo Se 
~¢* witnessed many of his demonstrations including 
= that of the oscillator of 1899. She recalls the. ~-— 
“near destruction of the laboratory. Since = “2 °°.” 
> World Ii" , she has talked with Voctor Tesla ie 
“with regard to instruments of warand he told 9° 2°" 
er in response to her inquiry “regarding tanks ©" 
recently that he could stop them or the war. 9 
"She recalls his discussions with her and her 97 * — 
"father regarding transmissions of power and he 
sing OPE etc. She says that she knows that Tesla. : 
<has things for our Government only. rs. "Hol den’ 
“witnessed many of the experiments and was ~- Pees” 
“present at the radio-controlled boat. demonstration. rs 
“many years AZo ae 
Pret (Deseasea) Brother, ‘Bmil Lgeetatein - _ 182 Bennett Aves os nee 
: eYeCe = Wa-7+4519. Bushness (Artist) 420 : 
xington Ave. N.YeC. = Nu-5-8065. 1 ogee 
: 2 Mr. Fritz Lowenstein was the assistant to . _.. 
“Dre Tesla durinc his historic laboratory : 
experiments in Colorado Springs in 1899. He was 
also to have appeared as a defense witness ; 
for Tesla in his Marconi patent suits during 
, 1915, but for some reason failed to testify. 
~The brother, Emil, address above, knows of the 
“relatives of Mr. Fritz Lowenstein who have 
sg dooumente pertaining to the 1898 experiments. 
= (ir. GeH. Clark provided information re 
documents and Lowenstein) (Mr. Czito mentioned 
Ee par tre Mr. Emil Lowenstein is not on ° 
“friendly terms with the entire Lowenstein family ~ 
‘and a Mr. Massey, 52 Vanderbilt Ave. can... 
ops furnish additional information re Lowensteine 


: shirk, Ae des - Inventor's Model Shop, 70 West 100th St. NYC. AC~2-9466. . 


“ Mr. Shirk has met Tesla on 3 occasions and 


_ &ppears to know quite a bit about his model work 
_ and laboratory developments, particularly 
- within recent yearse His exact status can only 
a “be determined by another call or oxaot-statue 
a ae etre Anterview. He is attempting to determine the 
wee ay Wage adress of « ‘Leabérdtory that corte at about. 
ne * 57th and rd Ave. and with whom a certain 
Dr. Walker was connected. 


Esl 


Arbus, Furiel, Miss = Res: 600 W. 13th st. Tel: Vunderbilt 4.9816, 
Bus: WPB, Chanin Ruilding, N.Y.C. 
Kiss Arbus has several photographs of Tesla 
and was a secretary to him before Miss Dorothy 


ae Skerritt, 4.e. before 1912. She has not been 
~ interviewed except by phone. 


Min 
eh: oo 
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Bore, Seigura (or Sigmund) ~ Copenhagen; Denmark. poalnebas Paris, France. --. 
an ‘He has not been interviewed. See Kr. E. Fiensen 
... Of the International Latex Corpe, Dover, Dele 
or information. Mss Berg was a close friend - |, 
| o£ Tesla in Europe and mentioned other members |” 
of his familys Mr. Ernest and Mr. Esko Berg . 


are found in correspondence from Mrs. BeA+ cer 
to Mr. Kenneth Sweezy in 1955 and 1934. | Oe ete 


“Behrend, ‘Bornara,, Ae xre. - Rond. ‘Point, ‘diken, 3.C. Phone 13566 ee ae 
eave y Mr. Behrend and Mrs. Heaviside were very. olose ? 
_ friends of Dr. Tesla. Mra. Behrend has many 
notes and technical data concerning Tesla's 
work either stored near Boston, Mass or at. 
- Aiken, §.C. Mr. Behrend was Chief Engineer 
_ for Westinghouse and supervised the 
 sonstruction of a great number of Tesla's nace 
“motors and generators. He is author of | 
- "The Industion Motor" pub. 1921 in which a" * 
“oonsideradle portion is devoted to Tesla's work. 


a ns Sean 


“Boskan, ‘Slavko, Air. | Engineer and author, Belgrade, Yugoslavia ae 
: rer te Mr. Boskan purlished & book in Dresden, 
aaee : Germany entitled "Nikola und His Werk" in “00. 
ete, 1932 (Approx) Mr. Boskan was a close friend of uae 
Mr. Tesla and has considerable engineering : ; 
data in his possession according to Mr. Sweety agit 


ame 


s 
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Denton, Clifford, Mee - - Science Reporters. New York Daily News, aca sath Se 
as z 220 E. 42nd St. N.Y.C. Mu-2-1234 Ext._657 . 
‘ - Mr. Denton has been present at many of 
Dr- Teasla's press releases and has many notes 
' regarding the conferences. He said that he | 
gave most of his data to Mr. Wm. Lawrence of © 
the New zone Times e i 


Brown Brothers (hr. Arthur Brown) 220 W. 42 St. Aevent 9-4742, * LF.C. 

" Srown Rpothers are photographers and have a 
large number of photos of Tesla and his 
laboratory equipment from which may be 
deduced mechanical construction details. 


Curtis, Thomas Ueaainid - Address: unknowns Author “Experizents with 


: ~ _ 
x It “ts imiport:nt to locate Mr. Curtis because”: otal 
* he discussed many of Teslats problems and*t* Nee, 


appeers to have technical data regarding his wes 
_ worke = 


Cramps, Shipouildin: Co. Philadelphia, Pa. 

Mr. Crosby, forzer Sec. of Commerce, and 
kr. Cramps became interested in the radio . 
cohtrélled boat of Dr. Tesla about 35 years 
ago. Nerotiations were carried on between 
Dr. Tesla and the above executives. This 
in8ormation was furnished by Mr. Kerre 


co 


mA 3 


d 


$4 


Be ‘ - ee 
+: t tee 


ere 
or 


Ea oat Ss in 7 %t may be well to ‘eontact Mr. Crosby's fs 
0 + OSs" pelatives*or Mr. Cramps. ease 


“ ys i 


alive = 4629 193ra St. Plushing, Long Island. Tels Flushing T-A711.~ 
pee vice Dg" Mre Ceito was mentioned to me first by °°.” 


~ 


“:. Mr. Kosenovich and later Mr. Spanel had s**t 
- “¥eceived his name from Mr. Wm. Lawrence. eee 
NL Mr. Ceito is a machinest by trade and jo fi 
_t-~. Worked for Dr. Tesla as such from 1916 to “%.. = 
eco "1929. He was particularly concerned with ~*.<°. 
"the construction of a turbin, and a fountain . - 
Vos. 7 developed for a Mr. Hatmaker. ° Among other . =. 
it: |, things, he worked on an extractor for a 
-. .  #ulpher from sea water and mechanical © °° 
 ) device for measuring the resistance of a 


ball bearing. He has little data left of .: < : 


‘Dr. Tesla's'work but has a very good , 
ae _Memory. He mentioned the Boston gear (4 
pata 3 works, Mr. Bradley, Mr. Miller, the >. - 


“ 


: .Zumbach Machinery Coe and Mr. Barney Levi. 
| Mrs Ceito’s father also worked for eee, ne 
_.. ° Dre Tesla in 1894 and was with him at his orn 
-. ', Houston St. laboratory. Mr. Ceito, sre ee 
_ aocompanied Dr. Tesla to Colorado Springs 
in 1899. Mr. Crito has a very good memory 
and can furnish additional information. page 
_ He has discovered a photograph showing all | - : 
" of the employees of the old Tesla laboratory. 
He worked for Dr. Tesla on the development 
: of a speedometer for the Waltham Watch Co. 
Oe rian oe a oat . : (This information fron interview). | ~ 
“Clark, Mr. Geo. H. - Ress 349 E. 49th St. “Tels El1-5-1603. Bus: RCA “fg. Coe. | 
Rar aed Oe cae * (Library) 25 Beaver St. N.Y.Ce Room $14 A, ' 
ot ae ae . Tel: Hanover 2-1829. Ext 123. Aes 
oe ea = eee ' kr. G.H. Clark was contacted by virtue of a. -- 
.eall placed in December to Mr. Oran Dunlap ~ 
of the RCA Corp. Mr. Clark has a very ~~ 
large collection of personal data pertaining 
to radio pioneers, particularly Marconis a 
His business has been to collect such data 
in order to assist the prosecution of a suit 


2. Paes. 


oo ek of infrigment against the Warconi patents. aie 
ie. wel Te cae Lge he He .has never wet Dr. Tesla but he knows of -..- 
4. Sh ay teen. WR le ge. TG itenaae: Le iad eerie no : = 
» “8 eae ds wee Ses “Chis worand ig interegte¥ in collecting _ 


ea historical data for preservation. Mr. Clark 
_ is a friend of Lr. Sweezy. : 


Crosby, Former Sec. of Commerce, Washington, D.c {address unknown) 
: See Cranps and Kerr =~ 


Wetzel, Tailors ~ 2 E. 44th “t. Murry Hill 2-6757. _y.y.c. 
Tis firm was tailor for Dr. Tesla 
throughout most of his life and may have 


information with regard to his friends, . 8 
not otherwise listed. ; . 


» 


“ t 


Yeh 


ee 


"French, Snriner, and Urner- Shoe Shapes. 260 Madison a Rurry Hill 2-05196 
aaa ‘ : N. Y¥.Ce - of Pea oe 
Ne het ee a. Dr. Tesla’ purchased most all of his shoes fran emcee 
=, F _., this firm for the past 50 years and data may be we 
ae ae hee y * gathere? fran their records: such as mailing - eg oe 

Sipe aera os fork “addresses, etce - aes 7 


“ _Cornels, Fredrick C. F.3. I. O2fice Federal Court House Sldg. 12th Floor? 
ah os ae, : oo Regent 2-2315 


Fen vr. Cornels was invormed of the possibh: wale”: 
awe. aol : Z _: of Dr. Tesla's data immediately following his 
toa = fae AP ee Oath +: So far as known, no action was takens oe 


“Commercial Photostet Company» Lith Floor, ‘Woolworth Bldg. “Ney. Os aoe. 


~ Firm which made phoreerete of Tesla patente Por. 
Ferre ~ 


+ Cramm, Ernest Re to, contact call Kr. Clark of PCa. en ae 
“ites on fi aes - Mr. Cramm knows a great deal about Dr. Tesiats 

relations with the RCA Company. Mr. Crem ‘ 

feel _ was & former. employee Sp OAS.” : 


5 ae 


coon Glaer, Rodnan - 108 E. 82nd St. N. Y.C. Butterfield €-7397. SoS 
oe a ; . Son of Richard Watson Gilder, former Fub.: of - ae 
Century Megazine. Mr. Gilder knows of some 


eke old Tesla manuscripts and what has happened to 
Par eiOeia, ~os>, Ais files of the Century Magazine at its ; 
eee ' dissolution. This name was received | from” ace an, 
Merrington. : a = 


bit Dennark ) Lt. 1270 6th Ave. Roow 811, Circle 6-1484 (restricted number) 
ae Ae was N.Y-C. UeS. Army Int. G2. 
ee : Lt. Denmark and his superiors were notified 
ae. -. by Mr. Spanel and Washinton with regard to 
ae : Tesla devices. Lt. Denvark was interviewed | 2 
ee ao ae “personally with group of 4 other officers BP aia, eta 
ee - ee including Mr. Pitchen. ne os 
. Kirsch, Leon -’a former draftsman for Tesla - name from Liss Dorothy Skerritt. 
; , This party should be located because he had a 
lot of confidential catd of Tesla's and made 
many drawings according to Miss Skerritt. 


~ 


Bare Laptian Married to an Austrian by name of. DePree about 1914. 4, % 
aif a hh “Miss Drews was Secretary po Or. ‘Tesla prior’. oe eo 

a THOM, to 1912. Her present address is unknown and * ne 
she was not in good favor with Dr. Tesla, pas 

accordine to Miss Skerritt, the informant. , 

| 


DosPassos, John - Attorney, and ver: good friend of Dr. Tesle. address anknown « 

«. °. Wanted Tesla to stop the Spanish American Ware 

' Pormerly lived in New York. The Gentleman was 
expensively dressed and wore frocked coat ~ 


wee ; ; ti: >, Similer to Tesla with bright checkered vest. 
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e mae? 
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es 
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“af oe ne 
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. rg ree. € ° 
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Hammond, John Hayes, Jr. 


# 


08- 6190 Hollywood Blvd. Los ‘AD 


ae preting Tesla's works. Boe 


Willian. . Presi dent of Cornell pbtuier’ Con} Faiutacturers gg 


ed Fridenburg, AE. A reporter ‘top the "Brooklyn Eagle during. 1950 who had 


we 


_Serneback, Fugo P ‘Publisher, Res ; 230 West End Ave. oP bee tee ta 
‘Bus: 25 W. Broadway, Tel: Rector 2.9690. | oS 


Glochester, Mass. 


late as 1520. Mr. DosPassos is believed to* 
have engineering deta of Tesle's according. 
- to Thomas Syrnes a3 


+ # 
ou /“ 


» Calife-.°* 

, Dre DeForrest is. 3 alive and was a 
~? friend of Dr. Tesla in the late 90 ané 
“early 1800's. There is a possibility — 


Yea office in vieinity of 200 Broaéwey ; hae 


--that he may be able to assist in inter-~ £ 


fay 


CCondensers. Mr. Gee Clark inforns 
“some of the original notes of the 1899. 
. xperinents An Colorado Springs. = 


numerous contacts with Tesla with regard 
‘to Power Transmission. His present. address 
“4s unknown but he formerly resided in * 
% Brooklyn unfal “1934 ° 


et 
WN 


‘Wr. Fitzgerald, according to a personal 
interview with Dr. Tesla, was a\friend 

of his on the A.C. power proposition for 
the development of Niagara. Fe also told - 
, mo that Mr. Fitzgerald attempted to 
,,influence the Canadian Power Commission in 
"1927 fora ‘project to transmit power without . 


is wires. There is a rote that he may 
_ have Some data. - ie Re 23 


“e. 


Sohhier 4-2120 _ 


A Friend ‘of Tesla for about 55 years.. 
Published many articles about Tesla during | 
1915 in the "Flectrical Experimenter and ~* 
later in Science and Invention." Has many 
of Tesla's original manuscripts and photos. 
“Believes in all of Teslats theories end has 


& working knowledge of then. This party 
as.coufacted weveral weéke brior te = » er eg 
"Dre Tesflats degth. 


Mra ‘Gernsback atlonsted ” 
to assist Dr. Tesla personally and ppieet ee 
to Westinghouse for funds in 1633. 


Tel. 2080 © : 
Mr. Hammond, Sr., financed same of 

Dr. Teslaté boat experiments and. only 10 
years aro John Fayes Hammond, Jr. operated 
one of Tesla's original models. The 
cole has one - of the poate in their 


ee ny 


he ae 


that Mr. Dubilier hasin his possession’ See : 


° Tete toe 


ate 


— Patagerana, Frencis , Ae - ‘Niagara Power ‘Commission, Buffalo, N.Y. ce ee 


Ber 4% 


ees ecg So a Aer Mush tedbndosd. date. oan 2 
og By be esthered from this source. ieee 


* Hasselt, Bugene haat had - Rees Belport, ‘Zong Islend sed Gen ene 
. . 3c, Machinest, ‘Sperry Gyroscope Company, Tia ote Ae 

ne Sarden City, L.I. “Employee Number 5470, 

Phone Vigilent 4-5400 (Restricted number) “i+ 

ic; Exte 211. Use any New York Phones Name +e 

2 from Czito. This party knows of Tesla's or 

“laboratory on Long Island ‘through the --.< 

‘. laundry driver named Tommy Wallen. 1A O 


ee Getavious - - forint Gardens ;“tong : Island, a ee 
eer Lane ; {Bias not been “eontacted) - 
Bee 


: ss 
i 


aj re {ne anitdate) party who ‘anced Pountaun walle we ‘Geatc. os 
lier si __, Has not been dontacted, but he lived in the. 
“. i Ste Regis Rotel in 1920+ i : 


ayes _Foronoviehs Seva - ~ Kevarro Hotel, apt. ‘ie. ie Central park south,” ier. Ce 
se : Tels Cirole 77900, Office- Regent 7-4662. 
; President of the Central European Powers ~~ 
“Association and former Minister of Yugoslavia -. 
to the U.S. Mr. K. 4s one of the two living 
“nephews of Dr. Nikola Tesla (see Nikola frbjevich) 
Mr. K- Was present in the Hotel New Yorker ..._ 
on the morning following Dr. Teslats death. nee 
+ Others present were K.M. Sweezy, G.H. Clark. .-~ 
lire Ke knows of many blue prints’ that were 
1, SAVA “in the rooms and a black notebook with 
several hundred pages containing the last | 
- - notes of Dr. Tesla. Mr. K. says that some .. 
wes ty eB es ~. . “of the papers were marked "Government" and 
Resp oe a Oe ead ea ge te that Dre Tesla had told him he had valuable 
Set et glee 2 os ee - Anformation. Mr. Ks is of the opinion that | ; 
ee one ae . 4t may have been for the Yugoslav Gov't. a: tee 
ate ee tans ce - + fe says that no will was found. His attorney 
- ys cogh 4 dg Me Wittenberg. He was appointed heir 
ze ok by the Surrogates Court of New York County. 
coo . os "He said that the other nephew waived any ‘ 
woe ai Seats Len interest. Mr. K. is not in accord with | 
Began “tes Boe eae ot a hr. Fotich, present Ambassador of Yugloslavia 
Be ete OSG PAS . to U.S., now in Washington. There is a bit 
oT eo ae of political unrest in the Yugoslav eee: 
ie ; XX, Ce ae = ae s- P “2 oe — oil a be ta 7 4 
Es very, Yoh*= Attorney, 28 Broadway, N.Y. C. Cooper” Kerr’ Dunham (att. attLew) ~ - 
eee sth ieee : Courtland 7-9324 ~ also associated by Byrur. - 
oe This firm was the patent attorney for 112 of 
. the Tesla patents. They also instituted the 
es proceedings of the infringement suits for the 
_ Westinghouse Company. Mr. Serr knew Tesla ~ 
“Very well anc can give considerable data. 
ae kr. Cooper, now deceased, was however, the 
: Tain instigator of the patents for Teslae 
cope Bes ae ~ hr. Cooper left this finn some time ago and. .. 
er ao eee ea apparently took some of his business. 


mots & Ry 
= sated o> 7 att 


~ oe fee » 


“ot ' ate on 48 ' “ae 7 “ Ce 


ce 7 the 1 new Cooper ‘Associates. Many of the ~* 
sata FO fold patents of Tesla in his own handwriting 
“ape available at this office. Mr. Byrne _ 
oie has additional information. I am of the ~~: 
_-" . opinion that this firm still hax a connection | 
Je. eee. _with Westinghouse. 
- Byrne, Thomas J “works pe Couper. "Kerr “and Dunham ee B <3 st} Kerr: “bove). 
: = : ‘we. Mire Byrne knew Tesla very well and also knows | 
. “ef the Connections with the Union Sulpher ee 
~-:. Compnay and the turbine for which see Urito.: . 
aa ‘There is a wealth of information in the :2-°-° 
_ office of this company regarding the system 

of Power Transmission and any patents on 
sf sflle which were never issued Mr. Kerr and - 
"Mr. Byrne were ) contacted before Mr. Teslats 
~ deathe ‘ os > : = 


name unknown) New York, Official shotoeracher for the = rome 
Yugoslav group. Office believed to be “2s... 
235 E. 72nd St. and Residence in Long Island | 
‘City. He may be reached through Regent T4662. 
He is a friend of al ‘Kosonoviche - oo 
Ress Bélgrad, Yupdslovia at the Tesla institutes. ea 
fee _ Ee was a school matey of Tesla in Grotze See ~ 
rl eee ec the NY. Sun of August 27, 19316 oh ore 


: ; “pace, Ee a. 111 Nassau St. N. Y. Ce Engineer, workd for Leon Ottingers ee 
6 EE le ee ae : “Courtland 7-6500. ae - cee 
a pe Ra He was a friend of lir. J.S. Leach (deceased) e as 
Gece", ; 2 ‘forrerly of Redbank, N. Y. who made electrical §, *- 
in Sh Pia >perks for Tesla's laboratory. He says that 
Se fa _.. he can get inform&tion regarding Leach's ey tae 
ee 088 - pelatives and perhaps: drawings. gies 


tert, Bernard - Kachinest, 2unbech Wachinery Co. 154M. 54 St. Ne Ales, one Bee 


coe ee ear ~,.,,Cirele 721444 
hie RS athe 8 nae “Received this name from Grito who said that oo 
Levi knew of other work by machinests on .-) ous 
* Tesla’ 8 eguirrent. ae a 


Lucan, Sohn - address unknown - presumed to be in Manhattan. A former ‘*, 


> * 


= . + Ss ei 7. ABET at Union Messenger boy during June of 2 | . 
gk cae oe a nye me. ye? ch who has other dp ta regarding recent ee boii 
= & 

a a aa HP og a ntacts by” Tesle during his ‘sérvices ks a*- =~ 


meeeeueen. He has not been located. 


i ; Lynch, Arthur. Lived in Entland. Relieved to be near London, now deceased. 
ee Family had consicerable correspondence with .- = 


- Tesla regardine transmission of power without _ 
ORC 28 oe et ae wires. Diage va ees 


Lewrence, William. Science Writer, New ‘ork Times. 229 We. 43 St. Y Y. Ce 


Sey a Lackawanna 4-1(00. Res: 541 E. 72nd St. 
Beh. te ., Rhinelander 4-5528. he iS “: 


: a : friend of Tesla's for about 25 years. Has 
: much old data rezarding Tesla and hes talked 
See ie "to him on many occasions regurding power bgt eee 
Wee ee ee *.. C transmission and the war effort. Has Assisted 
Se le oe. ay greatly in provjding information for gathering eed 

o) Ff ethe titer ON os fos as. material, etc. This party was ponkncked: ‘ ae 
ae ming re before Dee: -Teslats death. 


a Pepe Kec.” 62 Vandérbt tt Aves Y. Yc. ee gee 
ie, ena rae 


uth ue The » Toe slow - scotaty, S65 Sth Ave. Roos 667. p-8-0288" 


. | oo., This 4s the information center and serves” as 
“ge the publicity agent for the group. : 
oF “Miss &. Oppa also works the Fe- and has many: 
ge io eee ames of, Tesie' 8 friends.. aol ee 
an ‘Siertin, Octave. “Bmployes of Hotel ‘New Yorker and friend oF Teele. oe Agee TS 
ce 2 eee ee 
nex “fetiene,, Grenville (deceased) wife was Bata Nalker, Met. ‘star sponsored. 
oe : ee _.. . by McCormick. The family lived in England ~:~ 


wou 9. "until his eath and his wife now resides in ... ote 
5 _ . New York. Mr. Matthews was refered to in 7. | 
amar ...Tesla's articles for the Telephone and Telegraph . ee 
fo“: 7 Age for Oot. 1927. Mr. Matthews had correspon- 


oS, : “dence with Tesla on the so-called “Death-Ray"s ~..> 2’ 

oe pe “Gana Walker has ppl. of her husband's data. ; hee BoL : 

Sa es © ates S: ek ; er ga att a tllgy . Sete *h TA we merery,, aoe Sto TH 7 

“Wott, €-Jorden, Jr. 620 E. 90th St. N.¥.C. Bus: 6 Es 45th Ste aay ne 3Q 
ye ee ae _ Jolt Vanderbilt 6-0345. ere 


Mo a ote the Mott family financed Tesla in various. 
aa i < _ ventares: - They may have some of this data. -; te 


: 7 i . aE ¥ are Be se 
_fotsett, We O-. Ford vsoun, Detroit, Kich. | a ay Ne TL a ee oe 
: pete Be ~~ "S Mr. Gossett is associated with a Mr. Bleck 
Poa hee foe 5 ae while he is on leave of absence to the Army. 
aie . > 7 Mrs Black may be reached regarding some models 
at. oS. of Tesle's which are understood to be on 


_ display at the Ford Museum. ox ; a 7 


hiss wt 


a “fathan, Thome» Ae 25 E. “eS rd ‘St. NeY.Ce 
a. 3 We do not know what connection this party had 
ig, With. Tesla but his hate was pecurese. fetes . 
HE, = * et Bo: Pe sdeee oa. epee gee sie pees 3 peg eT Baty et ‘ a 
“boned VS John, Se" Rest “be N. Long” Beach*Ave. Fredport,- ‘Long "Yelena: ’ ; 
Tel: Freeport 2-493. . 
ee Science editor of the New York Herald Tribune, 
“ : 230 W. 41 St. N.Y.C. Pennsylvania 6-4000. 
. Mr. O'Neill has kmown Dr. Tesla for 40 years. ee 
a2 -,-, He has hed many discussions with him regarding cena s 
‘e “So his equipment and scientific ventures. He.) 7 .‘*: 
eka i: Anmterested Dr. Tesla in 1934 and 1935 to . ei tet ts Venues 
MEE ae) ‘present the matter of national protection ~ 
: “devices to the U.S. Govt. Mr. O'Neill made 


. < mee 4 i ete Ree ec ee at aR ae SOS : 
ere pets . Re ioe ~. Sw Sse ae ae oe ae, Me Br. i : i sent caer ery 4 
: Mania er oe erg es th t tae a : wee von Bie tag eae i eee Be 
oti oan - ote n a z et yee wet de 3 SRT S foe : ae cit 
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ra fox contacts ‘and the matter \ was dripped. ae 
- “Mr. O'Neill has notes of 1938 and 1939 wherein ’ 
_Dr. Tesla declared he had been approached by. 
* the British Govt. through Stanley Baldwin and 
- "” Xeville Chamerlein to negotiate for one of his 
y: devices. Mr. O'Neill thought that the sum 
"offered was for 30 millions of dollars. in the 
“interview, Dr. Tesla stated that his device -. 
.. “would operate over a range of 200-250 miles. 
-s. Mr. ONeill is of the opinion that Tesla had 
." Qnusual powers. Mr. Lawrence is of the geinion. 
that he doex not know what he is talking about. 1 
_-_ O'Nes 11 can furnish much additional information. 
Ott es oe Bee Ou SByder MES 
Plokera, t br. Greenlief wnittier..g9 Delton St. Newton Center, Masse ©. 7, 
cf “ ‘ - . Dre Pickard was a very good friend of Dr. Tesla. << 
". Dr. Pickard developed the vertical antenna ae 
““eystem and has correspondence with Tesla bake PE ae 
. concerning “wave propagation". ‘This information ae 
male , Should be yatueeyee bt (Bag ut 


=e Srony "Ine. Photographers, S62 Sth ave. Ne¥.Ce Wis 72715 | . “ 
er ee _They have photos of the old Tesla Laboratory and 
Peotunes of Tesla to 1914. 
Pace Parker x. pitorusy, Present address unknown, however he resided in 
Se , on Manhatten fer about 40 years and was formerly 
ba associated with Cooper Kerr and Durham. He 
“was last known to be associuted with an ; 
attorney by the name of Bean in Manhattan. He 
.. Worked out many of Teslats details poncerntne 
Power Transmission and Tesla gave him many | 
notes according to Mr. ferr. ; 


a, * ae 7 ro “Ss . a a ° 
‘Radosavijevioh, Paul, Re New York University, Professor, Education Dept. 
mite ef we). Pols Spring 7T- 2000. ; 

aga . A friend of Tesla for 35 years and knows ‘much 


_ of his work with ae to the retina and bile See 
“  ohemistry. 


we 


eR "Ritohen, ‘(tiret name unknown) Anti-Trust ‘Division, Custodian of Alien 
2 Property, 18th Floor, 120 Rroadway, N.Y.C. 

“Regent 2-3582 (restricted number). Mr. Ritchen®’ . +44 
sSuperyined bhe yaripue agents who Werers |. weit ae a 
“responsible for the sealing of the prdperty ‘in ih cate 
the Manhattan warehouse and various hotels. On 
Saturday eve., January 10, 1943. This office 
worked with Lt. Denmark. 


- "Geter, Mrs. John Jacob (Lady Ribblesdale) now living in the U.S.” 
; _ #20 Park ‘Ave., Plara 9-6646 
"Lady Ribblesdale is the Mother of Vincent Astor: 
who financed many of Tesla's developrents about 


. 1910 and their family ney have cata of nO EEE 


ane 


nies ne, res ‘ore 


"nie . = UP BA os 
ue . “Me. eee 
a - 


 §eoor, Harry. “Island Road, buawer: We. 3. “Res. Business: Model Craftsman © 
“eG : . Publication. Ramsey, New Jersey, Telt Remsey 519. 5 
"This party knew Dr. Tesla very well end I”. fen 
_Salked to him séveral weeks prior to Tesla’ 7 oe 
ee re bot gee on Meath. He has some plans of Tesla equiptents 
“Syoery. Kenneth, Me 168 MA ltea St. Brooklyn, a Y. Evergreen 9-6809 . “3 
ee, wee VE Do Mre Sweesy has known Dr. Tesla for approximately 
‘15 years. He became a olose confident of his 3: 
*“6n many things and did a very notable work in 
“3° 1935 when he arranged for a collection of 100 
cee oa oe letters fram various scientific authorities 
eae Commemorating Tesla's 75th birthday. Mr. Sweezy 
= wrote many articles about Dr. Tesla and has 
; ‘|, Some old clippings and miscellaneous data 
iy dnoluding several books detailing Tesla's work. 
re Sweety corresponded with Mr. Boskan and -., 
* Mire. Behrand. “He is a friend of Kr. Clarke _ x 
. Kr. Sweery would like to write a book of 
~Tesla's life and had spoken te with Dr. Tesla 
regarding it. I contacted Mr. Sweery several 
weeks before pr. Tesla's death. (Much 
_Anformation can be obtairted here). 


Scott, Prof. charles Pe “Instructor of ‘Electrical Engineering, Yale 
ea ES a ag TS University, New Haven, Conns 
- 7 Prof. Scott was a friend of Tesia for about 
43 years. He worked as an electrician with 
3. Jesla in the early days and knows a great 
.i = deal about his work. Prof. Scott and Tesla 
-, @id not enjoy close friendship dyring recent 
years because Prof. Scott could not underetend 
in full, all of Teslats work. More 
: pant ormeatlon can be obtained here. 
att. » ; 
ie sonerte, George, ere. ag Grant ‘Yerrace, ‘Maroneck, N. Y. ae RG, eae 
peel Mrs. Scherff was the auditor for Tesla for  ~° 
many years and has much information to give. 
She has information concerning Tesla's personal 
things and technical data and can provide 
much of value, including old documents. 
* 
Skerrett, a al Author= believed to bé from Philadelphia, Pa. who ou eer RE 
ae “ha . ou oa a go igbltndgsed. many of*tesle's ‘demonstrations; sear . 
‘ .s ~ Miss Dorothy Skérrett ean furnish additional * 
information regardins him. 
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CC-247 
Mr. Tolson 
3 Mr. Clegg 
Mr. Glavin 
Mr. Ladd 
Mr. Nichols 
Mr. Rosen 
Mr. Tracy 
Mr. Egan 
Mr. Gurnea 
Mr. Harbo 
Mr. Mohr 
Mr. Pennington__ 
Mr. Quinn Tamm_ 
MEMORANDUM FOR Mr. Nease 
Miss Gandy 


RE: 


Wren Aiwt ATT £1PR*A MARAT 


TUGOSLAY AMBASSADCE TC tH US 


INTERNAL SECURITY - R 
(Bureau file 65-479& } 


fe tine 
ALL INFORMATION CONTAINED 


_ FRELM is tit ~z YF Ten aac 5 
ae Pa Sa od SS SVE Tipe 
This memorandum is submitted tc incorporate ali the inet 


references in the Bureau files concerning tne entitled individual who is 
tne Yugoslav Ambassador to the United States. 


read 


A case was opened on this individual when information was 
received thet Kosanovic had taken possession of tne scientific papers 
‘of his uncle, Nikolayfesia, tne internationally known inventor. Subsequent 
investigation determined thet Kosanovic had turned over the possession of 


these scientific papers to the Alien Enemy Custodian in New York City. 


(05-47953-Z1 & serial 3 & 4) _ 
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STANDARD FORM NO, 64 


Office Memorandum ¢ UNITED S1ATES GOVERNMENT 


7. ? The Director DATE: April 3, 


FROM : p, . Ladd g- 
C 


~ SUBJECT: op7A N, KOSATICYIC 


iy 


IVTORNAL SECURITY - YU ALL INFusMATION CONTAINGS 


Bureau File 65~47953 HEREIN IS UNCLASSIFIED. + 
MwMTE_Y-. Y Corr 
AI/P6O 


Feference is made to my memcrandum date? “arch 2°, 19°90, 
relating tc thé’ telephone incuiry ty the Yugosl:v Ambassador Sava 
XN. Kosanovic as to the rossibility of obteininy a coy of a microm 
film cory of the technical papers of the late NikoladCesle, world- 
farous seicntist who died in Mew York in 1943. ; 


Kosenovic clairs to have beer a nephew of Tesla and is 
knorm te heve tried to obtein these parers at the time cf Tesla'ts 
death. However, they were taken over at that time ty the Alien 
Prorerty Custodian. If any copies rere rade of these papers, they 
vere made by the “ffice of the “lien Prorerty Custodien rhick tool 
possession of Tesle's papers ir 1643 or the TPenartment of the Arny 
viicl, wes interested in ceryin> Tesla's notes in 1945. The ‘rmy's 
interest aprarently wis developed by e young scientist namec 

ee hed becn e protege of Tesla and ene cf “is few 
eern*idunte, SE. vhe knew thet Teele hed bern endeavoring 


Te Gre oes a" = 


s @iypelte sh techeriosien cf 2 setries> current, ci ce 
te beste ecnesste tp clve? dhothe presvetion of 2 "Teath ony" 
hed subsecuently entered the Army, anc in October, 1945, acreered 
at ovr "ev Yort: (ffiece, torether vith three other menbers cf the 
United Stztes Army, to renucst our assistence ir ott ining access 


tc Teslats paper: chich were store in a warehouse of the Ucnhettan 
Storage Corpeny . > °° his associates vere referrel, at 
that time, to the ‘Tien Prope-ty Custcdian thich ws renorted to 


have made an investicetion cf Tesl®'s belongings follovirg the 
latter's death. 

ilthourch the Cffice of Alien Property or the Ter. rtvent 
of the trny might te able te furnish a ecpy of Tesla's perers to 
vosanovic, it is not believed thot the TEI should facilitete his 
serre: for this meteriel, which althour! possitly of ~o present 
y lue from @ Totionel Tefenss stendreirt, covld still conceivabir 
te of assistence to the Yucoslav Governrent. 
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RECO BPDaTIONss 


1. Tht the aticeher 
Ba€ such 8 co" ¥ ce se -peeties:s, 


Qe Thet the att.ched 
then te make further incuiry at 
edvising thet firm thet we heve 
allegedly claim, be forv rded. 


letter expleinine thet we heve never 
be sent to Vr. Nos novic. 


meno te the ver York Office, instructing 
the Manhettan Storage Company end 
no co y of Tesla's pepers as they 
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Office. Memorandum + unitep STATES GOVERNMENT 


Co bed * Director, FBI DATE: April 17, 1950 
fre : SAC, New York 


oN 
Nene 


SUBJECT: SAVA Ne KOSANOVIC \ 
INTERNAL SECUKITY+YU 


a a ALL INFORMATION CONTAINED 


VEREIN IS UNCLASSIFIED ae 
Febulet dated april 3 laste naTp Z 3-£9 _B 


On April 7, 1950 agents of this affice interviewed Mr. J.V. POTS, 
Vice President of the Manhattan Warehouse and Storaze Company, 52nd Street a 
& Tth Avenue, New York City, and at that time MR. POTTS advised that the 
rules of his firm required that all persons gaining access to goods stored 
by Manhattan first had to fill out an appropriate form setting forth their 
names, date of visit, and reason for requesting access to the goods. 


In a review of the file pertaining to the storage of the effects of es 
NEKOLAPTESLA, 37.. POTTS revealed that only one such visit had been made by 
persons outside of the manazement of Manhattan Storavze itself. This one 
occasfion took place on Januery 26 and 27, 1943, at which time representetives 
of the Alien Propert, Custodian made a thorough review of the entire effects 
of the TESLA estate. 


77a~ 


len a! 


The TESLA effects are stored in rooms 5J and 5L of tanhattan Storasets 
warehouse at 52nd Street & 7th Avenue, New York Qity. MR. ICHAEL KING, who 
stated he had been Floor Supervisor for approxima®ély 10 years on the floor 
in question, stated that he could recall only Qe one occasgion in early 1943 
when an exanination was made of the TeSLA effects. He stated that at that 
time numerous photographs were taken by the examiners. His description of 
the equipment used would tend to show that a Micrefilm reprod ction was made 
of scme of the papers of the deceased scientist. if.. KING added that several 
of the group making the examination wore U.S. Navy uniforms, and durin; the 
two days required to complete the examination the civilian assistants in the 
croup were ide:.tified to him only as "TEDEDAL AUTHOHITIGS". According to i. 
KING, no other instance of microfilming ef the records of the TESLA estate has 
taken place since that time. 


Bp COPY FITen TY 
dads, 


mRecoRD 


It should be nected that the Burean was informed of the examination men= 
tioned above by New York letter (with attachments) dated October 17, 19455 
entitlec NKNOVA! SUBJECT; SAVA“KCSANOVICH; Experiments & Kesearch of NIKCLA 
TESLA (Deceased), Espionace=ti. 
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INDEXED - 38 APR 18 1950 
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Letter to Direcer, FBI 
NY 105-1391 


hie POTTS stated that no inquiry had been received by Manhattan fron 
SAVA N. EOSANOVICH, nor had Manhattan informed him, in any way, that an ex~ 
amination of the TESLA effects had been made by anyone. In fact, added LK. 
POTTS, the only correspondence Se to the TESLA estate has Leen in the 
fora of bills for storage. 


Mi. POTTS stated that any personal inquires regarding the estate would 
of necessity be directed to him, and to date no such inquiries have been made. 


Interviewing agents explained to .3.. POTTS that the examination made, 
as mentioned adove, was nei instigated by the Bureau, nor had tne Bureau taken 
part in that examination. 


Unless advised to the contrary, this investigation is being pleced in 
a closed stetus, and no further investisative action is center lated by this 
office. CLOSED. 
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FEDERAL BUREAU OF INVESTIGATION 
FOIPA DELETED PAGE INFORMATION SHEET 


4, Page(s) withheld entirely at this location in the file. One or more of the following 
statements, where indicated, explain this deletion. 


(vl Deletions were made pursuant to the exemptions indicated below with no segregable material 


available for release to you. 
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[] Information pertained only to a third party with no reference to you or the subject of your 


request. 


(J Information pertained only to a third party. Your name is listed in the title only. 


[J Documents originated with another Government agency(ies). These documents were referred 


) For your information: 


to that agency(ies) for review and direct response to you. 


Pages contain information furnished by another Government agency(ies). You will be 
advised by the FBI as to the releasability of this information following our consultation 


with the other agency(ies). 
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OFTIONAL FORM NO. 10 5 
JULY 1873 KO'TION : ' 
é GrA FPMN (4) CFR) 101-11.6 : : 


UNITED STATES GOVERNMENT 


Memorandum 


DIRECTOR, FBI aay &) DATE: 8/20/76 an He 2 


2 steer be, 
FROM: MK SAC, BUFFALO / qa (RUC) (8 
tr _ Z 

(D CONFINENTIAL 


3 


Pe Re Buffalo airtel to Bureau, dated 7/13/76. 


Enclosed for the Bureau are six (6) copies of an 

LH, captioned “NIKOLA TESLA MONUMENT, NIAGARA FALLS, NEW 

YORK, " which is self-explanatory. One copy is being 

designated for Legat, Ottawa for information, Two copies 

are beinz furnished to New York, one to Newark for information 

since they had previous interest in this matter, and one copy 

to WFO for information because 9: U. S. and Yugoslav ; 

dignitaries who attended the unveiling of the monument. as di, 
Nothing adverse came tc che attention of this Ui; 4 

office concernins the dedication «/ the Nikola Tesla 

Monument “which was a bicentennial sift from the Yugoslav 

Govermmint to the United States. Diplomatic representatives 

from the United States, Yugasievia and Canada reportedly 

attended the aticir. Mo fFurtner inquiries being made at 

Buffalo and it is ciosing its case administretively. 
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CLASSIFIED ‘BY 6166 C33 
EXEMPT FROM)GDS, CATE cote “ 
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UNITED STATES DEPARTMENT OF JUSTICE 


FEDERAL BUREAU OF INVESTIGATION 
Buffalo, New York 


Be Reoly, Please Eerie August 20, 1976 ; 
toe i - oe wh 

I ¢ 

MONUMENT / 


NIAGARA FALLS, NEW YORK — 


An article appeared in the "Buffalo Evening News," 
a daily newspaper published in Buffalo, New York, on July 24, 
1976, which in part contained the following information: 


The article was captioned "Dignitaries Unveil 
Statue of ‘Genius’ Tesla." 


The article contained information that NIKOLA 
TESLA was the inventor of the alternating current and the 
first man to successfully transmit electric power. The 
background of TESLA set out in the article revealed that he 
arrived in New York City in 1884 with four cents in his 
pocket and plans for an airplane and a book of poetry. : 
In 1888, he invented a system to make the transmission of 
alternating current practical, ac '7 was a millionaire 
but died at the age of 88 in New York City alone and 
penniless. 


The statue, approximately nine feet high, was 
erected on Goat Island, a site which tis located on the 
property of the New York State Park and Recreation Department. 


The article revealed that more than a thousand 
people listened to FRANK G. ZARB, Federal Energy Administration, 
representing President FORD, and Dr. IVO MARGAN, President of 
the Socialist Union of Croatia, representing Yugoslavian 
President TITO, as both pulled the cord unveiling the nine 
foot high statue of TESLA. 


4-30-87 
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NIKOLA TESLA 
MONUMENT 
NIAGARA FALLS, NEW YORK 


The sculpture was created by Yugoslavian FRANO 
KRSINIC and was the bicentennial gift of the Yugoslavian 
people to the United States. Both of the above men read 
official greetings from their presidents and exchanged 
pledges to continue good will and friendship between the 
two countries. 


The article stated that following the unveiling, 
a reception-luncheon was held for several hundred persons 
at the Parkway-Ramada Inn, Niagara Falls, New York. Mr. 
ZARB toasted the Yugoslavian delegation which was answered 
Bas? ae Ambassador to the United States, DIMCE 
VS « 


According to the article, there was a bit of 
diplomatic byplay between Mr. ZARB and Ambassador 
BELOVSKI during the ceremonies. In his remarks at the 
statue unveiling, Mr. ZARB inciuded an appeal to Yugoslavia 
to stop all harassment of Americans visiting that country. 


In responding to Mr. ZARB's toast at the luncheon, 
the Ambassador gave assurance that his country wants American 
visitors and will welcome them. 


According to the article, some observers thought 
that the Yugoslav release of an American held for the past 
seven months was timed to coincide with the unveiling of the 
statue. 


The tribute to TESLA was sponsored by several 
Yugoslavian groups in cooperation with the Niagara Mohawk 
Power Corporation, Westinghouse, and the New York State 
Park and Recreation Commission. 


An article appearing in che "Wagera Falls Gazette," 
a daily newspaper published in Niagara Fal New York, 
captioned "Zarb Calls for Energy Independence for U. S." 

the article dealt with the unveiling of the Nikola Tesla 
Monument and stated that accompanying the Yugoslavian 
Ambassador to the ceremonies on July 23, 1976, were Dr. 
PAVLE SAVIC, President of the Academy of Science of Serbia, 


- \ 
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NIKOLA TESLA 
MONUMENT 
NIAGARA FALLS, NEW YORK 


i Se ode ‘ 
and VASA VESKOVIC, Yugoslavian Consulate General in New ek Wau 
York City. 


An article appeared in the "Niagara Gazette" on 
July 24, 1976, captioned "Aide Almost Missed Event." The 
article in part indicated that friendship and cooperation 
between the United States and Yugoslavia was the theme of 
the day as tnat nation dedicated a statue of NIKOLA TESLA 
on July 23, 1976. 


The friendship was personalized when a Yugoslavian 
tried to cross the border from Canada to the United States 
to attend the dedication without a visa. 


The individual was GOJKO SEKULOVSKI, who was in 
Montreal, Quebec, Canada, as the Chairman of the Olympic 
Commission of Yugoslavia. He also happens to be the 
Assistant Secretary of State for Foreign Affairs in that 
country. 


He did not have an American visa and almost 
missed the unveiling of the statue. 


Fast thinking on the part of representatives cf 
the Niagara Frontier State Park and Recreation Commission 
sent an official car to taxe the dignitary across the 
border, which saved the day. 


In the "Niagara Falls Gazette" on July 24, 1976, 
there appeared an article concerning the unveiling of the 
Statue which indicated that Dr. BOGDAN MAGLICH was Chairman 
of the Yugoslavian-American Bicentennial Committee and was 
a speaker at the affair. Dr. MAGLICH also serves as 
President of the Fusion Energy Corporation, Princeton, 

New Jersey. Dr. MAGLICH eulogized the inventor TESLA 

and stated “only America could have taken a giant of Tesla's 
stature, embraced him and provided him the means he needed 
to bring his talent to its best use of humanity." 
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NIKOLA TESLA 
MONUMENT 


NIAGARA FALLS, NEW YORK 


| Ors 
were in a position to observe 
the commemoration of the Tesla Monument, stated that no 
adverse information came to their attention concerning the 


dedication of the statue on July 23, 1976. 
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This will acknowledge your letter of June 9th. 


( Se ae Va 
Dr. Nixola teale were impounded, after his death, by the 
Office of Alien Property of the Department ef Justice. 
Uv; _— Sincerely yours, | 


—_ 


NOTE: Bufile 100-2237 inatenced that wee Se te! a ZO 


world famous electrical inventor, and at the time of his 

death his personal papers and effects were impounded by 

Office of Alien Property for national secutity reasons. 

Since Tesla's death in 1943 the Bureau has received numerous 
anced»... inquiries about the disposition ofthis technical papers. 

Ow». adam The above reply is forwarded in answer to these inquiries. 
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CURRENT BIOGRAPHY 


Published monthly by The H. W. Wilson Company 
950 University Avenue New York 


Editor: Marine Block Managing Editor: E, Mary Trow 


Copyright, 1942, The H. W. Wilton Company. 


Reasonable quotation feom this publi- 
cation is permitted provided due credit 


it given to CURRENT Glograrny 


Veh a es 
Vol. 4 


February 1942 N 


0. 2 
a 


Explanations e 


Authorities for forms of n 


anes are the Library of Congress and 
the Wilson Company bibliogr 


Exception is made to the 
authorized form when the shortened form of @ name ts better known: 


eg, Monty Woolley instead of } ir Montitlion Woolley. Tf the full 
name is not given in the he: ling it will be found in the sketch itself. 


After the name, prouunei 
then the date of 
Ww 


atton is given if the name is difficult, and 
Irth as fully as possible. The date of death is Riven for 

The occupation of the subject follows. Next comes 
wed by a list of references for further study. These 


newspaper references (in one alphabet) and books. 
t living, references are m 


Only books of an 
cluding such well kn 
cAmerica, ete, 


tf the person is 
Papers and maga 
nature are listed 


Who, Who's Who in 


ade to obituaries in news- 
autobiographical or biographical 
own reference works as Who's 


The magazine articles listed under 
form (see list “Periohcal 


title). The form of entry i 
This means that an article 
Saturday Evening Pot, 
number. Fhe abbreyiats 


by a portrait. In the case of newspapers, the 
lowed by paying and date. 


eferences are in abbreviated 
Abbreviations” for complete 
8 as follows: Sat Eve Post 56 :78-9 S °39 por. 
supplementing our sketch will be found in 
volume 56, pages 78-9, in the September 1939 


and) Newspaper 


When a name in a sketch is followed by “#4 biography of that person 
may be found in the 1940 Current Biography Yearbook published in De- 
cember 1940; for a name followed by "* see the 194] Current Biography 


Yearbook; fora" name See index in the December 1942 Current Biog- 
raphy 


Photographs not credited to 
the indiy 


various studios and not obtained from 
s themselves are obtained fram Press Association, Inc., 


Rockefetter Plaza, New York City, 


16 Ne eee os ene ot lee cee 


54 CURRENT BIOGRAPHY 


SMITH, IDA B, WISE—Continned 
References 
Christian-Evangelist p423-4 Ap 16 ‘42 


por 
Lit Digest 121 :33 Je 13 ‘36 por 
imes IV p2 Ag 31 ‘41 por 


Newsweek 16:40 "ype Be us? 


Time 29:55 Mr } ”, 
"42 por; 39:12 Je 15 
Who's Who in America 1942-43 


A STAUSS, EMIL GEORG“VON {abtous 
: rman 


fén) Oct. 6, 1877—Dec.(#),' 1942 
state councilor and a Vice-President of the 
Reichstag; former director of the Deutsche 
Bank in charge of its oil interests. 
Odituary 
N Y Times p17 D 12 '42 


+f STKES, CHARLES H(ENRY) Nov. 12, 
1882—Dec. 


19, 1942 Nationally known as the 
newspaper cartoonist, “Bill” Sykes; drew 
famous wat cartoons for the First and Second 
World Wars; editorial cartoonist of the 
Evening Public Ledger of Philadelphia from 
its founding in 1914 until its suspension in 
January 1942. 

Obttuary 
N ¥ Times p44 D 20 '42 


—LTESLA, NIKOLA (tes‘la) July 9, 1856— 
‘ Jan. 7, 1943 One of 


the world’s greatest 
electrical inventors and designers; American 
citizen of Greek origin; worked with Edison; 
credited with many “epic making” inventions 
since he came to the United States in 1884; 
in his old age claimed to have invented a 


“~"death beam’ powerful enough to destroy 


10,000 airplanes at a distance of 250 miles and 
to annihilate an army of 1,000,000 soldiers 
instantaneously. : 
Obituary 
N ¥ Times p19 Ja 8 '43 por 


~“oinney, CAL(VIN L.)} Feb. 2, 1908- 


io commentator 


Address: b. c/o Mutual Broadcasting System, 
1440 Broadway, New York City 

Since August 1941 Cal Tinney‘s slow Texas 
drawl and homespun humor, with intimate, 
folksy interpolations, have been heard over 
the Mutual network in Sizing mp the News 
each ear and Wednesday evening from 
8:00 to 8:15 p.m. Tinney’s colloquialisms, 
which the folks “back home” chuckle over— 
his “just-between-you-and-me, ain't it the 
truth?” “it shore is” method—has captured 
many a listener bored with the formal, polished, 
or cut and dried comments of other news. 


casters. 

“But there has been more to Tinney than 
his mannerisms. Speaking usually as a repre- 
sentative of what the “common man” thinks 
about affairs at home and abroad, he has taken 
more than one direct and poet shot, 
left of center, at stuffed shirt policy, doings 


* author, also, of a 


of Big Business, Polidane who coddle Fascism 
at the expense o under high-sound- 
EN gO 
ri t ly-hai young man 
fon he West has jonalty fe him- 
self in hot water. Objections have at times 
been made to the FCC 
the broadcaster's utterances.” But Tinney has 
apparently survived the allegations against him, 
— he currently continues his bi-weekly 
talks. 

The outspoken homespun ilosopher, who 
has become a kind of Wit ban columnist 
of the air, was born February 2, 1908 on 
a ranch in Pontotoc County, Oklahoma. His 
family, however, originally came from Texas, 
where his grandfather, a rugged individualist, 

Strange politics for those parts, “My 
grandfather was a Texas Republican,” Tinney 
says sadly, “and they shot him. s he 
exploited his sentiments one Saturda: night 
in a bar room. Ever since then my Pop fas 
been a Democrat.” So has the son and, judging 
by his broadcasts, a fervent New Deal-support- 


ing one. 
After attending the Oklahoma public schools 
Tinney enrolled at the Murray State Schoo! 
of Agriculture in Tishomingo, Oklahoma. 
There, however, his education lasted only two 
weeks. “I never did stay there long enough 
to find out whether it was a high school or 
pre oi he says. Young Tinney apparently 
decided he could get a better schooling b 
traveling and seeing the world at first 
For some years he tramped around, often as 
an ordinary seaman aboard freighters off for 
foreign ports. He was a psig eather of 
sorts, also, and found jobs in Shanghai and 
Paris. His work in the -War French 
capital was rewriting material fou 
Printed newspapers. “It was easy,” Tinney 
explains, “All you had to do was change 
words like lift to elevator, and caretaker to 


After getting his education by travel, Cal 
Tinney settled down in Oklahoma to edit a 
country paper, and began to advertise it over 
Station KVOO at Tulsa. That was in 1932. 
His humorous, drawling voice soon became 
more popular than his ette. So he gave 
up his job as an editor, but since 1934 he has 
bites a ies kly ogg SE pir of _ vee 
or =the cNaught cate, e 18 ie 

ar called Js It Tree What 
They Say sbout London? a Non-Partisan 
Portrait (1936). When Tinney turned to 
radio for a living, his voice was heard, suc- 
cessively, on the March of Time (1932), the 
Voice of America (1933), and the Masweil 
House » Boat program (1934). _ From 
1937 to 1939 he was on the Vanity Foir fea- 
ture, and from 1939 to 1940 on Youth vs. Age. 
That_ year he originated, but did not appear 
on, Stop Me If You Heard This One. 

Tinney is married to Mary Maxine Noble. 
gm couple have two sons, David N. and 

tt. 


It was in 1940 that Tinney hit on the idea 
of a folksy newscast and tried it out in Tulsa, 
ie) Farm listeners chuckled, appre- 
ciated a commentator who spoke their own 
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“10 PLAIN TALK 


nism; they wanted quick action by the 
democrats. And he had the courage to 
tell this to Tito. Although he was for- 
eign minister, be was arrested, 

1 was with Kosanovich in his room 
in Belgrade’s Hotel Majestic when Mrs. 
Subasich telephoned and asked for im- 
tnediate help. Her husband was arrested 
and iif, Kosanovich tried to reassure 
her. He telephoned Lt. General Ranko- 
wich, OZNA’s chief triggec-man. The 
Communist hangman answeted coldly 
that nothing would happen to the for- 
eign minister. Precautions were merely 
being taken to defend him from any 
attempt of the “Western reactionaries” 
upon his life. 

We had just been reading Dante 
there in the hotel room—the part where 
Count Ugolino bungrily devours the 
brain of Archbishop Ruggieri, describ- 
ing the merciless end of aff traitors. The 
blood and turmoil of ancient fratricidal 
war rose before us: it seemed very near 
to our own Yugoslav tragedy. 

Only a little later Kosdnovich entered 
the new People's Front against the will 
of the Independent Democratic Party, 
of which he was Secretary-Geaerel, His 

issued « clandestine communiqué 
describing his defection. ie that 
the chairman of the party, : 
ich, was terribly beaten for three 
hours by «a Communist youth mob. He 
was lying in « hospital the same night 
that Kosanovich was flying to the Lon- 


mext isene of PLamn Tax. 


THE SOLUTION FOR PALESTINE 


A comprehensive and authoritative discussion of the Hoover 
Plan (pages 32-33) and of the Lowdermilk Plan (Palestine— 
Land of Promise), offering an engineering rather than a political 
solution for the crisis in the Near East, will be presented in the 


Jeadership of the party with whom he 
had worked closely for twenty years. 
The Communists wanted a proof of 
From Logdoa, Kosanorich went to the 
Paris Peace Conference, and from there 
to Washington—to attack American 
democracy, which he had formerly 


-. 


CANNOT BELIEVE Kosanovich is a 

happy man, though he has stained 
his ambition. Those who oace opposed 
fascism and safe now serving commu- 
nism heve lost aif faith in themselves 
and in mankind. There are no more 
miserable people than the intelligentsia 
who know better—but who have been 
afraid to tesist in the last bettie for 
man’s liberty. 

Kosanovich once asked for 2 synthesis 
between political and economic democ- 
sacy for the good of the people, and he 
is now defending the complete subjugs- 
tioa—economic, political and moral— 
of Yugoslavia to the Communists. Ko- 
sanovich once wanted Yugoslavia to be 
free of the influence of any big power, 
and he is now ambassador of « puppet 
state in Stalin's empire. 
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ORGAPIZATIOYAL STRUCTURE 
ee 
A - OFFICERS 


I es 
In the "Statement Of The Ownership, Managerent, Circulation, Btc., Required By 
The Acts Of Congress Of August 24, 1912, and March 3, 1933," regarding newspapers 


utilizi g as ep means of transmission, furnished the Pittsburgh Offic 

*y Maina Fittsburgh Fost Office, the following are given as 

officers o Cs = 
Publisher 
Editor 
Managing Editor 


Business Manager - 
Owner 


aan statement was filed at the Pittsburgh Post Office by MANE SHUSHNAR on Octo- 
er 2, 1945, 


ae ek oe sept Beant “hee eas \ 


Fgh, Ficla Division 
61-118 


"2. It ie true that this year's celendars wore printed too tate, 

but we heve inspite of thie sold a eufficient number of calendars 

and some of the sollers have not sent in their money, In addition 
to the excellent success in advertisements for the calendar and be- 
sides the fact thet the calendar was excellent, the work of the eale 
of the calendars ies not satisfactory. Our activists should have paid 
more attention to this then than before sclling the calendars, 


"3, Soon we shall have received several hundred copies of the new 
book 'Gune For Tito.' We ought te do our best to sell these books 
mas soon as possible, The book was compiled by an American Major who 
organized a shipment of weapons to TITO's Army and met TITO person- 
ally several times, Tho price of the book ie $2.75. 

"4. We mst finish the sale of the book of NIKOLA\TESLA, We should 
particularly tntercst the American engincers and unhgniste in it. 


"5, Soon a book of MIRKO MARKOVICH will be off the press: ‘That We 
May Understand Each Other.' Therefore it will be necessary to organ- 
ize the sele of the samc, The book contains 350 p»ges and the price 


of the same is $2.50. 


"Tho working committee decided thnt bv the end of the month of March 
or in April, FMIRKO MARKOVICH should start for the racific Const, to 
Californin, to work in the strengthening of our movement and news- 
paver and in building up of clubs and the apparatus, This will be 
discussed in detail at the necting of the Supreme Board in Cleveland," 


August 14, 1945 "Reorganization Of Leadership Of Serbian Pro- 
eressive Movement In City Of Akron Carried Out." 


This article, which is quoted below, indicates 

the then policy of SLOBSODN4 REC in its leader- 

ship in the Serbian Frogressive Movement in the 
United States. 


“Akron, August 10 - Last week, on Thursday evening, there was here 
held a special meeting of the Serbien political progressive club, 
which wage attended by the editor~in—chicf of SLOSODNA REC, MIRED 
MARKOVICH, and the manager of the paper, MANE SHUSHNAR. 
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STAMASD FOV NO. 64 ¥ s 
| Ne J | 
Office Menwr wtdUnm ¢ UNITED GOVERNMENT 
4 To : Director, PBI DATE: November 7, 1947 
FROM BAC, Pittsburgh 
SUBJECT: Spe REC ; sss . 
INTERNAL SECURITY ~ C 44. 


REGISTRATION ACT 


The following article which appeared in the Kovember 1, 197, issue of the 
above captioned Commmist line newspaper published at 1916 East Street, 
Pitteburgh, Pa., ie furnished for your information: © 
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Address of AmbassedcF-ROGANOVICH at Benguet of 2nd Serbian | 


aE oy 
Ber Puy MOLASS ira 

wa-fo RY IAG Gen 
as Mt AW PCO 
ZI come among you to extend you the greetings of the peoples and the 
govermnent of the Federated People's Republic of Yugoslavia, headed 
by Marshal Tito end to thank you for the considerable aid which you 
have given you brothers in the old homeland. 


Brothers and Sisters: 


By coinoidence, I found myself in the period of 19); in this great 
countr, where I did my best to defend the truth am contribute to the 
best of my ability to the thwarting of spreating untruths on the 
part of the official representatives of the then Yugoslav government 
in exile and of all those who wanted to convince public opinion of 
America and its official circles of the impossibility of restoring 
Yugoslavia. I recall your valuable help of that time. I remember 

a dear friend in the person of the late Rev. KRAJNOVICH and his con- 
stent struggle, as well as of so many others of that period. 


Tou Americans of Serbian descent were hit the hardest. You were 
exposed to the greatest trials end the heaviest attacks. You had 
to exercise the greatest self-denial and perspective correctly to 
see the course of events because every effort was made to confuse 
youe The idea was that when Serbian Americana follow the wrong 
path, when chauvinism and nations] hatred get possession of then, 
when hatred toward the Croats and Slovenes and toward Yugoslav unity 
is aroused in them, then 14t will be easy for the same attitudes to 
wark among Croatians and Slovenes as regerds Yugoslav unity, giving 
chauvinism full sway and thus contributing to the weakening of the 
war effort in American and rendering impossible the struggle far the 
salvation and restoration of Yugoslavia and the Balkans. - 


In a letter of thanks for an honor which was shown me in February, 
ig, by « great number of you who are now assembled at this Serbian 
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Director, FBI November 7, 19:7 
SLOBCDNA REC 
Is - C; REGISTRATION ACT 


Congress when I was elected an honorary president of the Vidovdan 
Congress I said: : 


"In an extraordinary diffioult period of mankind you have with 
sacrifice and self-denial done yow duty also toward your people from 
whom you sprang and toward America of which you are good citizens, and 
toward mankind. Since my arrival in America in 191, in an official 
capacity, I found among you the best understanding and best cooperation 
for an ever greater unification of national foroes in the struggle 
against all manifestations of fasciam. Together we tried to be as 
serbs - bearers of Serbo-Crosto-Sloveno-Macedonian harmony and unity 
at a time when the enemy banked his entire hope on disharmony and 
hatred. Working thus we have contributed to the correct understanding 
of the national-liberation struggle beset with so many obstacles and 
bedevilled with so mich gossip. ‘fime and events have borne out the 
truth thereof.“ 


And when taking leave of Serbs in America in a letter of July 2h, 
1q,, among other things I wrote: 


"Ye have here been those who have defended the purity of the Serbian 
name et a time when it was being most degraded by the ignorant. 
History will show that we were right and that by our defending the 
unity of Serbs, Croats, Slovenes, end Macedonians we have best rep- 
resented the true national Serbian interests and thus represented tie 
interests not only of Yugoslavia but also of America and all United 
Nationse We have by common sacrifices of a liberation war achieved 
great successes in the country, but there still are great trials. 
Enemies will particularly seek to confuse the Serbs and destroy them 
with false defense of Serbian interests. I ask all my good friends 
to make every effort to proncte harmony and wmity. I ask all those 
who were being deceived in returning to Serbian tradition and enter 
the great circle of national harmony . +. I ask friends who have had 
the opportunity and bravery of seeing the right path from the very 
outset, that they forgive thomwho haven't seen it because they were 
deceived by those who thought they must be believed. The true 
national champion is known by his setting the errant ones on the 
right pathe Responsible culprits who misused their positions and 
misused the credulity of the ignorent will answer to the people for 
their misdeeds. The more you will promote harmony, the better it 
will be for Sertdom, for Yugoslavia, and for America - toward which 
you have the greatest obligation.” 


2 


ard 


To: Director, FBI November 7, 19:7 
Re: SLOBODNA REC 
IS - C; REGISTRATION ACT 


That was the path to which y 2 were oalled until his last days by 
our great countrymen NIK : SLA. 


And you, by your moderation, have contributed to the interest of the 
democratic struggle of the world. You have contributed to the unifi- 
cation of all national forces in America in the organization of the 
war effort. And at the same time, as Americans of Serbian descent 
together with other Yugoslav Americans, you have shown your American 
fellow-citizens that your brothers in the old homeland are with 
united efforts residing fascism and struggling for freedom and the 
restoration of their independent state, Yugoslavia. 


In this you were able to be the best spokesmen. You and your predeces- 
sors have come to this country in search of freedom and better 
economic conditionse 


Most of you and those before you have fled from Hapsburg serfdom be- 
sause you were being oppressed both nationally and economically. 

You end your predecessors made valuable sontributions to the develop- 
ment of the New World. You with your brother Slovenes and Croatians 
have sweated, shed blood, worn your bones, expended brains, and what- 
not for the progress of this country. Long is the chain of miners, 
farmers, scientists, and soldiers who gave their best for the general 
progress and prosperity of the American Unione You have conscientiously 
been doing your duty and you have become good citizens of this great 
land. Who of us is not proud of the work, life and nobleness of 

NIKOLA TESLA without whose work and mind electricity would not be what 
it now is in the world; whose motor has harnessed the Niagara and the 
Dnieper, turning the wheels of industry wherever there is electricity? 
In every spark of eleotricity, shines his name. America is the 

greatest beneficiary of TESLA's genius. He asked for no riches. 


And so, brothers and sisters, when during the war you have raised your 
voice for your brethren in the Balkans struggling not only for their 
life but also for a better and more secure existence of mankind, your 
voice thus had significance and importance. You were able to be the 
authorized spokesmen of the struggle which was going on over theres 
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FEDERAL BUREAU OF INVESTIGATION 
FOIPA DELETED PAGE INFORMATION SHEET 


‘ 4 Page(s) withheld entirely at this location in the file. One or more of the following 
statements, where indicated, explain this deletion. 


Deletions were made pursuant to the exemptions indicated below with no segregable material 
available for release to you. 


Section 552 Section 552a 

1 (b)1) [CI (b)(7)(A) CO) (d(5) 
C] (b)(2) L} (b)(7)(B) C1 (5)(2) 
CJ (b\(3) fx] (b)(7)(C) C) (k)(1) 
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: canes would-be radio repair man, advised this office that 
on April 29, 1945 he installed at the home of captioned 


pF rrom : SAC, P4ttsburgh 


a.S7HDARD FORM NO, 64 


. Office Memorandum * UNITED STATES GOVERNMENT 


TO : Director, FBI DATE: §/8/45 


Wow 


SUBJECT: 
INTERNAL SECURITY - R 


> subject, r a "Hammerlund H.G. Receiver 
Cnt) #1 20x", etated that since this type receiving 


set is of a kind which is generally used by amateur radio 
experts or professionals and since the radio set iteelf was 
in such condition as to indicate that it had been purchased under 
a very high priority, he inquired of the subject how he happened 
to be in possession of such a radio set, according 
(aw) to » Was vague as to where-he got it, saying that it 

had belonged at one time to NIKCLY TESLA'S gon and was purchased 

(Gf vefore the war in New York City. did not make any ( 
notation of the serial number of this radio but advised that under 
pretext he can review the operation of this set in the apartment 
of the eubject and at that time get the serial number. ; 

2 : Ci renee. 
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jhe new Yugoslav Aabassador, SAYA N : oa 
> » has stated to the newspaper that aig 
they do not contemplate hostilities over the a 
QO 


Trieste stion. | 
; Grn ts 

YRECBAAT i the Co. ry 
TH TSANTODROS TPO 


-P. 


Report of Special agent 
July 22, 1946, at Washi 


AT WASHINGTON, D. C. 


GENERAL ACTIVITIES 


gArvLep BY 
The “Washington Post" for July 23, 1916, carries a neni Bios 
relative to an interview had with the new Yugoslav Ambassador SAVA i. KOSANOVIC 


entitled "War Over Trieste Not Anticipated by Yugoslav Envoy". The article 
stated he had declared on the previous day that his country would not be ; 
provoked into any action in Trieste which would compromise the peace. He also - 
Stated they would not accept any solution of the problem whith did not accord . 
with their essential interests. He said his Government opposed Italian 
proposals for a plebecite in the disputed areatecause the Yugoslav population 
had been diminished by twenty-six years of Italian rule and the additional . _ 
loss of 56,000 men in the fight against the Nazis. ‘ 


' 
ROVED AND 
| Mronwanoen, fides Ag LA. 
4, 


- Detroit. 
2 = Chicago 
2 - Cleveland 


3 ~ Washington F ‘ela “pp ane 


The article in the “Evening Star" which was referred to above 
appeared July 23, 1916, and was entitled "New Envoy Disclaims Any Yugoslav 
Plans for Coup at Trieste." This article was written by NEWBOLD NOYES, JR. 
The article quotes the Ambassador as saying that Yugoslavia would not be 
“provoked into compromising the peace.” The article stated that the 
Ambassador had indicated his country would boycott Trieste if th y did not 
get it. The article stated that KOSANOVIC is a nephew of NICO SIA, the 
Yugoslav-imerican inventor. 
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Synopsis: 


Information contained in bulletin entitled 
"News Flashes from Czechoslovakia under Mazi 
Domination™ iesvei by Czechoslovak National 
Council of America, with reference to Ameri- 
can Slav Congress, set forth herein. Includes : 
information concerning the permanent committee 
< 


set-up and a partial list of delegates to the 
American Slav Corzress. 


_ -P-ALL INFORMATION CONTAINED 
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TANS 1 1902—-+5 


& copy of a mlletin entitled "i.we Flashes from Czechoslovaxia 
under Nazi Domination", pubdlished by the Czechoslovak National 
Council of America, 4049 West Twenty-sixth Street, Chicago, Illi- 
noisp, release no. 132, dated May 11, 1942: 


This bulletin contains news concerning the American Slav 
Congress held at Detroit, Michigin, April 25 and 26, 1942. The 
article contains the permanent etmmittee set-up of the Congress 


This article is being quoted below: 
"AMERICAN SLAV CONGRESS FOR GREATER WAR EFFORT" 


The coordination activitica of all groups of Slavic 
extraction in America for an fntensified war effort 
moved a long step closer to reality as a result of 
the American Slav Congrecs held in Detroit April 25 
and 26 and attended by more than 2300 delegates re- 
presenting church, fraternal, lebor, social and 
cultural groups from all parts of the country. Every 
substantial American Slav organization in the country 
was represented. 


Permanent Committee Set Up 


& permanent committee was elected with LEO RZYCKI, 
Vice-president of the Amalcamated Clothing Workere 
for President; Prof. J. J SMMRHAL, of the {zechoslovak 
National Council, Vice-president; STEPHEMMZEMAN, JR., 
of the Slovek Evangelical Union, Secretary; VINEOMEUE, 
of the Croatin Fraternal Union, Treasurer; and BLAIR F. 
XGUNTHER, member of the Zducational’ Gommittce of the 
olish National Alliance, Chairman of the Board of 
‘ Directors. 


Participating Slavic nationality groups elected vice- 
presidents to the Board of Directors. Vice-presidente 
for the respective nationality groups elected were: 

ED INC, Polish; W. J.WUZIK, Czech; V. S.X@LATEK, 
Slovek; VASID“DICOFF, Bulgerian; SAMUES<MERLINICH, 
Serbian; JOENMBUTKOVICH, Croatian; VINCENP“CAINKAR, Slo- 
vone; PETENSRATICA, Cerpatho-Russian; GEORGEYALRINSKY, 
Macedonian; HARRY RUSESHKOFF, Russian; MICHARLYTEATCE, 
Ukrainian. 


and @ list of men of eminence among the delegates to the Congress. 


ad) 


The various nationality groups also elected members 
to the nationality committees of the Board of 
Directors. The Netional Committee of the congress 
held its first plenary session in Pitteburgh, May 10, 
to plan steve to translate the decisions of tho con- 
gress into action. 


Anti-Hitler Measurcs &dopted 


Main decisions embodied in the resolutions of the 
congress were: 

1. To make a dircct appeal to Amer tean Slavs con- 
prising more than haif the workers in the wer essential 
industries of the nation to intensify their production 
efforts to outproduce Hitler and the Axis. 

2. To intensify vigilance sgainst fifth-columnists 
operating within the various Slavic groups in this 
country aiming to sow division and disunity in the war 
effort. 

3. To chart » plan to recruit 50,000 american Slav 
volunteers for a house-to-house campaign among American 
Slav fanilics for raising the amount of war bond aub- 
ecriptions to 10 per cent of income. 

4. To take all measures to strengthen the bonds of 
solidarity among American Slav groups and between them 
and the Slav peoples of Burope for sa concerted effort 
ageinst HITLER. 

5. To increase supnort of #11 war relief agencies, 
particularly the Russian, Yugoslavian, Parsee: Czecho- 
Blovakian, British, Greek and Chinese. 

6. To take steps to counteract the appeesers. 

7. To set up a permanent organization to coordinete 
and assist in carrying out the decisions adopted by the 
Congress. 


Reeponse Exceeds Anticinations 


The response to the first american Slav Congress ever 


held in America exceeded all anticipations. It re- 
vealed the dovth of anti-Axis feeling thet has seized 
hold of the americans of Slav descent who came expressing 
desires to do their utmost to the end that the power of 
Hitlerism, arch-foe of the Slav peoples as of freedon- 
loving neoples everywhere shall be decisively smashed. 


aS 


aS 


The delegates were mostly brawny men from coal mineg, 
steel mills, machine shops—-the men on whom the nation 
48 counting for much of its war casential goods pro- 
duction and wholesome-Llooking women whose faces showed 
hardening lines of determination benoath war emiles, 


Men of Entacnce Among Delegatce 


among the delegatoé were men and women of distinction 
. in many ficlds of ectivity——-echolers, writers and 
clergymen, among’) them Rev. VIN BORKOVIOZ, who re- 
presented the Rev. Bishop 8 8S, WOZNICKI + 
at th Congress, and delivcred the opening invocation; 
Metropolitear’stphon Benjamin, of the Russian Orthodox 
Church; Most Rev. JOHVYeFaJINOVICH of Johnstown, Pennsy- 
lvania, and Rev rheaWLOWSEL, of Buffalo, New York. 


Among others vresent were JOSEPINWATTRAS, director of 

he Polish National Allience of Pittsburgh; CHESTER A. 
; ROJ, President of the Polish Central Citizens! Con- 
‘mittee of Detroit; Judge i. @RONKOWSKI of Hamtranch; 
Captain WNEZTMsN, Polish Wer Veterane, Chicago; Dr. W. 
TCSOWSEI; chairnan Michigan all Slav Committee, Detroit; 
Mrs, M.ANESTEROWICZ, deer of Polish journalists, Buffalo, 
New York; ZLaTKOssALOKOsICH, femed Croatian violinist; 
FRaANEM@RIGORSKI, assistant district attorney of Milwaukce 
and nresident of the Fuleski Council there; VINCENDSXLZIN, 
Secretary Chrysler Local No. 17 of WsaW-CIO;: Michigan Stete 
Senator, STANLEY“NOWAK; Frof. J. eigen President of 
the Czechoslovak Nationa” Council; JOSEPRMRTINEK, Exe- 
cutive Secretary of the Czechoslovak National Council, : 
Chicago; KARETMARCHAL, President of the dmerican Soko} 
Union; ADOLPaCER, President of the Czech american 
National alliance; VINCE'TR¥RDSKY, Secretary of the Czech 
american Netional Alliance; Rev. JaN SoeBRaDAC, Honorary 
Fresident of the Slovex Netional Alliance; Rey. ARNOST 

IZk& of tho Federation of American Czcchoslovake in 
Texas; NICOLA WESLa, Serbian american inventor; ETBIN 
KRISTA, prootnent Slovenian writer; Dr. D. KSYATICH, 
firet vice-president Michigen all-Slav Committee; SaMUZL 

RLISICH, President of the Serbian National Foderation, 
Pittsburgh; Judge ANTHODMLUGAS, Pittsburgh; Qhio State-- 
Sens torNGOYD-BOICE; Judge GEORGE oy ea Cleveland; 


er vam 


Add 


Rev. Mi. WXO, Cleveland; WITHOZIK, President of 
_the Czechoslovak Socicty of America; and Mrs. MaRIE 
of the Nat'l alliance of Czech Catholics. 


Pocus eee Slovenska Nerodna Podporna Jednota; 


From the serious and restrained mood of the delegates 
it was visible they had cose for the one purpose of 
nerceing on a common linc of action to be taken to 
guarantce a eapecdy end of HITLER and the Axis. There 
was a notable absence of the usual convention hilarity 
and abandon. ‘ 


An Intcrnational Event 


It was a wartine mecting dominated by a wartime grim- 
ness. That the delibcretions of the congresa would 
have internstional repercussions was evidenced in the 
more than thousand tclegrene from all parte of the world 
thet reeched tne congress “uring the sessions. 


One of the wires grecting it was from a Czech group 

in Teheran, Porsia; there were many from Slavic groups 
in Chile, argentina, Canada, and throughout America. 
Soviet writers and sctontiste and members of the Yugl- 
slav government in Kuibyshev wired the congress messages 
of greetings end good wishcs. 


The Congresea was not only an event significant in the 
history of america's 15 million Slav-descended citizens 
but freught with meaning for the destiny of the more 

than 200 nillions of Slav neoples across the seas en- 
gaged in a life-and-death struggle against Nazi enslavers. 


For the first tine the peoples of the diverse Slavic 
groups in America were renching a common understanding 
on @ world-wide issue--a matter that gave delegates a 
feeling of considerable satisfaction. 


Far beyond the brilliantly delivered keynote speeches 

and the fron note of resolve sounded in the resolutions-- 
all of which raised the assembly to wild cheers of on- 
thusiaesi—-was the vibrant senec of unity which, given 
expression by the congress carried to the Slev peoples 


os a0 


throughout the world its ressage of redoubled efforts 
to crush HITLER and guarr' tee a democratic victory 
for the world. 


Keynote--Production for Victory 


Production and secrifice were the keynote motifs of the 
mein address of the congress delivered by LEO KRZYCKI. 
Reminding listeners that American Slavs occupy e key 
position in America's war industrial pattern, he called 
for greeter efforts this vear to turn the ecales of 
victory in favor of the denocracies. 


How to safeguard American war production and sncrican 
morale took up the following sessions which were ad- 
dressed by Prof. J. J. ZMRHaAL, President of the Czecho- 
slovak National Council of samcrica, on fifth—-column 
activities and measures to be taken against thm; FRANK 
MAISBEY, chairman of the Michigan Defense Savings Pro- 
eran on-netional rorale; ELM@LIVER, of the Labor Division 
of the War Production Board and GEORGEA@DDES, Secretary- 
Treasurer of the Suto Workers Union on problems facing 
lebor in the war industrics. These subjects were treated 
in further deteil in special panel discussions later. 


10,000 Hear Hon. Paul V. McNutt 


Two thousend plates were served at the banquet tendered 
the delegates and guests by the Michigan Committee of the 
American Slav Congress in the Masonic Temple on april 25. 


But the climex of the congress was a victory rally in 

the Michigen State Fair Coliseum where 10,000 persons 
essembled to hear the Hon. PavL V. MoNUTT, Federal Security 
Adrinietrator and U. §. Government representative to the 
Conprese who greeted the delegates and drew thunderclaps 

of epplause by his -apmeal for "more tanks for TIMOSHENKO", 
"In this firet Slev Congress you heve shown the world the 
miracle of american unity," he declared. 


& bessare from President ROOSEVELT was reccived wishing 
the Congress success in its work." 
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Whose daring imagination and concrete accomplishments are among the wonders of our age. 


HEN Nikola Tesla died in 
January of 1943 in com- 
parative seclusion in a New 


_ York hotel, he owned no more than 


the few personal possessions that had 
become dear to him during the 86 
years of his life. Yet his estate was 
so fabulous that its value can never 
be truly assessed. And his heirs were 
the men and women of all the world. 

What price can be put on the work 
of a man who brought into being the 
electric power era? The industrial 
giant that the U. S. is today rests on 
the series of brilliant discoveries and 
inventions in the hamessing and 
transmission of electricity conceived 


By PAULINE KLOPACKA 


by Nikola Tesla, who came to this 
country from the land of the South 
Slavs when he was 28 years of age. 

It was at midnight between July 9 
and 10 in 1856 that a son, Nikola, 
was born to the Rev. Milutin Tesla 
and Djouka, his wife, in the little 
Serbian village of Smiljan, in the 
province of Lika. Now a part of 
Yugoslavia, it was at that time under 
Austro-Hungarian rule. 

Tesla’s father, a Serb, was a priest 
of the Greek Church, and his mother 
of a distinguished Serbian family, 
came from a long line of inventors. 
Both father and mother gave to the 
child a valuable heritage and culture 


Drewings by Alvena Seckar 


developed and passed on by ancestral 
families that had been community 
leaders for many generations. 

It was at first planned that the son 
prepare for the priesthood but Nikola 
would have none of this. Physics and 
mathematics fascinated him. He 
would be a teacher of these favorite 
subjects. But then he switched to elec- 
trical engineering and at the age of 
25 a graduate of Prague University— 
earlier training had been obtained 
at the Graz Polytechnic in Austria— 
he was set for his first job. 

At that time the American Tele- 
phone System was brought to Europe 
and an installation set up in Buda- 
pest, where Tesla was a successful 
applicant for a position. 


HREE years later, in 1884, he was 
U. S. bound. There were 4 cents in 
the young immigrant’s pocket when 
he arrived in New York, but that did 
not disturb him. He had the names of 
friends. He would soon get to work. 

His confidence was well founded, 
since within a few years he was 
counted among the ranking scientists 
of the country, his discoveries bring- 
ing in handsome royalties. . 

It is interesting to note the descrip- 
tion of Tesla at this time by his biog- 
rapher, J. J. O'Neill in the book, 
“Prodigal Genius”: “Tesla was a 
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-189L-A tall, dark, hands 


spectacular, figure in New tk in 
f well. 
built individwal with e flare tor wear- ~ 


~ ing clothes that gave him an air of 


magnificence, who spoke perfect Eng- 
lish but carried an stmosphere of 
European culture. He was an out- 
standing personality to all who be- 
held him.” One of his colleagues 
described him as “immaculately 
groomed, and of delightful courtesy 
and charm.” 

A review of Tesla’s work is noth- 
ing short of amazing. To quote from 
J. J. O’Neill’s book: 


“It was Tesla’s invention of the polyphase 
alternating cusrent system that was directly 
responsible for harnessing Niagara Fells 
and opening the modem electric super- 
power era in which electricity is transported 
fer hundreds of miles to operate the tens 
of thousands of mass production factories 
of our industrial system. 

“Every one of the tall, Martian trans- 
mission lines that stalks across the earth and 
whose wires carry electricity to distant cit- 
ies is a Monument to Tesla, every dynamo 
and every motor that drives every machine 
in the country is a monument to him. 

“He discovered the secret of transmitting 
electric power to the utmost ends of the 
earth without wires and demonstrated his 
system by which power could be drawn 
from the earth anywhere by making a con- 
nection to the ground; he set the entire 
earth in electrical vibration with a genera- 
tor which sprouted lightning that rivaled 
the fiery artillery of the heavens. It was a 
minor portion of this discovery that he cre- 
ated the modern radio system. He planned 
our broadcasting methods of today 40 
years ago when others saw in the wireless 
only the dot and dash message that might 
save ships in distress. 

“Tesla was an inventor but he was much 
more than a producer of devices. He was 
a discoverer of new principles opening 
many new empires of knowledge which 
even today have been only partly explored. 
In a single burst of inyention he created 
the world of power of today. 

“He brought into being our electric power 
era, the rock bottom foundation on which 
the industrial system of the entire world is 
builded. He gave us our mass production 
system for without his motors and currents 
it could not exist. 

He gave us every essential of current 
radio. He invented radar 40 years before 
its use in World War II. He geve us our 


pete neon and other forms of gaseous 


He gave us fuorescent light- 
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Always proud of his national ori- 
gin, Tesla spoke es follows during his 
‘visit to Belgrade in 1892 in saswer to 
& speech of welcome by the city’s 


mayor: “There is something in m 
which is only perhaps illusory . . 
tut if I were to be sufficiently for- 
tunate to bring about at least some 
of my ideas it would be for the bene- 
fit of all humanity. If these hopes 
become one day a reality, my greatest 
joy would spring from the fact that 
this work would be the work of a 
Serb.” 

Teala dedicated his life to peace, 
to lightening the burden of toil from 
the shoulders of his fellow man. As 
every scientist who so interprets his 
function in society, he was stricken 
when he saw the coming of World 
War Hi and his inventions being pre- 
pared for destructive purposes. He 
sought desperately to prevent the war 
and made available a device which he 
offered to the world, maintaining that 
it would make any country, no mat- 
ter how amall, safe within its bound- 
aries. His offer was rejected. 

But once the war was an accom- 
plished fact, and when the people’s 
armies rose in defense of their na- 
tions in what appeared to be an un- 
eaual fight, he did all he could to 
rally his countrymen to work to the 
limit in the war effort. 

Shortly before his death he wrote 
as follows to his nephew, M. Sava 
Kosanovic, now Yugoslay Ambassa- 
dor to the U. S.: 


“President Roosevelt and Donald 
Nelson, Director of our War Produc- 
tion have repeatedly urged the Amer- 
ican people, workers and employers, 
to meet as fully as possible the goals 
established for the production of war 
materials, . . . For that reason, my 
dear brothers and sisters, as the old- 
est Serb, Yugoslav ond American in 
the U. S., | am addressing this letter 
to you, asking you to answer the call 
of President Roosevelt. 

“The achievements of our brothers 
in the old country are worthy of the 
spirit which permeates our folklore 
++. the fate of the Serbs, Croats and 
Slovenes is inseparable.” _ 

Tesla was not satisfied: with his 
achievements in releasing the earth’s 
energies so that men could work with 
‘lens backbreaking effort and live more 
comfortably. The man who could 


draw up a desizn for a perfect motor 
was also concerned with drawing up 
a plan for a better world. When 
Tesla read the address of the then 
Vice-President, Henry A. Wallace, on 
The Future of the Common Man, he 
was fired with enthusiasm. The Yugo- 
slav edition of the speech included 
a preface by Nikola Tesla written in 


‘October, 1942: 


“Our of this war, the greatest since the 
beginning of history, a new world must be 
born, a world that would justify the sacri- 
fices offered by humanity. This new world 
musi be a world in which there shal] be no 
exploitation of the weak by the atrong, of 
the good by the evil; where there will be 
no humiliation of the poor by the violence 
of the rich; where the products of intellect, 


. science and art will serve society for the 


betterment and beautification of life, and not 
individuals for the amassing of wealth. This 


_ new world shali not be a world of the down- 


trodden and humiliated, but of free men 
and free nations, equal in dignity and re- 
spect for man...” 


This man, whose work was so ad- 
vanced of his time that much of it 
still remains unexplored could have 
zmassed millions, but he was so little 
interested in personal gain that to 
save his friend, Mr. Westinghouse, 
from bankruptcy he tore up a con- 
tract which would have brought him 
$12 millions in royalties. Pressed for 
funds during the latter part of his 
life, many of his inventions are lost 
to the world. 

But though he was often short of 
money he would walk over to Herald 
Square and feed the pigeons. It was 
almost a sacred trust, feeding the 
piceons twice a day. They had been 
his personal responsibility through 
the years, and if he could not be 
there to do the feeding, a Western 
Union messenger boy would be hired 
to do the job im his stead, Often he 
would forget an important enzage- 
ment so that he might keep his “date” 
on Herald Square. The pigeons were 
a way to relaxation, a note of warmth 
in an otherwise rigidly disciplined 
life. He had few friends and never 
married, since he felt a scientist must 
kesp himeelf free of personal rela- 
tionships that would be unduly de- 
manding. 

Restless and caver to unravel every 
possible unknown to the very end of 

.. {Continued on page 49) 
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~ GEO MILEV 
describes only trom the‘standpo. 
his art. , .« 
various events in the life around him, 
which impress him strongly, he does 
not take sides. He does not praise one 
and hurt the other; he merely de- 
scribes everything he sees, describes 
it with the delicate, sweet colors of 

*poetry... 

Geo was fined 20,000 leva and 
sentenced to one year in prison. He 
' could not believe that the court could 
. make such a decision. With joking 
reference to the dullness of “their 


Honors,” he left the courtroom be- 

: lieving that the decision would never 
j be carried out. 

He was right. Unable to enforce 

i their decision legally, the government 


: resorted to illegal means. 


Next day, May 15, 1925, Geo was 
kidnapped from his home and killed 
i by underlings of Prime Minister 
Alexander Tzankoff. 
The cultural world of Europe pro- 
tested Geo’s death. Henri Barbusse, of 
France, visited Bulgaria to investigate 
the case. In his book “The Murder- 
ers” he made reference to the circum- 
stances of Geo’s death. Max Rein- 
hardt protested and “regretted the 
loss of a very gifted theater director.” 
Oskar Kokoshka, m Vienna, recog- 
nized the loss of “a precious critic 
and learned connoisseur of modern 
art.” 

Many Bulgarian writers were si- 
lent. Fearing for their lives, they did 
not dare to speak a word for Geo 
Milev or express regret for his death. 
The more courageous of them stated 
that “talent euch as Geo’s is born 
only once in a hundred yeers,” that 
“He was the most cultured Bulgar- 
ian,” “The most honest and courage- 

ous. ” 


be youth and the common people 
deeply mourned for Geo. They 
a 7 had lost a sincere friend 


Fewied ke be Pars and in Belgrade. 
= mf reave it was translated into 


In. his attitude toward - 


TESLA 


{Continued from page 4} 


his life, he read a paper on the occa- 
sion of his 80th birthday on the per- 
fection of a tube for atom smashing. 
As if that were not enough, he also 
presented a system of interplanetary 
communication, 

Thus the fragmentary story of the 
life and work of a Yugoslav immi- 
grant who, like so many tens of thou- 
sands of his fellow countrymen, left 
their homeland rather than live as 
subjects within the Austro-Hungarian 
empire. 

He made a unique contribution to 
his adopted land, so ideally suited to 
the full scope of his genius, “the like 
of which in all history could prob- 
ably be counted on the fingers of one 
hand.” 

It is to be hoped that just as he 
brought electrification to the U. S. 
in the short span of ten years, his 
adopted country might assist in the 
full electrification of the Balkans, 
reversing its present policy toward 
New Yugoslavia. 


Czech and in Russia into Russian. 

A few courageous young people in 
Bulgaria printed pamphlets about 
Geo. They were promptly tortured 
and imprisoned. 

We, his family, searched for him 
for months, but we never learned 
exactly where and how he was killed. 

There were rumors that he had 
been shot in the mountains, that he 
had been burned in the furnace of 
“Public Safety.” These measures 
were used by Bulgarian Fascists long 
before the world knew of Hitler. Both 
stories, however, avowed that his 
spirit was not crushed, 

Geo’s voice was silenced forever. 
The murderers triumphed, but they 
forgot that he who speaks for the 
freedom of a tormented and deprived 
people does not die. In today’s New 
Bulgaria, Geo Milev is honored as 
one of her most cherished sons. Geo's 
poems are celebrated especially by 
the youth of today, the heirs of the 
September Revolution of 1944, which 
fulfilled his prediction of a decade 
before that “September will be May.” 


HE AMERICAN SLAV 
COMMITTEE 
of Canton, Ohio 


welcomes the new magazine 


THE SLAVIC AMERICAN 


and projects best wishes for its suc- 
cess. This organ, we know, will be a 
great contribution to the enlighten- 
ment of the homes of American Slavs, 


Greetings to the Second Issue 


of 
THE SLAVIC AMERICAN 


and 
Best Wishes for Continued Success 
in the Coming Year 
ALL SLAVIC COUNCIL OF 
NORTHERN CALIFORNIA 
739 Page Street, San Francisco, Calif. 


GREETINGS FROM 
JIM BALANOFF 


Greetings from Lodge 3052 
American-Russian Fraternal Society, [WO 
1010 East Foss Avenue Flint, Mich. 


Greetings from 
CLUB "YUGO-FORWARD" 
Detroit, Mich. 


THE STANLEY THEATRE 
Presents 
The Best Filme trom the U.S.S.R. 
NOW! “THE GREAT GLINKA” 
7th Ave, @ 42nd St. New York City 


Best Wishes for Success to 
THE SLAVIC AMERICAN 


American Russian Freternal Society 
Ledge 3049 


120 Glenmore Ave. Brooklyn, N. ¥, 
Efficient Service Since 919 
LEON SENOFF 5 


General insurance Broker 


391 East (49th St., New York 
MErose 5.0984 
insurance i¢ cheaper to have thar to need 
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SUBJECT: ‘AMERICAN SLAV CONGRESS; 
INTERMAL SECURITY - C 
(Bufile 100-56671,) 


we Enclosed are two copies of the Fall, 1948 issue of "The 
x Slavic American", a quarterly, published by the American Slav Congress. 


These are being submitted for information only, not for 
evidence. One copy is being retained - in the files of this office. 
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The American Way of Life 


by LOUIS ADAMIC 


HE opening lines of the Progres- 

i sive Party's platform read: 

“Three year~ after the end of 
the Second World War the drums 
are beating for a third. Civil liberties 
are heing destroyed, Millions ery out 
for relief from unbearably high prices. 
The American Way of Life is in dan- 
ger. 

The American ‘NS ay of Life has 
been the issue in any American elec- 
tion ever since 1776. Every voter who 
goes to the polls. voles —intelligenthy 
or mistakenly: independently or un- 
der the spell of inveterate partisan. 
ship—for ane or another concept of 
the American Way of Life. 

Of course, various people. living 
jn Various circumstances, have vari- 
ous ideas of what constitutes the 
American Way of Life. I propose 
to state my ideas of it: also 1 shall 
presume to fit thase ideas within the 
frame of the new Progressive Party 
which must continue te grow from Tt 
heginnings in 194. 

As 1 see the American Way of Life. 
jts principles were born of the Ameri- 
can Revolution. They were won in 
struggle; nothing as fundamental 
and deep-reaching comes easy. They 
are stated in the Declaration of In- 
dependence and the Constitution of 
the United States. Our job now is 
to perceive what policies and meas- 
ures will safeguard the Way against 
decay and corruption. and will fur- 
ther its growth and evolution to 
meet successfully the problem of 
changing times and new conditions. 
The principles of 1776 are as valid 
as ever, but life is different today 
from what it was then. Fortunately 
growth and change are of the very es- 
sence of the American Way. 

The first principle of the American 
Way of Life is the right to life itself; 
and this must be safeguarded against 
war on the one hand, and on the 
other against poverty, which in recent 
decades has taken a far heavier toll 
than any war in which this nation 
has ever so far been involved— 
though the “next war,” if we permit 
it te be drummed up, will reverse the 
story, 


“Why Go to War to Keep 
Others From Having Their 


Way of Life,”’ 


The second principle of the Ameri 
can Was is liberty it has al. 
ways been our slogan and our pride. 
But we have long been cautioned 
thaf ifs price is eternal vigilance, and 
we know how to recognize those who 
have designs on it. 

The third principle of our Way 
is abundance. When migrants from 
Europe first began to settle here, this 
was a land rich in the gifts of nature: 
and for all that those gifts have been 
abused by ignorance and irresponsi- 
bility. and particularly by exploiters 
and monopolists. Our resources are 
still great enough—if deforestation 
and erosion are checked in time, and 
if our mineral resources are properl 
consersed—to afford abundance, the 
good life. to all the inhabitants of 
These States. 

And a fourth principle of the Amer- 
ican Way is opportunity. 


if hee Progressive Party promises to 
safeguard the right to life by 
avoiding war—always the saddest 
failure of morality and now the po- 
tenial destroyer of human society and 
the globe itself. 

Whether or not we can avoid 
World War HI, I don’t know; but J 
du know this—that if we don’t try 
to avoid it, nothing else is worth try- 


LOUIS ADAMIC 

Slovenian Amer- 
ican author and 
lecturer, a foremost 
authority en na- 
tional groups, he 
is @ profific writer. 
Among his works 
are My Natire 
Land. Dinner at 
the White House, 
Two-Way Passage, 
Nation of Nations, 
My America. He 
alsa edits and pub- 
lishes a current affairs bulletin, Trends 
and Tides, issued from his home in 
Milford, New Jersey. 


asks Adamic 


ing to do nowadays. St is futile to 
wonder about the kind of curtain: 
you'll hang up in your living-room 
... futile to write or read books. to 
go ta lectures or to school . . . silly 
to worry about being called a Red or 
a Communist, or whatever, or about 
being hauled up before the fantastic 
Un-American Activities Commitier 
... futile to work at your job, what- 
ever it may be... silly te worry about 
keeping on the good side of whoever 
can take that job away from you. 

War or peace? I don’t know; but 
if we want any sort of future for this 
country, for the rest of the world, 
for ourselves and the Russians. for 
you and me personally, then we'd 
better wusck for peace . . . stand up 
for peace ... stand up with our new 
political vehicle. the Progressive Par- 
ty, 

The Progressive Party further pro- 
poses to safeguard the right to Jife 
by abolishing poverty. Cynics, pressti- 
tutes, and generally people without 
hope and vision say this can’t be 
done. They say Henry Wallace is a 
starry-eyed visionary. We say it can 
be done if we will jealously maintain 
freedom, bear in mind the fimitless 
capabilities of Americans, and keep 
the grip of monopoly from arrogating 
the resources that should serve all. 
and if we will insist upon the appli- 
cation of the ever more marvelous 
discoveries and techniques of science 
for the common good. 

The Progressive Party proposes to 
safeguard liberty — not with more 
lip service, but by adhering fully to 
the Constitution, including the Bill of 
Rights and all subsequent amend- 
ments, in all their vitality and integ- 
rity, and by reviving and enhancing 
the programs and formulations of 
Rousevelt’s New Deal. The Progres- 
sive Party proposes to guard liberty 

(Continued on page 26} 
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A HALF HOUR OF MUSIC 
with 
TWO DISTINGUISHED AMERICAN ARTISTS 
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in a unique 


Album of Recordings 


Now on Sale 
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The American Way 


(Continued from page 5) 


against that danger which most dis- 
turbed the Founding Fathers—the 
power of the military. And note how 
all these things are inter-related. Lib- 
erty is imperiled by poverty, by mo- 
nopoly, by war. Every measure which 
the new party proposes is a measure 
to safeguard liberty. 

By abundance, the new party means 
that our rich land—and ‘our skills, 
brought here by immigrants from the 
Old World in the last 300 years— 
shall produce all that is needed to 
make the good life available to every 
law-abiding and industrious man and 
woman here, and their children, re- 
gardless of color, race or religion; 
and that these fruits of enterprise and 
labor shall not be so ill-divided that 
a few are glutted with a surfeit of 
luxuries while many who toil and 
sweat must for reasons beyond their 
control still go “‘ill-fed, ill-clothed and 
ill-housed.” 

The pioneers who first possessed 
the Atlantic seaboard and later 
pressed westward through the forests 
and the prairies, could win abun- 
dance by strength and industry, by 
the wide swing of the axe. the true 
aim of the fintlock, and the firm 
hand on the plow. There was op- 
portunity galore. Almost any man 
could get land for the asking or for 
a few dollars an acre, and become 


(Continued on page 29) 
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The American Way 


an independent farmer. Any man 
could set up a little store in a new 
community and become a prosperous 
merchant as the town grew. Almost 
any man could start a paper. estab- 
lish a factory or mill. or open a mine. 
and become an industrialist. 


This ix nu longer true. Millions of 
square miles have been rendered use- 
less for human use and habitation by 
irresponsible deforestation and by 
erosion, The number of family farms 
dwindles yearly; every day hundred- 
of independent merchants and small 
mining. milling and manufacturing 
companies are forced out of business 
by the power of monopoly. centered 
in Wall Street. 

The relentless limitation of oppor- 
tunity. the shrinking of abundance 
for millions. the violences done to iib- 
erty in dehance of the Constitution 
and in contempt of the tradition that 
began in 1776, the further threat 
against freedom in the ominous form 
of military rule, the denial of life 
itself to unnumbered victims of pov- 
erty, and the grave threat to all our 
lives In the probability of a war 
waged with atom bombs and bacteria 
—these developments. conditions and 
prospects now imperil the American 
Way of Life. 

The Progressive Party proposes to 
restore and safeguard and extend 
that Way—the emphasis is on the 
word “extend.” Nothing in nature 
stands still, and no more can human 
economic and social and political in- 
stitutions. Change is the key prin- 
ciple of the American Way—growth. 
adaptation, progress. Had it not been 
for that principle, the USA would 
not exisi-~we would not now be de. 
bating the decisions made in an 
election: we would still be colonial 
subjects, or we wouldn’t be here at 
all. 

If we remembered more vividly 
what daring it took in 1776 to reject 
monarchy and form a republic, we 
would have less hesitation in reject- 
ing the National Association of Man- 
ufacturers’ notions of “free enter- 
prise,” and adopting measures more 
in keeping with today’s facts of life. 
We would not hesitate 10 defy the 
greatest power on earth—that of mo- 
nopoly corporations and cartels, 
whose agents have lately seized con- 
trol of the U.S. Government. 


(Continued from puge 20) 


Under Henry Wallace's leadership, 
the Progressive Party offers itself as 
a medium through which those who 
love their country and are also in 
favor of their awn rightful individual 
interests can express themselves po- 
litically 2... in 1949... 1950... 
in 1952, assuming tha! the “next war.” 
now being drummed up. won't destroy 
us all before then. 

We know now that we have estab- 
lished a firm foundation for the new 
party under the leadership of Henry 
Wallace and Glen Taylor. Person- 
ally. J was not in this campaign only 
in reference to this year's election 
er because J think. as J do think. 
that Henry Wallace is a great Ameri- 
can who should be in the White House 


in this crucial period. In the main, . 


I was in this campaign because, like 
Wallace and Taylor. like many other 
Americans. J became convinced that 
neither of the old parties is fit to deal 


with the profound crisis which is com: - 


ing to a climax in these middle years 


of the 20th century. ] am in this ~ 


movement because | want to help 
build a new people's party that will 
be capable of coping with the crisis 
now converging upon us and the rest 
of the world. 


IKE many Americans, I am for- 
eign-born; and every once in a 
while I hear or read some remark to 
the effect that ] have no right to be 
doing what I am doing—helping the 
growth of a new party which hopes 
to save the peace. Such remarke 
amuse me. It so happens that I have 
read rather extensively in American 
history, not as taught in most schools. 
but as it really happened; and I am 
impressed by this fact—that in all 
erucial or climactic periods in the 
career of this country. the so-called 
foreigners played important roles. 
The Irish and German elements. for‘ 
instance, were the big “foreign” 


- 


groups around 1776. and it was they. ’ 


who became the backbone of General 
Washington’s revolutionary army. 
The Irish and German elements also 
furnished the mass support to Thomas 
Jefferson when he started a new party 
150 years ago. Jefferson did not tri- 
umph immediately (as Wallace 
didn’t); his supporters stood it with 
him until he did (as I] hope we will 
(Continued on page 30) 
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Delegates join in singing the National Anthem. 


The American Way 


with Wallace}. The same was true 
again in the period of Andrew Jack- 
son, when American democracy took 
another long step forward. When 
Lincoln came along and started a new 
party, his most steadfast backing 
came from the numerous new-immi- 
grant groups——Germans, Finns, Poles, 
Scandinavians and others. 

This was quite natural. As new- 
comers who came here seeking lib- 
erty, abundance and_ opportunity, 
they had a more acute sense of what 
America professed, and they took 
American principles more seriously 
than many of the old-line Americans 
who had begun to be matter-of-fact, 
if not smug, about the country. As 
newcomers, they were somewhat out- 
side the mainstream of American life. 
By going behind the cause of Wash- 
ington, Jefferson, Jackson and Lin- 
coln, they became part of the main- 
stream. They promoted themselves 
from second-class citizens to first- 
class, It was Americanization at its 
very best. It made history, it enriched 
the traditions, it integrated the new 
Americans into the country as a 
whole. 

And it is quite natural, and very 
fortunate, that many of us in the 
new-immigrant groups have joined 
with many old-line Negro Americans, 
with many white Americans of the 
earlier immigration waves, with Hen- 
ry Wallace, in this movement to form 
a new party and make it competent to 
deal with the complex problems loom- 
ing before us. Many of us Slavic 
Americans already in 1946 and early 
in 1947, sensed that Henry Wallace 
was right, and we became part of the 
growing impulse to form a new party, 
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Regardless of what some of our oppo- 
nents have said, this fact is strictly 
and wonderfully in the American tra- 
dition. It is part of the Americaniza- 
tion process. It is according to the 
American Way. We are promoting 
ourselves from second-class to first- 
class citizenship. This is resented by 
some of the Americans of the older 
strains, the self-styled standard Amer- 
icans; but don’t let that worry you too 
much, They, too, are being American- 
ized or re-Americanized as you as- 
sume your full rights and duties of 
citizenship. Americanism has its 
standards, to be sure; very high 
standards; but it is not anything rigid 
or dead; it is alive, vital, open to 
change and enrichment. 

Slavic Americans are part of the 
whole immense American dynamic 
which is as yet little understood, and 
is ful] of promises and dangers. By 
coming here, we of the new immigra- 
tion greatly complicated the Ameri- 
can civilization as it was. say, 90 or 
100 years ago. Most Slavic immi- 
grants became workers in the great 
industries, and now their energy is 
integral with the American scene as 
a whole. Most immigrants in the last 
100 years or so worked hard. many 
of them too hard at too little pay, and 
helped to create a complex industrial 
machine which, lest it overwhelm us. 
now needs intelligent handling and 
control. It is our duty to take an ac- 
tive interest in finding an approach 
to the immense industrial, economic 
and social problems facing us: for. 
let me repeat, our coming here and 
our labors in the Jast several decades 
have helped to create these problems. 


Most of us who came over were 


ordinary people. But in the new im- 
migration waves were also some ex- 
traordinary human beings. There 
was, for instance, a man of genius, 
Nikola .Tesla. His numerous inven- 
tions now are one of the most impor- 
tant factors in the immense American 
industrial scheme which throbs with 
the high promises that pulsated 
through Tesla’s brain, but which are 
also full of dangers. Personally, as 
one who happens to be proud of be- 
ing of the same background as was 
Tesla, I feel it is my special duty to 
help do what is necessary to insure 
that Tesla’s work, as well as the work 
of ordinary men and women, will 
go into the fulfillment of promises in 
our American Way of Life, rather 
than contribute to the catastrophe 
now threatening. 


N 1942, Henry Wallace made his 

famous speech on “The Century 
of the Common Man.” Nikola Tesla. 
who was a very uncommon man, pub- 
licly endorsed that speech in glowing 
terms. And I think that 1 speak not 
only for myself, but also for Tesla. 
when I assert that the American Way 
of Life is not the way of incredibly 
greedy monopoly profits and prohibi- 
tive prices for the necessities of life. 
Look at this picture: Millions of men 
in their best years who fought and 
spffered, many of whom will carry 
greater or lesser disabilities to their 
graves—veterans to whom we said 
“Nothing is too good for you’’—are 
unable to secure homes of minimum 
decency and convenience. Their fami- 
lies cannot be adequately fed with 
meat at 70¢ to $1.20 a pound. What- 
ever wage increases they may secure 

(Continued on page 32 


comments 


from our readers 
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Dear Editor: 


Our small club of eight members. from a small 
mining community in Pennsylvania, until re- 
cently was known as the Rural Ridge Busy Knit- 
ters Club. We are now a chapter of the Con- 
gress of American Women. 

We have only fifteen dollars in our treasury 
and out of this we are sending you $10, be- 
cause of our desire to contribute to the work vou 
are doing. ; 

May it help in some way towards The Slavic 
American's fight for freedom and democracy. 


AnnoAf ominoc. Pres. 
Anne Kondrick, Sec’y. 


Dear Editor: 


I send you post haste my renewal subscription 
for The Slavic American. 

In all sincerity—keep up the good work for 
you are doing an excellent job in the struggle 
against fascism. 

IT never miss an issue. 


Rev, Eliot White 
New York, N.Y. 


Dear Editor: 


How about more profiles on Slavic American 
writers and scientists like Nikola Tesla? The 
field for this type of material is virtually endless. 


Julia Pukavina, Treas. 
Rural Ridge. Pa. 


(See page 13—Ed.} 


Anton Markulic 
Los Angeles, Calif. 


The American Way 


through their unions, increased living 
costs still stay one jump ahead of 
them. 

We of the Progressive Party say 
this is not the American Way of Life. 
And “we” includes great numbers of 
ex-Gls and young workers, old-stock 
Americans and immigrants: Ameri- 
cans of all breeds and backgrounds. 

If all Americans are emploved at 
better than mere-existence wages or 
are engaged in business or profes- 
sional activities at a reasonable com- 
pensation; if all Americans are well 
clothed and fed: if all Americans 
are secure instead of uncertain and 
worried. as the majority are today, 
there will be no war. The Hearsts. 
Peglers, Forrestals and Bullitts won’t 
get to first base in trying to prop- 
agandize us into fear and hate of 
other countries which are emerging 
out of backwardness and. because of 
their different historic experiences, 
are attempting a different system for 
providing benefits and opportunities 
for their citizens. 
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Why go to war to keep others from 
having their way of life? We in the 
Wallace movement. in the Progressive 
Party. insist on peace in order to keep 
the American Way of Life. If our ap- 
proach prevails in time, there will be 
no war and Russia will be no danger 
to America, to the American Wav of 
Life. The chief danger to this coun- 
try and to our institutions under the 
Constitution lies in our present high- 
level politicians and wire-pullers who 
have raised the ery of Communism 
and of the Russian menace as a 
smokescreen to neutralize any pos- 
sible militancy on the part of labor, 
to scare us in the new-immigrant 
groups, to frighten the Negroes, and 
to confuse the people generally so 
they won't be able to figure out who 
or what is responsible for high living 
costs. Henry Wallace clearly means 
what he says; so he and his active 
supporters were smeared, lest toa 
many voters vote for him and in thei 
own interest. 

The old-line politicians and wire- 


(Continued fren page 
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pullers and their propagandists are 
not afraid of Communism, but of 
American democracy and of the 
American people; of the people get- 
ting wise to themselves and demand- 
ing a return to the American Wav of 
Life—the Way defined in the Decla- 
ration of Independence and the Con- 
stitution of the United States. 

That's what they are afraid of... 
that’s what we Progressives stand for 
... and that’s what will prevail if vou 
and I, all of us and all of our neigh- 
bors wherever we come from, do 
everything in our power to build the 
new party that has come into being 
around the personality and political 
philosophy of Henry Wallace. We, all 
of us, will have to do all we can in 
this post-election period to make of 
the Progressive Party a party capable 
of saving the country and helping to 
bring about a world in which the 
American Way of Life will include 
not warlike antagonism, but construc: 
tive interest in the wavs of life in 
other countries. 
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reference report that indices of the New a office be ‘elated acuta ‘the ke 
he persons 


SAVA\KOSANOVICH first cane to the attention of the 
Bureau in January, 1943, er the death of NIKOLA TESLA, one of the worldts 
mtstanding scientists in the electrical field. During his lifetime, TESLA 
conducted many experiments in comection with the wireless transmission of 
electrical power and just prior to his same was anteresved in what is 
commonly called the be ede oN bgp te ; 

The notes and records of TESLA's experiments and formilae, 
Seether with designs of machinery necessary for their operation, were re- 
ported to be among TESLA's personal atlectes after his deaths Gy, - 


Tt was reported that KOSANOVICH claimed to be a nephew 
of TESLA, and he attempted to seoure possession of TESLA's personal effects, 
and hired a private locksmith to gain access to TESLA's possessions, 

Pureau was interested because of the supposedly vital importance of TESLAts 

inventions and the desire to keep them out of enesy hands, as one informant 

maintains that KOSANOVICH was pro-Axis in his sympathies. The matter was later 
handled as an alien enemy, custodial detention matter end no further in 

vers igaticn conducted by ia offices UU 


the Bureau advised by letter of January ‘2, 1943, that 
ite files revealed confidential inf: tion concerning NIKOLA TESLA and his 
inventions and advised that one NICOLA\TESLA, who might be identical with 
WIKOLA TESLA, made a speech in Springfield, Massachusetts on July * 1922 
under the esas of the Friends of sacha puretss a 
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* Office Memorandum « UNITED STATES GOVERNMENT 


To : MR. TOLSON DATE: Jane. 30, 1951 
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From ; Le Be NICHOLS toe.) 
al a K 
f COTE. 4 
fy pay Hod. 
_ eee yesterday and said he would 
be in town for the nert two or three days and wanted to see me. -—— 


I told him I would be glod to see him late yesterday or teday ws 
at his convenience. He is coming in today at 2330 peme REY ae 
i a 


I asked him tf there was anything special which would 
require my doing any checking. He stated there were two things he 
wanted to discuss . cae as 3 


Sconce 
1, The case of yieiteeds and Abrahar w, 
President of International La Corporation 


Our files reflect that Nicola Tesla was one of the { 
world's outstanding scientists and in fact designed the generators (; 
installed at Niagara Falls. He died in New York on January 7, % 
1943, and ts supposed to have le C 
Called death ray. 


Our files also ect that Colonel Erskine of 
Military Intelligence ¢ on January 9, 1943, adutsing that 
Tesla had died, that As Spanel h communicated with the War Depart 
ment regarding this death, that Tesla had a nephew Raned Sava 

kesanovicn who had taken possession of Tesla's papers and Spanel 

ght the papers night be used against our Government. 


We made an immediate tnquiry tn New York. and the first 
report was that Kosanovich and others entered Tesla's room with the 
aid of a locksmith, broke into a safe containing some of Tesla's 
valuable papers including Jormula. a 

» 


Coincident with this, on January s) Le Me Cy. Smith called 
Mr. Tamm regarding the death of Tesla and Smith etated he was 5 
talking to the Alien Property Custodian about seizing these itens, °~ 


We interviewed Spane] who expressed concern ever Tesla's ( 
effects and Spanel atated that Kosanovich had turned over the 

effeets of Tesla to the Alten Property Custodian, Spanel further 
stated the day before Tesla died, he tried to get in touch 4 h 
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In 1945, we talked to a Private Bloyce Fitzgerald, 
who stated he had been associated with Tesla, and that the Army 
believed that Tesla's "death ray” is the only defense against 
atom bombs, 


It was very clear we had no responstbility for Tesla's 
effects, that the Alien Property Custodian setzed them and we 
Jearned later that Naval authorities made microfilms of ali hie . 
papers. 4 


Kosanovich communicated wtth the Bureau on March 29, 
1950, and under date of April 3, 1950, in response to his request 
for the microftims of the papers of Tesla, who was a relative of 
Kosanovich, we advised Kosanovich that this Bureau had never been 
tn possession of Tesla's papers. 
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Senator urnished the Bureau five communications 
received from a which pertained primarily to 
Abraham*Spanel. This tndividual mentioned the FBI at length tn 


these communications, pointing out that Mr. Foxworth had been 
called in on the Tesla case but was killed shortly thereafter. He ry 


further stated that he was associated with Fitzgerald and ae such 

came tn touch with Tesla. He stated the FBI investigated this 

matter but their hands were tied, that there was nothing the FBI 

could do as they had been stopped from a higher level, that ! 
the FBI Agent he dealt with, resigned and requested (t 

never to discuss the matter with him again, that © 

e haa a wife and family to consider and that the last hope was 

Congress. These communications were furnished to the Department 

on September 19, 1950. 
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at we have ever interview 
legations. 


I think we should see what specifics aa wants. I 
think we can tell him on the Tesla papers that when they were 


reported to us, the Department stated that the Alien Property 6 
Custodian was going to seize the papers and that we learned Spanel ) 


had called the War Department about the papers falling into the C 
wrong hands. 4 
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Mr. Lyon of the State Departeent informed | . Roach ‘that he 
obtained a note from Colonel Grombach, Special Int gence, War Departae 
concerning the above mentioned individual. Mr. was of the opinion 
— Pos information mre ty Catone? Grombach y be of anveren® to 

Ue 


the eutorcatien as obtained fice Colonel 
is ee as follows: 


mosbach a ir. ‘Lyon 


RECOMMENDA TION 


It is suggested this memorandum be referred to the Internal Security 
Section for its information. 


| Hh OO) 


i TaN 7 
wry 


EX <1, 


a Sb 


} a 
lew 


oes ie » ES. | ) 
(1-10-49) © ue : 
_} FEDERAL BUREAU OF \NVESTIGATION 


FORM NO. 1 


TS CASK OMGINATED AT WASHINGTON FIELD Stecedi i bia wks visited ? ib ital 


REPORT MADE AT DATE WHEN PERIOD FOR WHICH MADE 
MADE 
BUN a 19545 79 10,1316, 26/52 


WASHINGTON, D. 
FOl ope 9) 260 - - CHARACTER OF CASE 
(ERS aR EES ae ESPIONAGE - R 


LL INFORMATION GONTAID 
IN IS UNCLASSIFIED 
CEr? WHEAS § 


SHERWISE re) y 


EDO 
OO) 


- 


ee 
AGENCY # OSI DIST OFF 4 
- RES. REC'D, l ~[3- — 5 
REPT. FoRiy. fox 


DETAILS: AT WASHINGTON, D. Co: fo 7 


foiciadhtintotainieenh vein Ma aeyrintanennan 


sible Lie Dean 3 


rare s mn 


RS ds tik d b banox ivatre mtrnEs Meeeiil é 


YCESERY Sg ronal Be 


Warxe 1S 


aaa LP ID La 


\@)- Bureau “(160-358557) 
1 - San Francisco (100-29336)(Info) 
1 - Los anseles (65-5203)(Info) 
1 - New York (65-LL8h2){ Info) 
3 - Washington Field Meer), 
ft 19 
ew VES 


PROPERTY *© * This confidential report and its co 
FBI and are not to be distributed outside of agency to 


\ 
WFO 10019616 | SER ET 


~< 


INTERVIZW OF THE SUBJECT 


s interviewed at the Washington Field 
and the reporting Agent, on May 9, 7 
10, and 13, 1¢ . and the reporting Agent, 


3 
on May 26, 1952. 


History Prior to intering United States 


ii 2 Ree 


SEORET 


WFO 1000-15616 


Acquaintanceship with Officials in the Yugoslav Government 
Segue mance op With Mitacials in we iugoslav_ Goverment 


admitted at this time 
he was interested in YugosYav matters, Yugoslav progress in engineering, 
and their advances in equifment. He said he was also desirous of making 
the acquaintance of NIKOL@ATESLA, who was an outstanding Yugoslav scien- 
tist and pne of the foundgrs of Westinghouse. 


He said KOSANOVIC was not a grea 
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administrator, but he has considerable respect for him in many ways. He 
believes that KOSANOVIC emphasized to the Yugoslav government that he 
(KOSANOVIC), would be especially effective as Ambassador because he was 
a nephew of TESLA (mentioned above) and a friend r LA GUARDIA, 
and other influential persons in this country. 
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1994 Tesla Symposium at Colorado Springs 


TESLA'S EGG OF COLUMBUS, RADAR STEALTH, THE TORSION TENSOR, 
AND THE “PHILADELPHIA EXPERIMENT” 
by 


KL. Corum’, JF. Corum, PhD.” 
and 
J.F.X. Daum, Ph.D.” 


"Can we learn to think in 4-dimensions? This, and negative time, involve dreaming of 
the wildest sort, with no support whatsoever as yet from anything we see or record on 
our delicate instruments." 


Vannevar Bush, 
March 2, 1967" 


* 


Corum & Associates, Inc., P.O. Box 761, Campton, NH, 03323 
“Battelle, 505 King Ave., Columbus, Ohio, 43201-2693 


"340 Leighton Ct., Westerville, OH 43081 
“Bush, V., Science Is Not Enough, Morrow and Co., 1967, pg. 168. 


"Gentlemen,... we are facing a crises such as the world has never seen before [WWI], and until the 
situation clears, the best thing we can do is to devise some scheme for overcoming the submarines, 
and that is what I am doing now. (Applause)" 


Minutes of the 7" AIEE Edison Medal 
Presentation to Nikola Tesla, May 18, 1917 


ABSTRACT 

In this paper we follow the thread leading from Tesla's spinning "Egg of Columbus" 
demonstration, through his proposal of a large rectangular helix disposed about the hull of a ship for 
U-boat detection, to Arnold Sommerfeld's discussion of magnetically biased ferrites creating 
electromagnetic stealth for WW-II submarines. By calculation, the required magnetic field to reduce a 
ship's radar reflection to less than 1%, at L-Band (1.5) GHz, is in excess of 15,000 A/m. Fields this 
order of magnitude would appear to fulfill the requirements of a “Philadelphia Experiment". Such 
intense fields would create green mist and cavities in salt water, and magnetophosphenes and Purkinje 
patterns in humans, particularly if driven at frequencies in the range of 10 - 125 Hz, as was available 
from the synchronous generators on WW-II electric drive ships. We conclude that with the knowledge 
available, the DSRB (under Vannevar Bush) would have been derelict not to have conducted such an 
experiment. 

Finally, we present speculation on temporal bifurcations. Assuming Hehl's hypothesis that 
localized Cartan Torsion tensors are generated by ferromagnetic spin, we propose two physical 
experiments which distinguish temporal anisotropy arising from anholonomity (the Sagnac effect) from 
that arising in the torsion of the 1929 version of the unified field (Eddington's "crinkled manifold"). 


Disclaimer 

This paper stands unique among our publications both on Tesla and on the conventional 
aspects of electromagnetism and relativity. In this regard it is partly speculative. (And, only partially 
at that, since we report on some of our experimental findings that can be verified by independent 
laboratory examination). Before wading too deep into a controversial subject like that before us, it is 
common for respectable folk to acknowledge their limitations. We need to make some kind of 
professional "disclaimer". Let us express it this way: we offer this little study in the spirit of an 
engineer and some physicists having some fun [in the sense of Arthur Eddington, Joseph 
Slepian,” Jearl Walker, Edwin Abbot, George Gamow,® or even Arthur C. Clark], looking at 
published statements, attempting to stay within the bounds of engineering technical propriety, and 
saying, "What if ...2" Since the theoretical analyses make specific physical predictions, it follows that 
our assertions can be experimentally examined by disinterested (but technically qualified) third parties, 
and that we haven't strayed too far from the scientific method in our amusing pastime. Taken in that 
spirit, our passing entertainment should also provide recreational diversion for skeptics, grad students, 
the lunatic fringe, engineers, and men of honor. 


“Slepian wrote a delightful series of "Electrical Essays" for engineers. Start with the one cited and 
read either forward or backward several years. 


“Walker wrote about physics problems, "I am not so interested in how many you can answer as I 
am in getting you to worry over them." 


PART I - RADAR AND ROTATING FIELDS 
Introduction 

' During the 1992 International Tesla Symposium, the authors took the opportunity to once 
again visit the site of Tesla's Colorado Springs laboratory and nearby Prospect Lake, where many of 
Tesla's experiments were conducted in 1899. While walking around the Monument in War Memorial 
Park our conversation turned to the book by William Moore and Charles Berlitz on the Philadelphia 
Experiment. A colleague at Battelle had introduced us to the story in fall of 1989. One of the 
presentations at the last ITS Symposium concemed the topic, and as we walked we began to ponder 
out loud how we might rationally explain such an experiment. The following is the result of our 
reveries. 

The world of magnetics, today is extremely complex. During the 1940's and 50's high field 
magnetics became "big physics", and it would be impossible for the authors in this small space to even 
attempt a modern analysis of this topic. Instead, we believe that there is some merit to employing the 
sort of physical arguments, both classical and relativistic, that would have been available by scientists 
of the decade preceding the Philadelphia Experiment. This is not a discussion of anything even 
remotely like the Navy's new "Sea Shadow". 

It has been asserted that the initial Philadelphia Experiment took place "sometime between 
July 20 and August 20, 1943." Simply put: in the experiment(s) a big coil of wire was wrapped 
around a large ship, the ship became invisible in a foggy green mist, and a lot of people on board 
were hurt. (Some thought they went through a rip in the fabric of the space-time continuum, were 
teleported from the Philadelphia shipyards to Norfolk, Virginia, and saw alien humanoids). The 
respected names identified with with the experiment include Albert Einstein (1879-1955),” Rudolph 
Ladenburg (1882-1952), John Von Neumann (1903-1957) [and his Gottingen dissertation advisor, 
David Hilbert (1862-1943)], Nikola Tesla (1856-January 7, 1943), Oswald Veblin (1880-1960), 
Burtrand Russell (1872-1970), Gabriel Kron (1901-1968), Vannevar Bush (1890-1974) and a host of 
other recognized men of renown whose common interest seems to include, among other things, an 
historical association with things of interest to the Navy, and submarine detection in particular. The 
Department of the Navy has officially identified the experiment as mythical, having its genesis in a 
1955 book on UFO's,” not Naval science.“ Perhaps the story really was mythological. However, if 


"Einstein served as a consultant for the R&D Division of the US Navy Bureau of Ordnance from 
May 31,1943-June 30,1946. Interestingly, according to the FBI Einstein file [QC 16 ESU55; OCLC 
#13720407; Title #3892869], Einstein was in Philadelphia during the time of the alleged Philadelphia 

iment. (On the evening of August 10, 1943 he spoke before the Philadelphia section of the 
"Friends of Soviet Russia".) 


that's the case, then our hats are off to the brilliant scientists that spun this gossamer web of fantasy - 
for no ordinary laymen could have done it. 


Why Tesla? 

It is now common knowledge that Tesla had attempted to market his radio controlled craft (the 
“telautomaton"; Patent” 613,809) to the US Navy." Tesla was the first to advocate the electric 
drive for naval vessels.) He was the first to suggest that electric drive war ships could be used in 
peacetime to supply shore power during emergencies.” (They were, of course. See the comments 
below). And, as is evident from Tesla's quote at the top of this article, he was again dealing with the 
Navy during World War I. It was during this time that he met in Washington with Assistant Secretary 
of the Navy Franklin Delano Roosevelt. Roosevelt's mentor, Josephus Daniels, was Secretary of the 
Navy.” (It was also during this time that university professor and future Director of OSRD (Office of 
Scientific Research and Development), Vannevar Bush, was just starting research on submarine 
detection for the Navy.) From Tesla's files, we know that a few years later, during the 1920's, the 
Navy in Philadelphia (specifically John B. Flowers, Electrical Engineer), was examining Tesla's work. 
Anderson has noted that, "Tesla was engaged... at the E.G. Budd Mfg. Co. in Philadelphia from 1925- 
1926.""9) And, we also know that when Tesla died in 1943, Naval Intelligence officers accompanied 
MIT EE Professor John G. Trump (a Bush colleague also in the employ of OSRD) as he secretly 
examined Tesla's papers. 

“We think that not only can the Philadelphia Experiment be tracked to statements which Tesla 
published during World War I, and were grasped by men like Bush, but that the physics of the 
experiment can actually be traced back to Tesla's invention of the rotating magnetic field. 

Furthermore, to us to there appears be a legitimate link between Tesla's rotating fields and the Torsion 
tensor which appears in Einstein's 1927-29 Unified Field Theory publications. This connection was 
first identified and published by Gabriel Kron at GE (Schenectady) during the 1930's. Retum with us 


"For which Tesla has been identified as the Father of robotics. 


“In 1916 Tesla said, "I vainly attempted to persuade them to accept. I perfected the machine in 
1898, and tried everything in my power to have it adopted... After the patent expired a few months 
ago Congress appropriated [$750,000] and I have now the pleasure of simply looking on while others 
are using my inventions, which I could not persuade people to adopt. This is usually so." [Anderson, 
1992, pg. 19.] "I tried to persuade the Navy... it was absolutely impossible to find listeners..." 
{Anderson, 1992, pg. 158.] 


“Both Daniels and FDR advocated absolute legal control of the electromagnetic spectrum by the 
Navy. 


now to 1887 and Tesla's first rotating field patent (#381,968; Applied for October 12,1887; Issued 
May 1,1888). 


Polyphase Currents and Rotating Fields 
The creation of the rotating magnetic field was "purely the work of scientific imagination". . It 
has been identified as the greatest creation of the human mind since the invention of the wheel. 
Tesla's discovery of polyphase currents and "an invisible wheel made of nothing but a magnetic field" 
(the phrase is due to Reginald Kapp) was the turning point from the past into the 20th century. 
Tesla stands at the focal point of the important electrical discoveries of the 20" century. At the 
conferral of the AIFE's highest award of honor, B.A. Behrend remarked, 


"Were we to seize and to eliminate from our industrial world the results of Mr. Tesla's work, 
the wheels of industry would cease to turn, our electric cars and trains would stop, our towns 
would be dark, our mills would be dead and idle."@” 


When Tesla died in 1943, Yale University EE professor Charles F. Scott observed, 


"The evolution of electric power from the discovery of Faraday in 1831 to the initial great 
installation of the Tesla polyphase system in 1896 is ‘undoubtedly the most tremendous event 


in all engineering history’."“") 


And, the connection to the relativity of rotation (an issue still not put to rest today) was not 
overlooked: Yale physicist Leigh Page once said, 


"The rotating armatures of every generator and every motor in this age of electricity are 

steadily proclaiming the truth of the relativity theory to all who have ears to hear." 
Let us follow this central thread that runs through Tesla's professional career back to its origin. 

While Tesla had constructed the first rotating field apparatus in the summer of 1883 (one year 
before both he, and the Statue of Liberty, arrived from France), it was not until 1887 that a company 
was formed to exploit the phenomenon. However, Tesla was unable to raise capital to commercially 
introduce his invention. (The enterprise was 'undercapitalized'.) He finally found a skeptical Wall 
Street lawyer that was somewhat interested, and this is the conversation as Tesla retells it. 


Tesla: "Do you know the story of the Egg of Columbus? ...Well, what if I could make 
an egg stand on the pointed end without cracking the shell?" "If you could do this 


“As Columbus had done when getting Queen Isabella to pawn her jewels for three ships to sail in. 


we would admit that you had gone Columbus one better." "And would you be willing 
to go out of your way as much as Isabella?" "We have no crown jewels to pawn," 
said the lawyer, who was a wit, "but there are a few ducats in our buckskins and we 
might help you to an extent." 


Tesla arranged for a demonstration the next day. He placed a copper-plated egg on a wooden plate 
above his rotating magnetic field (there is a photograph of the apparatus in the Secor article). As soon 
- as the windings were energized the egg began to spin. [Tesla's spinning egg is, in fact, a macroscopic 
analog of the Einstein-de Haas effect investigated almost thirty years later. The materials in Einstein's 
WWI experiments spin because of molecular 'amperian currents' (although later Einstein did suggest. 
using high frequency ‘rotating magnetic fields' to Barnett). In Tesla's experiments they spin because of 
induced eddy currents. See part V below.] 


"_.. to their astonishment, it stood on end, but when they found that it was rapidly 
spinning their stupefaction was complete’... No sooner had they regained their 
composure than Tesla was delighted with their question: 'Do you want any money’... 
That started the ball rolling. Tens of millions of horsepower of Tesla induction motors 
are now in use all over the world and their production is rising like a flood... Rotating 
fields of 15,000 horsepower are now being turned out... and ship propulsion by Tesla's 
electric drive which, according to Secretary of the Navy Daniels’ statement, has proved 
a great success."@)) 


The electrical circuit which Tesla employed for the egg of Columbus used two phase AC energizing 
the coils in quadrature and the source frequency was varied from 25 to 300 cycles, "the best results 
being obtained with currents from 35 to 40 cycles." The story was also mentioned in Fleming's 
eulogy of Tesla.) 

In 1893, 6 years after demonstrating the egg of Columbus to the attorneys and business 
investors in New York, a large egg demonstration was constructed for Tesla by Albert Schmid and 
Charles H. Scott, at the time both of Westinghouse. (Scott, subsequently an EE professor at Yale, 
served as President of both the AIEE and, later, the IRE.) The egg occupied part of the Westinghouse 
exhibit in the Electricity Building at the great Chicago World's Fair. The 1893 Fair celebrated the 
500" anniversary of Columbus' discovery of the new world and, ostensibly, it was intended to launch 


"The language used to describe the striking effect his 1892 lecture-demonstration had on the Royal 
Institution in London, was, "The scientists simply did not know where they were when they saw it." 
(Anderson, 1992, pg. 95) 


“Note that Tesla has recognized that he can characterize different spinning eggs with certain 
gyromagnetic resonance frequencies!! This was in 1887. 


society into the 20" century. There is a photograph of Tesla's exhibit in the Martin book.) This was 
only a few months before Lord Kelvin was to choose the Tesla polyphase system for Niagara Falls, 
and 3 years before the first Niagara Falls plant was tumed on. . 

While Tesla had been active in RF generation in the early 1890's, the close of the decade saw 
him making great strides in the realm of high voltage RF power processing. These experiments 
culminated in a cluster of patent applications and the construction of the Wardenclyffe laboratory. 
Mention should also be made of his turbine development and intense engineering consulting practice 
just prior to WWI. From the comments above it is clear that he was actively promoting his patented 
ideas. 


Tesla's Reflections on Radar and Ships Wrapped in Coils of Wire 
Just after receiving the ATEE's Edison medal (May 18, 1917), Nikola Tesla granted an 

interview to H.W. Secor of the Electrical Experimenter magazine. (Secor's article was published in 
August of 1917.) The topic of discussion tumed to the detection of German U-boats (U-boat = 
Unterseeboot = submarine), which had caused so much distress to the allies. The US had entered the 
war in April of 1917. Tesla's concems centered around the detection of submarines, in particular the 
possibility of non-ferrous hull detection. Listen as, filtered by the pen of a journalist, Tesla narrates 
the electrical preparation of the ship: | 


“Now, suppose that we erect on a vessel, a large rectangular helix or an inductance 

coil of insulated wire. Actual experiments in my laboratory at Houston Street (New 

York City), have proven that the presence of a local iron mass, such as the ship's hull, 

would not interfere with the actions of this device. To this coil of wire, measuring 

perhaps 400 feet in length by 70 feet in width (the length and breadth of the ship") we 

connect a source of extremely high frequency and very powerful oscillating current." 
We think that Vannevar Bush was aware of this suggestion, and it is our thesis that these words are 
the seed that later blossomed as the "Philadelphia Experiment". The article then goes on to describe 
an RF technique which subsequently became quite popular (though not on such a grand scale) for 
metal detectors and for tuning the reactance of RF coils in transmitters and receivers. Upon further 
prodding by Secor, Tesla discussed a high peak power microwave radar for operation at wavelengths 
"... Of but a few millimeters". (X-Band radar at 10 GHz has a wavelength of 30 mm.) 


Tesla desired that the ship be able to provide sufficient electrical power, and he states this in 


“According to Jane's Fighting Ships (1967-68, pg. 408), the Eldridge (DE-173) was 306 feet long 
by 37 feet at the beam, and had a draft of 14 feet. Its main engines were GM diesels, electric drive, 2 
shafts, 4.5 Mw. 


the interview: 


“The average ship has available from say 10,000 to 15,000 HP. ... The electric energy 

would be taken from the ship's plant for a fraction of a minute only, being absorbed at 

a tremendous rate by suitable condensers and other apparatus, from which it could be 

liberated at any rate desired." 

Clearly, Tesla was contemplating the use of pulsed currents” in the coils around the ship. Remarkably, 
vessels wrapped in coils were observed during WW-II (perhaps for mine sweeping or even degaussing 
studies). [According to Moore, Francis Bitter, of MIT, recalled witnessing "a relatively large ship 
carrying ... a bar magnet going from the bow ... way aft. This bar magnet had coils wound around it 
which passed current produced by big motor generators."°"] By the way, the Eldridge's generator was 
rated at 4,600 KVA and could deliver 6,000 HP. Two generators, as described in the book, could 
deliver more than 12,000 HP (almost 9 Mw). 

It is not clear that Mr. Secor even fathomed what Dr. Tesla was speaking about. How much 
of what was published in the article were Tesla's ideas and what was added (or deleted) by Secor is 
not transparent. (We have the same problem with O'Neill's colorful biography.) After Tesla's brief 
discussion of sonar, Secor mixes together the RF magnetic detection process and the "electric ray" 
radar technique. While Secor's version of Tesla's disclosures might sound, today, like oversimplified 

| impractical popularizations, Secor was quick to conclude his 1917 article with the disclaimer, "... 
several important electrical war schemes will shortly be laid before the War and Navy Departments by 
Dr. Tesla, the details of which we naturally cannot now publish."°9 Margaret Cheney has observed 
that, at the time, Thomas Edison 


".. had been named to direct the new Naval Consulting Board in Washington, with the 
primary job of finding a way of spotting U-boats. Tesla's idea, if even brought to Edison's 
attention, would almost certainly have been discounted."@” 


“T will tell you the secret of all these wonderful displays. ... Consider a large gun which hurls a 
projectile of a ton a distance of 18 or 20 miles. If you figure the horsepower at which the gun 
delivers energy, you will find that it amounts to from 6 to 12 or 15 million horsepower. ... With the 
methods which I have devised, with my transformer, it is not at all difficult to get rates of energy 
many times that. ... in the plant on Long Island, if I wanted to operate, I could have just reached a rate 
of 1 billion horsepower. ... That wonderful thing can be accomplished through a condenser. The 
condenser is the most wonderful electrical instrument ... You store less energy in the condenser than in 
the gun, but whereas a gun will discharge ... in 1/50 of a second, a condenser can discharge the energy 
in 1 millionth of this time. ... all these effects which elicited great wonderment of the profession, were 
always produced by damped waves, because with the undamped waves it would not have been 
possible to attain any such activities." [Tesla on Hi Altemating Currents, by L.I. 
Anderson, 1992, pp. 112-113.] 


It should also be noted that Vannevar Bush was involved in the same endeavor: 


“During 1917-18 [Bush] was engaged in research on submarine detection in connection 

with the United States Navy special board on submarine devices."“® 
In 1917, Bush, fresh out of graduate school,” was a newly appointed assistant professor of electrical 
engineering at Tufts College in Medford, Massachusetts and consulting for the American Radio and 
Research Corporation. [AMRAD was a J.P. Morgan venture, built on the Tufts campus, which 
manufactured "thousands of transmitters and receivers" during WWI] Bush was one of the guiding 
lights for a spin-off company which, in 1925, was renamed Raytheon.” (In 1941 Raytheon became 
the prime source for the new Navy Search Radar.) Bush joined the MIT EE Department faculty 
(his specialty, initially, was electrical power and subsequently operational calculus and analog 
computers (the famous network analyzer)) and became Dean, and then Vice-President of MIT in 
1931." He accepted the position of President of the Carnegie Institution of Washington in 1938 (and 
held the position until 1955). He was Science Advisor to the President and was appointed by 
Roosevelt as chairman of the National Defense Research Committee (July, 1940),""" as director of 
OSRD - the Office of Scientific Research and Development (1941), and as Chairman of the Joint 
Committee on New Weapons and Equipment of the Joint United States Chiefs of Staff (1942).°” 


“Bush received a BS and an MS from Tufts College (1913), Doctor of Engineering jointly from 
MIT and Harvard (1916), and eventually 10 honorary doctorates from various colleges and 
universities. During his remarkable career, he was science advisor to several Presidents. He was 
Vice-President and Dean of Engineering at MIT in 1931, the year that he wrote to Tesla. 


“Raytheon, in fact, (with 25% of the EE department involved) came to be known by the grad 
students at MIT in the late 1920's as "an extension of the Electrical Engineering Department." (See 
Reference 29.) 


**Ever the entrepreneur, when Bush heard A-F. Joffe of the Polytechnic Institute of Leningrad 
present his ideas on a new super-dielectric for HV insulation, he rallied his investor friends and went 
to Leningrad and Moscow. (As described in his autobiography, Pieces of the Action (Morrow, 1970), 
the enterprise resulted in failure.) 


“Recall that John G. Trump, accompanied by three Naval personnel, examined Tesla's personal 
papers when he died in January of 1943. Trump was Secretary of the Microwave Committee of the 
National Defense Research Committee from 1942 until 1944 when, as a member of General C.A. 
Spaatz's Advisory Special Group on Radar, he went to Europe as the Director of the British Branch of 
the (MIT) Radiation Laboratory. (See Electrical Engineering, Vol. 80, No. 5, May, 1961, pp. 364- 
365.) [General Spaatz, by the way, was Air Force Chief of Staff and headed the "very secret" 
committee on UFOs. According to Irving Langmuir, (Physics Today, October, 1989, pg. 48) Spaatz 
had confided, "You know it's very serious. It really looks as though there is something there." (Also 
see Physics Today, March 1990, pg. 13 and April, 1990, pg. 13.] 


Je 


-Vannevar Bush guided much of the Nation's weapons research during WWII. According to Frank B. 
Jewett” (President of the National Academy of Sciences), as head of OSRD Bush 


"... directed the mobilization of the entire civilian scientific and technical power of the nation 
and welded it together into the military establishment in the greatest industrial research and 
development man has ever known."©?) 


Recall that Vannevar Bush, while Vice President of MIT, had sent Tesla birthday greetings in 1931: 


"Dear Dr. Tesla ... I wish to join to my own tribute of admiration for your unique 
career the congratulations of the Massachusetts Institute of Technology, where the 
contribution which your original genius has made for the benefit of mankind is fully 
appreciated. "©) 
In 1943, Bush, like Tesla in 1917, received the AIEE's highest honor (at that time the Edison Award). 
Bush held about 50 US patents for various inventions. Let us move ahead from Tesla's suggestion, to 


place coils of wire on a ship, to radar and radar counter-measures (stealth). 


Radar 

It seems to be broadly recognized that, although Heinrich Hertz had observed RF standing 
waves resulting from metallic reflections, it was Nikola Tesla, in 1900, who was the first to propose 
the concept of radar.) According to NRL radar pioneer R.M. Page, it was Tesla who first "... 
suggested the use of electromagnetic waves to determine the relative position, speed, and course of a 
moving object."°) The earliest patent issuing for radar appears to have been the British patent granted 
to German engineer Christian Hulsmeyer.© Certainly, Tesla's interview with H.W. Secor appears as 
an added note in the radar lore.°” The acronym radar was an official code word adopted by the US 
Navy in November of 1940, the same month that the MIT Radiation Laboratory was organized for the 
exploitation of the microwave region for radar. 


Sommerfeld on Hectromagnetic Stealth During WW-II 
In his authoritative two volume radar cross section handbook, George Ruck has pointed out the 
desirable features of radar absorbers. 


"The search for suitable radar absorbing materials (RAM) was initiated in the early 1940's both 
in the United states and Germany. Ideally, the optimum RAM would be a paint-like material 
effective at all polarizations over a broad range of frequencies and angles of incidence. 


"Edison Medalist in 1928. (Eleven years after Tesla.) 


ft 


Unfortunately, such a material does not exist and the probability of its being developed is 
rather remote."©® 
Arnold Sommerfeld (1868-1951) presents a surprising discussion of German war research on 
stealth and radar absorbing materials in the optics volume of his famous Lectures on Theoretical 
. Physics.°? He relates that the case where the magnetic permeabilities between two media cs and 
target) are unequal (1, # ,) is "of some historical interest". 
"During the war the problem arose to find, as a counter measure against allied radar, a 
largely nonreflecting ("black") surface layer of small thickness. This layer was to be 
particularly non-reflecting for perpendicular or almost perpendicular incidence of the 


radar wave. In this case the angle of incidence and the angle of transmission are both 
almost equal to zero. The problem is solved by making the ratio of the two wave 


impedances equal to unity: 


a kil ae ae) 
EJH, 


The criterion is, thus, not the index of refraction but the ratio of wave impedances." 


Mi = 


Sommerfeld's suggestion is similar to the idea of making the radar target surface a "conjugate match" 
to eliminate radar reflections. If one could make the impedance of the second medium be the same as 
_ free-space, the target would become radar invisible. He continues: 


“In order to 'camouflage' an object against radar waves, one must cover it with a layer 
for which this ratio of wave resistances has the value 1 in the region of centimeter 
waves. According to [the law of refraction and the boundary conditions] this means 
that if we call the constants of the desired material ¢ and 1 and those of air &, and p,, 
then 


ses say (2) 
€, Ho 
Hence, the problem concerns not only the dielectric constant but also the relationship 
between the dielectric constant and the permeability. A substance must be formed 
whose relative permeability 1, = p/u, is of the same magnitude as its relative dielectric 
constant ¢/g,. 


This case is discussed by Ridenour in Volume 1 of the famous MIT Rad Lab series, and in a well 
known analytical reference by Weston.“ Sommerfeld continues, 


But the problem is not yet solved. For at its back surface the layer borders on 
the object (metal) which is to be camouflaged, and this second surface still reflects 
strongly. Hence, the further condition must be imposed that the layer should absorb 
sufficiently strongly. This requires a complex rather than a real dielectric constant and 
because of the requirement (Eq. 2) a corresponding complex permeability. The 
material must, therefore, be ferromagnetic and must possess a strong hysteresis or a 


structural relaxation that acts correspondingly. Thus, a difficult technological problem 
was posed which, though not unsolvable, required extensive preparatory work. 
Because of the urgent war situation, the solution which had to be used resulted 
from the following considerations ..." 
Sommerfeld then changes the course of his ideas. He proceeds to describe the reduction in radar 
reflection by a rather conventional means that does not build upon the requirement of Equation (2). 
Instead, what he discusses next is covering the surface with layers of lossy dielectric material, each 
strata being less than 4 wavelength thick, neglecting entirely any effects attributable to p. ("In this 
manner the reflected intensity could be reduced to 1% of the value given by Fresnel's formula ..."“)) 
After the war, a number of papers were published by Sommerfeld's colleagues at Gottingen and 
Munich, in Zeitschrift fur Angewandte Physik, on the topic of radar absorption. (Just scan the 
magazine's annual index for 1956-1959.) Presumably, after the war the German workers were less 
" constrained in publishing their research on the topic of RAM than Allied scientists.” Even at this late 
date most significant western RAM publications are classified, particularly those related to the stealth 
bomber technology. 
In his 1947 MIT Rad Lab Volume, Ridenour comments that, 


“Absorbent materials have been produced in Germany for the radar camouflage of U- 
~ boats. The type of absorber that was actually put into service was of the interface kind. The 
dielectric constant and permeability were produced by a high concentration of spheroidal metal 
particles (carbonyl iron). The concentration of metal was 80% by weight, and values of 
dielectric constant and permeability were ¢ = 7, and p= 3.5. 

An absorber of the second kind was also developed in Germany. It consisted of a 
series of layers whose conductivity regularly increased with depth. The layers were separated 
by foam-type plastic whose dielectric constant was close to 1. The absorption was excellent 
from 4 to 13 cm [2.3-7.5 GHz]. However, the complete absorber was a rigid structure 2.5 
inches thick, and it was never actually used."“) 


Is there any connection between the remarks of Sommerfeld and the supposed German version 
of the "Philadelphia Experiment", which has been rumored to have occurred at the Kiel Shipyards in 
Germany during World war II? Surprisingly, after hinting at ferromagnetic materials, Sommerfeld did 
not tell us how to produce magnetic radar camouflage. We will try our hand at supplying the missing 
details below. But first, we review conventional linear RAM. 


Ferromagnetic Radar Absorbing Material 
The more-or-less conventional approach to radar stealth is to either employ "shaping" of the 


“The American scientist of German origin, quoted by Dr. Rinehart in the Moore-Berlitz book (pp. 
202-203) was clearly mistaken in his assessment of German military spirit. 


